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THE DIFFRACTION OF LIGHT 




CHAPTER 1 

GENERAL AND HISTORICAL 

The word “diffraction” is derived from the Latin dis, meaning “apart” 
or “asunder,” and frangere, “to break.'*’ The term “diffraction of light” 
signifies a certain breaking-up which a beam Qf light undergoes in passing 
an obstacle, and also signifies other types of breaking up which are funda¬ 
mentally related to the one mentioned. The subject of diffraction covers a 
wide field. 

1. Basic Facts and Early History.—The diffraction which occu£§ when a 
beam of light passes an obstacle was discovered by the Jesuit father F£ an " 
cesco Maria Grimaldi and was described by him in a book entitled Physico 
mathesis de lumine coloribus et iride . This book was published two years 
after Grimaldi’s death, by a friend—in the year 1665, at Bologna. 

Grimaldi and other early investigators used the sun as their primary 
source of light. It is now often more convenient to use an artificial source. 


Referring to Figure 1, suppose that light from some pri¬ 
mary source, S, such as an electric arc, passes through a 
condensing lens, L, and is focused upon an opaque plate 
with a tiny pinhole, 0, in it. The pinhole acts as a sec- k *77 

ondary source, a point source from which the light di- _ Q 

verges. Let us suppose that light from the hole passes 
an obstacle, D, the diffracting object, for example, a \ 


metal plate bordered by a straight edge perpendicular - 

to the plane of the drawing, the edge being, let us say, ■ 

vertical. If the shadow of the plate is received at P upon D I 

a sheet of white paper, one will observe that the bound- i 

ary of the shadow is not sharp. Hence we must con- ! 

elude that light is not propagated strictly in straight ! 

lines. The transition from illumination to darkness takes ! 

place gradually, though to be sure, in a small interval. ] 

Furthermore, outside of the shadow, parallel to its edge, ^ i 

will be found several bright and dark fringes. The dis- -t-I- 

tribution of light, considered as a whole, constitutes a Fig. i 

certain pattern . Figure 2 shows, above, an enlarge¬ 
ment of a photograph of the pattern, and, below, a diagrammatic repre¬ 
sentation of the distribution of light. The point E marks the edge of the 

1 
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so-called “geometrical shadow.” The geometrical shadow is the area over 
which the shadow would extend if light traveled accurately in straight lines. 
The gradual transition from illumination to darkness which actually oc¬ 
curs, and the formation of the fringes, constitute the breaking-up of light 

which the word “diffraction” signifies 
in its original and primary meaning. 

The observations above indicated 
can properly made only in a room 
w Mch may be completely darkened. 

The phenomena of diffraction show 
that the law of rectilinear propagation 
is not strictly true. Light is bent both 
into and out from the geometrical shad¬ 
ow. Yet we know that, in the large, 
the law of rectilinear propagation does 

w- - hold. Hence we must explain why the 

0 » law of rectilinear propagation holds ap- 

1 j proximately, and we must account 

quantitatively for the deviations from 
J rectilinear propagation which occur. 

—'j _ That is, we must account quantitative- 

r- ly for the observed diffraction patterns 

in all of those cases which lend them- 
Fig. 2—Single straight edge selves to analysis. 

The problem of accounting for dif¬ 
fraction and that of accounting for rectilinear propagation are basically one 
and the same, but many years elapsed after the discovery of diffraction be¬ 
fore this fact was realized. 




Fig. 2.—Single straight edge 


A single straight edge gives rise to fringes only outside of the shadow, so- 
called “external” fringes. When these are to be observed visually, an in¬ 
tense primary source such as the sun or an arc light should be used. Even so, 
it is usually possible to see only the first three fringes. When white light 
is used, color effects are noticeable in the fringes. They are blue on the in¬ 
side, the side toward the shadow, and red on the outside. 

By way of further illustration, Figure 3 shows, above, an enlargement of 
the pattern due to a thin rod and below a diagrammatic representation of 
the pattern. There is now a set of external fringes on each side of the shadow 

and. a set of internal” fringes within the shadow. The edge of the shadow 
again lacks sharpness. 

In general the secondary source of light must be a point source. But 
when the diffracting object presents only a straight edge or parallel straight 
edges, as in the cases thus far considered, it is permissible and usually ad- 
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vantageous to use a narrow slit, parallel to the edge or edges, as a source. 
But in no case may a source be used which has any considerable extension 
in area, because the patterns due to the 
various points of such a source would 
wipe each other out, owing to overlap¬ 
ping. 

Figure 4 is a reproduction from Gri¬ 
maldi's book and is a sketch of what 
he* saw"within the shadow of a narrow 
bar which at the end makes a right 
angle. A pinhole was used as the source. 

Grimaldi did not sketch, in this figure, 
the fringes which he saw outside of the 
shadow. Within the shadow he found 
two sets of fringes. One set runs, gen¬ 
erally speaking, parallel to the bar, as 
we might expect from the previous il¬ 
lustration, but these fringes now round 
off at the comer and at the end of the 
bar. The other is a set of so-called 
“crested fringes” which as illustrated 
occur at the corner. 
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Fig. 3.—Pattern due to a thin rod, 
showing both external and internal 
fringes. 

■ The internal fringes are much fainter than 
the external ones and hence require a much 
longer photographic exposure. The external 
fringes then become greatly overexposed. To 
obtain the foregoing reproduction two separate 
photographs were made, a relatively short one 
for the external fnnges and one about five times 
as long for the internal fringes. The two photo¬ 
graphs so obtained were afterward combined. 
Even so, some of the more delicate features of 
the pattern are bound to be lost in the process 
of photography and reproduction. 


The diffraction pattern formed in a given 
instance is practically independent in its 
form, size, intensity, etc., of the material of 
which the object is made, so long as the ma¬ 
terial is opaque, and is practically independ¬ 
ent also of whether the edge of the object 
C be sharp or rounded, or whether the edge be 
a dull black and consequently absorbing or 
whether it be highly polished and reflecting. 
This circumstance was long not recognized; it was first pointed out by 
Fresnel in the year 1818. 

Since the pattern is practically independent of the various above-men¬ 
tioned factors, the cause of diffraction must be sought not in an effect of the 



Fig. 4. —From Grimaldi 
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material of the diffracting edge upon light which passes close by, as wa 
long supposed, but must be sought as being inherent in light in its own na 
ture. The diffracting object.acts primarily as a barrier, and diffraction the 
ory must base its explanation upon the nature of light itself. 

As has been said above, the material and nature of the edge are practical¬ 
ly without effect, but they are not absolutely without effect. Ordinarily such 
influence as these factors exert are so slight that there is no observable dif¬ 
ference in the pattern when the factors are varied at will. But by expressly 
using, for example, a polished metal bar of large diameter, which by reason 
of it' xarge diameter presents a relatively flat surface, and then making ob- 
se nations close to the bar, we may observe effects which arise from light 
, eflected by the bar. But as we withdraw from the bar these effects diminish 
rapidly, owing to the divergence of the reflected beam, and at only a reason¬ 
able distance back, even a large polished bar yields as nearly as can be ob¬ 
served the same pattern as an equivalent flat strip with razor-sharp edges. 

Among the numerous interesting observations which Grimaldi made are 
that the shadow of a hair, at some distance behind the hair, is much broader 
than would be expected, and that when light passes through a small aper¬ 
ture, the cone beyond the aperture spreads out more than would be ex¬ 
pected.* 

(It has been claimed that Leonardo da Vinci discovered the diffraction of 
light about a century and a half before Grimaldi, but this claim is not well 
founded.) t 

In 1672, seven years after the appearance of Grimaldi’s book, Robert 
Hooke communicated to the Royal Society some observations on diffrac¬ 
tion. He speaks of these as the discovery of a new property of light. Thus 
Hooke’s statement implies that he had not heard of Grimaldi’s discovery 
and that he, Hooke, discovered diffraction independently. J 

Before the close of the century Newton made some careful observations 
on diffraction, and in his Opticks, published early in the next century—in 
the year 1704 to be exact—he devoted the third and last book to diffraction, 
which he called “inflexion.” This designation introduced by Newton long 
remained the common English term, but we have now returned to the use of 
Grimaldi’s original term, “diffraction.” 

* For a more detailed account in English of Grimaldi s experiments see Joseph Priest¬ 
ly, History of Vision Light and Colours (London, 1772), pp. 171 ff., or, for an account in 
German, see Winkelmann’s Handbuch (1st ed.) 2 (Part 1), 590. 

t The claim in question was made by S. Libri in his Histoire des sciences mathimatiques 
m Itcdie , 3, 54 and 234, and is based upon an isolated observation of Leonardo’s which 
while in itself interesting should not be called a discovery of diffraction. Ia any event 
the observation in no way influenced later developments. 

t See Hooke, Posthumous Works, pp. 186-90, or Priestly, loc. dt. 
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PREFACE 


This book aims to provide a treatment of diffraction of a type for which 
the author has in his own experience long felt an urgent need, namely, a 
vivid presentation of the principal observational phenomena together with 
the theory which accounts for these, the development of the subject being 
carried reasonably far. 

It is hoped that the book may prove of value to several classes of readers 
both as a medium of study and for reference: 

Young physicists are here offered a sound basis for acquiring a knowledge 
of the subject, and mature physicists, familiar with the subject, are offered 
novel and improved exposition. 

Workers in other sciences whose field requires knowledge of either the 
optics of light or the optics of X-rays should find at hand a treatment of dif¬ 
fraction not too mathematical, which they can study to advantage. 

The substantive material of the early chapters of the present book and 
some of that of later chapters has been furnished to students intermittently 
for about ten years in the form of notes revised from time to time. In pre¬ 
paring these notes great effort was exerted toward making the treatment 
both graphic and thorough. As a result students were saved the serious per¬ 
plexities with which they are ordinarily confronted when they enter upon 
the study of diffraction. The notes have again been carefully revised and 
new material has been added. The last two chapters of the present book 
constitute addition in their entirety. The author plans to use appropriate 
portions of the now printed book as a text in that part of his course in op¬ 
tics which deals with diffraction. It is hoped that other instructors may 
carefully consider the advisability of similar or somewhat similar use. 

The author wishes to thank various of his colleagues of the University 
of Michigan for reviewing those chapters of the manuscript which deal with 
the diffraction of light. In addition he wishes to thank Professors G. A. 
Lindsay and J. M. Cork of this university, Professor S. K. Allison of the 
University of Chicago, and Dr. J. M. Robertson of the Royal Institution, 
for making suggestions regarding the chapter on the diffraction of X-rays, 
also Drs. C. J. Davisson and L. H. Germer of the Bell Telephone Labora¬ 
tories for the same kindness in connection with the chapter on material 
particles. Finally, he wishes to thank Drs. J. A. Anderson and H. D. Bab¬ 
cock of the Mount Wilson Observatory and Professor J. E. Mack of the 
University of Wisconsin for reviewing the sections dealing with the con¬ 
cave grating and with error of ruling. 

C, F. M. 

Ann Arbor, Michigan 
April, 1934 
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The term “inflection” is, however, still used. It is today used to designate 
specifically the bending inward of light by the obstacle, and the term “de¬ 
flection” is used to designate the bending outward of light by the obstacle. 
When light passes an obstacle some of it is inflected and some of it is de¬ 
flected. 

In the century 1700-1800, diffraction was investigated with keen interest 
by Delisle, Mairan, Maraldi, and numerous others.* 

Observation accumulated for well over a hundred years, but during all 
of this time no real explanation of the observed phenomena was advanced. 
During this period diffraction was a thing apart—an appendage to what 
then constituted the subject of optics. 

This situation was destined, however, to change radically. In the period 
roughly between 1800 and 1825, great progress was made in our understand¬ 
ing of the nature of light, principally through the work of Young and Fres¬ 
nel. Moreover, one of the important steps in this progress, perhaps the most 
important, was the divination by Fresnel of the cause of diffraction and, at 
the same stroke, of the cause of approximate rectilinear propagation. 
Thenceforth the subject of diffraction has occupied a place of prominence 
in physical science, this prominence increasing gradually as subsequent de¬ 
velopments continued to extend the application of diffraction theory far 
beyond the original bounds. Today this theory, followed into all of the 
matters to which it has been found to have application, takes us far afield 
indeed. It takes us into many subjects upon which, offhand, one would not 
surmise that it had any bearing whatsoever. 

We shall now consider in succession the two principal views of the cause 
of diffraction which were held before the day of Fresnel. By considering 
these views we shall gain historical perspective and deepen our insight into 
the theory which lies ahead of us. 

2 . The Views of Newton.—Because waves in general bend around ob¬ 
stacles to a much greater degree than light is observed to bend around them, 
Newton rejected the theory of his contemporary, Huygens, that light is due 
to waves in an all-pervading ether, and propounded the view that light is 

* The followiug list of references is taken from Winkelmann, op. cit. (1st ed.), 2, Part 
I, 593: Delisle, Mem. Acad. Roy. (Paris, 1715), pp. 147, 166; Maraldi, ibid. (Paris, 1723), 
p. Ill; Mairan, ibid. (Paris, 1738), p. 53; s’Gravesande, Physica elementa (3d ed., 1742), 
p. 725; Le Cat, Traite des sens (1740), p. 299; Dutour, Mem. Sav. Etr., 6 , 635; 6,19 and 36, 
1768-74; Jour, de phys. (Rozier), 6, 120, 230, 1775; 6, 135, 412; Du Sejour, Mem. Acad. 
Roy. (Paris, 1775), p. 265; Marat, Decouvertes sur la lumibre (Londres, 1780); Hopkinson 
and Rittenhouse, Trans. Amer. Phil. Soc., 2, 201, 1786; Comparetti, Observations opticae 
de luce inflexa Patav. (1787); Stratico, Saggi di Pad., 2,185, 1789; Brougham, Phil. Trans. 
(1796), p. 227; ibid. (1797), p. 352; Jordan, The Observations of Newton (London, 1799); 
Gilb. Ann., 18, 1. To this list should be added Delisle, Memoirs (St. Petersburg, 1728), 
p. 205. 
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due to minute corpuscles emitted by luminous bodies, Newton believed in 
the existence of an ether, but this ether in his mind played only a secondary 
r61e in the propagation of light. Condensations and rarefactions in the ether 
supposedly influenced the behavior of the corpuscles, especially at the 
bounding surface between two mediums such as air and glass. 

Newton’s work on diffraction was of a fragmentary nature. He made a 
number of interesting observations but was interrupted and never found an 
opportunity to resume them. His expressed views on the cause of diffrac¬ 
tion are little more than offhand conjectures. They 
^ are by no means all in evident harmony. Newton 

A G regarded the diffracting edge as exerting a force of at¬ 

traction upon corpuscles which pass extremely close 
by, causing the paths of these corpuscles to be turned 
inward, thus accounting for the inflected light. Re¬ 
ferring to Figure 5 to illustrate Newton’s views, let us 
suppose the light is coming from above in the figure. 
Let D be the diffracting edge. Then AB might be 
the path of a corpuscle which is inflected. Further, 
if a corpuscle pass at a somewhat greater distance 
from the edge, yet also quite close, it would sup¬ 
posedly be repelled. The path CF represents the 
path of such a corpuscle. This repulsive action was 
supposed to diminish as the distance of passage from 
the diffracting edge increases, therefore a corpuscle 
passing farther from the edge might take the path 
GH . Nothing specific is said at this juncture ( Opticks } 
Book 3, observation 1) as to how the fringes might 
arise, but Newton expresses himself upon this sub¬ 
ject in his famous query 3, which reads: “Are not 
the Rays of Light in passing by the edges and sides of Bodies, bent several 
times backwards and forwards, with a motion like that of an Eel? And do 
not the three fringes of colour’d Light above-mention’d arise from three such 
bendings?” 

Newton supposed diffraction to be due to an effect of the material of the 
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edge; but we know today, for reasons previously pointed out, that this sup¬ 
position is untenable. 

A century after Newton, Fresnel urged two objections, both different 
from the one just mentioned, to the explanation of diffraction based upon 
the corpuscular theory: If we follow the locus of a given fringe, in space, 
from the diffracting edge backward, this locus should on the corpuscular 
theory be a straight line. But actually the locus of y> given fringe is curvilin- 
Zt has the form indicated by the broken curve KF. Some of Newton’s 
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own measurements reveal this fact, and it has now been established many 
times. The locus is the portion of a hyperbola having the boundary of the 
geometrical shadow, DE, as axis and having the edge D as one of its foci. 
Again, on the corpuscular theory we should expect the distance of a given 
fringe from the edge of the geometrical shadow to remain unchanged when 
the source of light is brought nearer to, or removed farther from, the dif¬ 
fracting edge, whereas actually the distance of a given fringe from the edge 
of the geometrical shadow varies as markedly when the distance of the 
source is varied as it does when the distance of the plane of observation is 
varied. 

Newton correctly explained the color-effects which are seen in the fringes 
when white light is used. To obtain a clue to the origin of these colors he 
examined the shadow cast by a hair in light of each of the various colors of a 
spectrum formed by a prism. He found that as he moved the hair through 
the spectrum from blue to red, the external fringes moved farther from the 
shadow and became more widely separated. He then correctly concluded 
that the reason why, when white light is used, each fringe is blue on the in¬ 
side and red on the outside is simply because with white light we simul¬ 
taneously obtain superposed patterns of a different scale for each color— 
a bigger pattern for red light than for blue light. 

Owing to the great weight of Newton's authority, the view that light is 
corpuscular came to be regarded as definitely established, and was long so 
regarded with a positiveness unjustified by the existing evidence. The cen¬ 
tury 1700-1800 witnessed several advances in optics—for example, the ad¬ 
vent of the achromatic telescope—but there were only a few important 
advances and they were not of a type to yield new evidence regarding the 
basic nature of light. During this century such explanations as Newton had 
given of various optical phenomena, including diffraction, were retained. 
Even later, after a new era had dawned, many eminent scientists held to 
Newton's views with great tenacity. 

3. The Views of Young.—The first serious attempt to revive the wave 
theory of light was made by the London physician, Dr. Thomas Young, who 
was a man of great genius. He was active in a number of fields of learning.* 

During the years 1801-4 Young conducted various studies in optics. 
These years are now referred to as his first optical period. 

* Thomas Young was born in Milverton, Somersetshire, in the year 1773. From early 
childhood he gave evidence of an outstanding intellect and at the age of twenty, while 
a medical student, wrote a paper on the mechanism of the eye which attracted attention 
and gained him election to the Royal Society. 

After completing his medical studies and having begun to practice, Young, in 1801, 
became the first incumbent of the chair of natural philosophy at the Royal Institution 
which had been founded the year previously. (The Royal Institution was founded by 
Benjamin Thompson, a native of Massachusetts, who, forced to flee America at the out- 
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Young, from the consideration of acoustic phenomena, had conceived the 
principle of interference as applying to wave motion in general. He then 
became convinced that the so-called Newton’s rings could be more rational¬ 
ly explained upon the wave theory of light, invoking the principle of inter¬ 
ference, than upon the corpuscular theory. He tested his explanation in 
various ways, and in seeking further and independent evidence for the in¬ 
terference of light he was led to his now famous 
optical interference experiments. 

Young also advanced a theory of diffraction 
based upon the wave theory of light and the 
principle of interference. This theory can best 
be explained by considering what one observes 
upon placing the eye in or near the shadow of, 
let us say, a narrow bar erected vertically. Re¬ 
ferring to Figure 6, let 0 be the source of light, 
either a pinhole or a fine vertical slit, and let 
D'D be a bar. Upon looking toward the bar 
from a position within the shadow such as P, 
one sees light coming around both sides of the 
bar. The very edges of the bar appear luminous 
over a certain length. Upon moving the eye 
out of the shadow the source of light comes into 
view, but one can still see a line of luminosity 
at the nearer edge of the bar and, under fa¬ 
vorable circumstances, one can also see a faint 
line of luminosity at the farther edge. 

Fig. 6 The fact that light is bent into the shadow 

Young at first accounted for by supposing that 
what he called an “ethereal atmosphere” surrounds all bodies in a thin lay¬ 
er. A ray passing close to a diffracting edge would then be bent inward by 
refraction in passing through this atmosphere. He later abandoned this idea, 
maintaining quite correctly that the general tendency of waves to bend 
around obstacles sufficiently accounts for the light which is inflected. Indeed, 
when considering light as due to waves, the problem is rather, as Young 

break of the Revolution because of Royalist sympathies, went abroad, and there, later, 
became Count Rumford.) 

Young occupied the aforementioned chair for only two years and then resigned to de- 
vo e se more completely to his medical practice. He was only moderately success- 
m as a practitioner, and he devoted the time not required by his practice to a variety of 
intellectual pursuits displaying great and versatile power. 

e was born of good family, had a modest but sufficient private fortune, and was 
®*PP y married. He attained an age of fif ty-six years. 
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fully realized, to account for the fact that light bends around obstacles 
only to such a slight degree as it does. 

The fringes within the shadow of a narrow bar Young supposed to be due 
to interference of the light coming around the two sides of the bar, and, 
confirming this supposition, he found that when he screened off one edge of 
the bar by introducing a piece of cardboard either in front of the bar or 
behind it, the fringes disappeared. 

Observation shows, as has been stated, that the diffracted light appears 
to come from the edges themselves, and thus the whole situation is much as 
in Young’s well-known interference experiment with two parallel slits. The 
edges of the bar, D f and D , each represent one of the two slits. As in the 
interference experiment, the fringes have hyperbolic loci in space, as repre¬ 
sented, for example, by the curve PQ of Figure 6 with D' and D as foci. 
Young’s view of the formation of the internal fringes is still acceptable to¬ 
day, but we must establish it on a more sound basis, discussing in particular 
why the inflected light should appear to come from the diffracting edges 
themselves—that is, why these edges should appear luminous. (This ques¬ 
tion is taken up in chap. 7, secs. 10 and 11.) 

Young considered the external fringes to be formed in a manner which 
will be explained in referring again to Figure 6. Let the point B be the 

center of, let us say, a bright fringe. This fringe is supposedly formed by 

* _ _ 

constructive interference of light reaching the point B by the direct path OB 
and light traveling from 0 to the edge D, being there reflected and then 
reaching the point B. We know now that it is not permissible to attribute 
diffraction to light reflected by the edge, but the fact remains that the edge 
appears to be luminous, it appears to reflect. And Young, in spite of a 
wrong basis for his explanation, found almost (but not quite) as good agree¬ 
ment with observation as the rather crude methods of measurement which 
he had at his disposal would be expected to yield. Incidentally it should be 
mentioned that in order to obtain agreement by this scheme it is necessary 
to assume that one-half of a period of vibration is lost at reflection (as it is 
in some other optical cases), and accordingly Young made this necessary 
assumption. Young had ascertained experimentally that the loci of the ex¬ 
ternal fringes also are hyperbolic, as indicated in our figure by the curved 
broken line DB . The foci of the hyperbolae for the external fringes to the 
right of the bar are 0 and D, and for those to the left of the bar are 0 and D\ 
Young was able to account, upon his theory, for the hyperbolic loci in 
question. Further details which are pertinent in connection with Young’s 
theory but not necessary to a general understanding are given in the foot¬ 
note.* 

* Offhand one would expect, according to Young’s ideas, that the first bright fringe 
would occupy such a position that the path OD-\-DB exceeds the direct path OB by the 
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Young also attempted to explain the approximate rectilinear propagation 
of light, but he made no real progress toward the solution of this perplexing 
problem. 

The value of Young's various and brilliant optical investigations of the 
first period (1801-4) was unfortunately not appreciated for some years. 
His views were scathingly criticized by Lord Brougham in a series of articles 
in the Edinburgh Review. This stinging criticism, coupled with a conspicu¬ 
ous absence of support from other quarters, caused Young such discourage¬ 
ment that he decided to abandon physical science and devote himself to 
hieroglyphical researches. He devoted himself to these for about ten years 
and in this period made important contributions to the decipherment of the 
unknown writings of the now famous Rosetta stone. 

4. Fresnel's Investigations.—Fresnel's scientific career began with sud¬ 
denness and brilliance in the year 1815. In May of that year he undertook 
an investigation of diffraction, and on October 15 his first results were com¬ 
municated to the French Academy, where they at once aroused interest. 
At that time Fresnel knew nothing of Young's work, and others knew little 
of it, although Young's papers had been published in the Philosophical 
Transactions for the years 1802 and 1804. Young's work had been ignored 
to such a degree that it had as yet exerted practically no influence toward 
reviving the wave theory of light in the world of science. The reason for 
Fresnel's complete ignorance of important work of a predecessor in his field 
of investigation will appear more fully from the sketch of Fresnel's life given 
in a later section. Arago, who was one of the most eminent physicists of the 


amount X, where X is the wave-length of the light used. But trying this, as Young did, 
the calculated position falls too far from the edge of the geometrical shadow; it falls on 
the first dark fringe, as nearly as Young could estimate. He then assumed that one-half 
period is lost at reflection, thus leaving the geometrical path difference to account for only 
one-half period, i.e. (OD+DB) —OB = \/ 2. Then, for the second bright fringe the geo¬ 
metrical path difference should be 3X/2, and for the thirdy 5X/2; etc. The positions of 
the fringes thus calculated agreed with observation. 

That Young’s scheme leads to hyperbolic loci is obvious: taking the first bright fringe 
as an example, we have ( OD+DB ) — OB = X/2 or OB—DB =0D — X/2 = Constant, which 
leads to an hyperbola having the points 0 and D as foci. 

The only measures of wave-length which Young had at his disposal were such as could 
be obtained from the spacing of Newton’s rings or from his own interference experiments, 
because his investigations took place, as it may hardly be necessary to mention, before 
the day of the diffraction grating. 

Young’s views on diffraction as above outlined are given in four papers in his Lectures 
on Natural Philosophy, of which the last three are reprinted in his Miscellaneous Works. 
Passages having a bearing on his theory of diffraction occur especially as follows: Led. 
Nat Phil, 1,458, 464, 466, 467, and 2, 620, 629, 634, 640 ff., 645, and Misc. Works, 1,151, 
164, 171, 180 ff., and 188. Much interesting material, both scientific and personal, is 
given in Peacock’s Life of Thomas Young. 
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day, became interested in what Fresnel was doing and called his attention 
to the papers of Young. Subsequent study of these papers and correspond¬ 
ence with Young revealed that this first work of Fresnel really represented 
no advance in final result over what Young had done a decade earlier. How¬ 
ever, Fresnel had shown great genius. He, having come to doubt the cor¬ 
puscular theory, had arrived at the principle of interference independently 
in seeking an explanation for th6 occurrence of the internal fringes in the 
diffraction pattern formed by a thin rod. His explanation for these fringes 
was the same as that of Young, and he had likewise performed the experi¬ 
ment of cutting off the light which comes around one side of the rod. He 
at first, like Young, explained the external fringes as arising from light re¬ 
flected by the diffracting edge. He too had found it necessary to assume 
that one-half period is lost in the process of reflection. He had discovered 
that the loci of the fringes in space are hyperbolic, and he had advanced 
this fact as an argument against Newton’s corpuscular theory of light. 

In addition, Fresnel had introduced an important improvement in tech¬ 
nique. This we shall describe in referring to Figure 7. Supposing the light 
to come from above in the figure, let D be the diffracting 
object and PP' the diffusing screen upon which the pattern 
is received. Fresnel’s first step was to replace the opaque 
diffusing screen which had been used by his predecessors 
by a piece of ground glass and view the pattern from be¬ 
hind the screen through a short-focus lens, L. He could 
thus see the pattern greatly magnified. He then found that 
if he took pains to place the lens at a distance from the 
ground glass equal to the focal length of the lens, he could 
remove the ground glass and still see identically the same 
pattern. He could see the pattern in space, so to speak. And 
the pattern is much brighter without the ground glass; this 
is in many cases a great advantage. Furthermore, it is ob¬ 
vious that one may just as well dispense with the diffusing screen from 
the outset and simply set up the lens and look through it—and this is what 
Fresnel finally did. One sees the identical pattern which would be formed 
upon a diffusing screen placed in the principal focal plane of the lens. The 
eye should not be placed close to the lens but should be withdrawn to ap¬ 
proximately the rear focal point, 22, in order to obtain a good field of 
view. 

The importance of this method to Fresnel was that by using an eyepiece 
with a crosshair in it and mounting the whole on a traveling micrometer he 
could make measurements vastly superior to any which could be made upon 
a sheet of white paper, or, following Newton, by receiving the pattern upon 
a white ruler. It is strange that this simple method of Fresnel’s should have 
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waited for its introduction for a century and a half after Grimaldi’s dis¬ 
covery of diffraction.* 

Today we may of course alternatively erect, a photographic plate in the 
plane in which we wish to obtain the pattern and allow the pattern to lccord 
itself photographically, later making measurements upon the photographic 

plate. 

The findings of Fresnel thus far mentioned arc all contained in his first 
memoir, which was submitted to the Academy in October, 1815. Ry July, 
1816, he had submitted three more accounts covering further investigation. 
In these he reports observations which are destined to reveal to him later 
the insufficiency, not to say basic unsoundness, of his theory as first, pro¬ 
posed, closely duplicating Young’s theory. He discovers systematic dis¬ 
crepancies which are in most cases small, but ho finds some quite marked 
ones in the pattern due to a slit, especially when this is narrow. The ex¬ 
planations which he devises to account for these discrepancies foreshadow 
a coming event, namely, the abandonment of his original theory and the 
replacement of this by another theory. The second theory is the. one which 
we today mean when we speak of Fresnel’s theory of diffraction. The 
abandoned theory is now referred to as Young’s theory, because Young was 
the first to propound this. 

Fresnel’s final theory was submitted in the year 1818. In March of that 
year he deposited an outline of it, in a sealed envelope, with the secretary 
of the French Academy. The object of this procedure was to safeguard his 
priority while he prepared a detailed account of all of his work on diffraction 
for submission in a prize competition on diffraction which had recently been 
proposed by the Academy. The final account was submitted in July, 1818, 
and was awarded the prize in the following year; it is now known as Frcs- 
nel/s Memoire couronne. 

Fresnel was the first to show that the diffraction pattern. formed in a 
given instance is, so far as can be observed, independent of the material or 
nature of the diffracting edge. He demonstrated this in a series of experi¬ 
ments. For example, he examined the pattern due to a diffracting aperture 
in the form of a slit of uniform width having jaws as follows: Supposing 
the slit to be vertical, the left-hand jaw had along, let us say, its upper half 
a sharp edge and along its lower half a quite rounded edge, such as might be 
presented by a fairly thick bar, whereas the right-hand jaw was rounded 

* The method became generally known after Fresnel’s introduction of it, and Fresnel 
was the first to make use of it for the important purpose of enhancing the accuracy of 
measurement. However, the astronomer Delisle had used the method for purely observa¬ 
tional purposes a century earlier, but its value was evidently not recognized by others 
and it had been completely forgotten. See Delisle’s paper in Acad. Roy . des Sci. (1715), 
on p. 168, and his Memoirs (St. Petersburg, 1738), p. 213. 
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along its upper half and sharp along its lower half. If now there were an 
effect of the nature of the edge, one would exjpect the pattern formed by this 
slit, when using a point source of light, to be in some way different in its 
upper and lower halves. Instead, the two halves were found to be identical. 
Each fringe was uniformly bright and perfectly straight over its entire 
length. 

References to FresneVs writings. —The following passage in small print 
should be omitted by most readers. It is inserted for reference, for the bene¬ 
fit of anyone who may wish to acquaint himself at first hand with the work 
of Fresnel. 

The outstanding parts of Fresnel’s Memoire couronne may be found in English in 
The Wave Theory of Light, edited by Crew, which is a volume of the series, “Scientific 
Memoirs,” edited by Ames (American Book Co.). The important parts of three of 
Young’s papers are also reprinted in the same volume. 

Fresnel’s writings and related material were collected and published under the 
auspices of the French government about forty years after his death, in three large 
quarto volumes entitled CEuvres completes d’Augustin Fresnel. The material on 
diffraction comprises the first half of Volume 1. 

Volume 3 contains an abstract of the material of all three volumes, beginning on 
page 529. In addition, each volume has its own Table of Contents at the rear. 

The Introduction by Verdet at the beginning of Volume 1 contains much of gen¬ 
eral interest. An account of Fresnel’s life by Arago is given in 3, 475. Scientific cor¬ 
respondence is given in 2, 737, and this includes numerous letters exchanged with 
Young. 

There are six principal papers on diffraction (including interference incidentally). 
These occur in Volume 1 as follows: 

first group: comprising pour papers 

1. First Memoir , page 9, presented to the Academy on Oct. 15, 1815; not pub¬ 
lished at the time except as explained under 3. 

2. Supplement to the First Memoir, page 41, presented to the Academy on No¬ 
vember 10, 1815; also not published at the time except as under 3. 

3. Second Memoir, page 89; this is a revision of Nos. 1 and 2 for publication in the 
Ann. de chim. et de phys., where it appeared in March, 1816. It repeats practically 
the entire contents of Nos. 1 and 2 but also contains additions, especially more accu¬ 
rate measurements. 

4. Supplement to the Second Memoir, page 129, presented to the Academy on 
July 15, 1816; apparently not published at the time. 

SECOND GROUP: COMPRISING TWO PAPERS 

5. “Note on the Theory of Diffraction,” page 171, this being the outline of the 
final theory, deposited, sealed, with the secretary of the Academy, on April 20,1818. 

6. Mimoire couronne, page 247, deposited at the Academy on July 29, 1818; 
awarded the prize in March, 1819. An extract was published in Ann . de chim. et de 
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phys., Volume 11 (July and August, 1819). Published in full for the first time in 
1826 in Volume 5 of the Mim. de VAcad. Roy. des Sc. for the years 1821 and 1822. 

There is much material in addition to the foregoing principal papers. This con¬ 
sists of notes subsequently appended to the memoirs, correspondence, reports by the 
committees to whom the memoirs were referred, etc. 

The prize memoir, 6, repeats mu'ch of the contents of all of the previous papers, 
and since 3 is already a repetition of 1 and 2, there is much repetition. The total bulk 
of the material is great and it is consequently difficult to find any one thing sought 
f or — even w ith the help of the abstracts given in Volume 3. In view of this fact, it 
may be worth while to note where some items of especial interest occur; we shall 
give in each case what is presumably first occurrence. In most cases there is subse¬ 
quent repetition. The references are to Volume 1. 

On page 13, viewing the pattern on ground glass, through a lens, and then with a 
lens alone; page 14, a method suggested to Fresnel by Arago of forming a point 
source of sunlight by the aid of a short-focus lens. Fresnel varied this by using a 
drop of honey (the object of the method is to facilitate using sunlight without a 
heliostat); page 16, disappearance of internal fringes upon cutting off light coming 
around one edge of a rod; page 17, principle of interference, a very imperfect first 
conception; page 19, hyperbolic loci of external fringes; page 26, half-period loss of 
phase at reflection; page 28, lack of influence of nature of edge (again on p. 173); 
pages 45 ff., foreshadowings of the diffraction grating; page 150, description of Fres¬ 
nel mirrors; page 160, the first definite foreshadow- 
^ ings of Fresnel's final theory of diffraction. 

^ *.\ On page 173 the lack of influence of the nature 

, \ of the diffracting edge is for the first time system- 

I ^ atically established (that Young considered the na- 

I \ ... ture of the edge to have an influence is evident when 

he says, “the fringes are however rendered more ob¬ 
vious as the quantity of this reflected light is great¬ 
er" [Led. Nat. Phil., 1, 467]); page 174, introduc¬ 
tion of Huygen’s principle; page 176, Fresnel inte¬ 
grals ; page 302, anticipation of Fraunhofer diffrac¬ 
tion; page 330, Fresnel biprism; page 365, Fresnel 
zones. 

5. The Principles of FresnePs Theory.—Ac¬ 
cording to Fresnel's final theory, the diffract- 
I \ ing system is to be regarded simply as a barrier 

p £■ q - which obstructs a portion of the wave and 

‘ ^ allows the remainder to pass. Referring to 

Fig. 8 Figure 8, let 0 be a point source of light, let D 

be a diffracting edge, and W a wave front 
which is just passing the edge. Suppose the wave is one of a long, simple 
harmonic train; in this case a simple harmonic oscillation is taking 
place at each point of the wave front, for example, at the points L , M, 
and V. The oscillations are all in the same phase. We must now invoke 


Fig. 8 
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Huygens’ principle. That is we must consider each point of the wave front 
to be the source of an elementary wave, a so-called “wavelet.” Let P be a 
given field point,in the plane PQ in which we wish to deduce the distribution 
of illumination. The disturbances all originate upon the wave front in the 
same phase but have different distances to traverse to reach P and we must 
sum up the disturbances reaching P in accordance with the principle of 
interference. The disturbance reaching P from L will be ahead, in phase, of 
the disturbance from M, which will in turn be ahead of the disturbance 
from N. The resultant effect at P is to be found by summing up the con¬ 
tributions from all points of the effective portion of the wave front, taking 
due account of the phase in which each disturbance arrives. 

The distances from the point P to the points L, M, and N differ markedly 
from each other, and hence the disturbances reaching P from L, M, and N 
will differ markedly from each other in phase. However, the distances from 
some point such as Q to L, M, and N differ only slightly from each other, 
and hence the disturbances from L, M } and N will reach Q differing only 
slightly in phase from each other. It is thus obvious that the resultant effect 
found for Q might be much greater than that found for P—and so it will 
turn out to be when we learn to make the summation properly—for the 
whole effective portion of the wave front, as we shall learn in later chapters. 

Fresnel’s theory accounts for the distribution of illumination which actu¬ 
ally obtains in any given plane PQ. It thus accounts for the observed dif¬ 
fraction pattern and, at the same stroke, accounts for the approximate rec¬ 
tilinear propagation of light. The theory, when worked out, shows that the 
amount to which waves bend around obstacles becomes less and less as we 
pass to waves of smaller and smaller wave-length. It is the extreme short¬ 
ness of the wave-length which turns out to be the reason for the approxi¬ 
mate rectilinear propagation of light. 

When both external and internal fringes occur, as in the pattern for a thin 
rod, we no longer need to seek separate explanations for the two kinds of 
fringes. The theory, applied according to the principles outlined, accounts, 
in one operation, for both kinds of fringes. 

Although Fresnel introduced Huygens’ principle as a part of his theory 
of diffraction, he did not adopt all of Huygens’ views regarding the nature 
of light. Huygens believed light to be due to single random pulses propagat¬ 
ed through the ether, whereas Fresnel explicitly stated his belief that light 
involves long trains of waves—and this, with certain qualifications, is what 
we still believe today (the qualifications are discussed in chap. 7, secs. 22, 
23, and 24). 

Huygens’ attempt to explain rectilinear propagation also requires com¬ 
ment. He tried to explain strict rectilinear propagation. He was unaware, 
at least in 1678 when he wrote his TraiU de la lumilrc^ of the deviations 
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from rectilinear propagation which actually occur—he was unaware of dif¬ 
fraction. To explain strict rectilinear propagation Huygens advanced an 
argument purporting to prove that each elementary wavelet will be effec¬ 
tive only at the point which lies upon the common envelope of all of the 
elementary wavelets. This argument begs the whole question and does not 
in any way account for the deviations from rectilinear propagation which 
actually occur. The argument is unsound and must be simply ignored. 

Fresnel’s theory of diffraction applies equally to longitudinal waves or to 
transverse waves. Huygens and all of those who in the early days believed 
in the wave theory of light took for granted that light-waves are longitu¬ 
dinal, and this belief carried over into the days of You'ng and Fresnel. The 
idea that light-waves are transverse, which has by now been so abundantly 
confirmed, was propounded by Young and by Fresnel independently in 
order to explain polarization. This hypothesis constituted an important ad¬ 
vance in physics. More will be said later about the circumstances of its 
introduction. Suffice it for the present to state that when Fresnel wrote his 
final memoir on diffraction, in the first half of the year 1818, he wrote it 
still supposing that light-waves are longitudinal. But this fact does not 
invalidate the theory which he there developed, because the theory itself 
applies equally well to transverse waves. 

By way of recapitulation, the basic principles of Fresnel’s theory of dif¬ 
fraction are: (1) that the diffracting object acts simply as a barrier; (2) that 
light involves long trains of waves; (3) that we must apply Huygens’ prin¬ 
ciple at each point of the wave front; and (4) that we must apply the prin¬ 
ciple of interference in summing up the disturbances which reach a given 
field point. Fresnel was the first to apply Huygens ’ principle and the prin¬ 
ciple of interference in conjunction with each other. 

6. Sketch of the Life of Fresnel.—Augustin Jean Fresnel, the son of an 
architect, was born at Broglie, near Caen, in Normandy on May 10, 1788. 
He was somewhat backward intellectually during his early years and was 
frail in physique during his entire life. After preliminary schooling at Caen 
be entered the Ecole Polytechnique in Paris in 1804 and then continued in 
the Ecole des Ponts et Chauss^es. Upon graduation he entered government 
service as an engineer and was sent to outlying districts where his duties 
consisted in supervising work on roads and irrigation ditches, the occasional 
building of small bridges, etc. This work was little to his liking, but he 
remained at his task. During leisure hours he speculated upon philosophical 
and scientific questions and never gave up hope of some day engaging in 
scientific activity. He procured such books and current scientific literature 
as he could obtain, and it is known that early in 1814 while stationed at 
Nyons in the south of France he was speculating anew in regard to difficul¬ 
ties in the then prevalent doctrines of the material nature of light and heat. 
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In March, 1815, when Napoleon returned from Elba, Fresnel, who 
favored the royalist regime, joined a small force under the Due d’Angou- 
leme which vainly offered momentary resistance to the advance of Napoleon 
on his way to Paris to reassume power. Soon thereafter Fresnel was sus¬ 
pended from his governmental appointment as engineer, because he had 
joined the force which had attempted to resist Napoleon, and he was placed 
under police surveillance. He was allowed, however, to join his mother who, 
after her husband’s death, had moved to Mathieu, also near Caen in Nor¬ 
mandy. During his enforced leisure at Mathieu, Fresnel turned to experi¬ 
ments on diffraction, hoping that these might lead him to a more satisfac¬ 
tory conception of the nature of light. He began his work without scientific 
training, except such as he had received at the engineering school, and after 
having been away from centers of learning for six or eight years. 

After the Battle of Waterloo, June 18, 1815, and the shortly following 
second restoration of Louis XVIII, Fresnel was reappointed as government 
engineer and an assignment was arranged which allowed him to remain in 
or near Paris; but his scientific work had to be carried on entirely outside of 
his official duties. He at one time sought to exchange his post as engineer 
for a vacant post as examiner at the Ecole de la Marine because this would 
have allowed him more time for scientific pursuit. The selection of Fresnel 
for the vacant post seemed assured when, at the last moment, political 
expediency led to the appointment of someone else. 

In June, 1819, on the recommendation of Arago, Fresnel was appointed 
to serve with the Commission on Lighthouses and he soon revolutionized 
the design of coastal beacons. He replaced the reflectors which were then 
in vogue by cellular lenses. His designs for these are still in use. In 1824 
Fresnel’s health began to fail seriously. He was forced to restrict his hours 
of labor and, feeling in duty bound to devote what strength he could muster 
to his work on the improvement of lighthouses, he thenceforth abandoned 
scientific investigation. He had contracted tuberculosis, and he died three 
years later, on July 14, 1827, having attained an age of only thirty-nine 
years. His creative scientific life was limited to nine years, 1815-24, but his 
achievements during this short period were tremendous. His major contri¬ 
butions were all in the field of optics. He founded the theory of diffraction 
and carried it far. He made epoch-making advances in the theory of polari¬ 
zation and double refraction; these are considered by many as his greatest 
work. He also made important advances in the theory of reflection and of 
ordinary refraction, and in the optics of moving mediums. 

7. Development of the Wave Theory of Light. —The process of reviving 
the wave theory of light in the scientific world was a long and involved one. 
Let us next consider the part which the phenomena of double refraction and 
polarization played in this process. 
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Thej double refraction of Iceland spar, now commonly known as cal- 
cite, had been discovered by Erasmus Bartholinus of Copenhagen in 1669. 
This phenomenon is illustrated in the upper part of Figure 9, where, on the 
deft, i represents a ray of light incident upon a rhomb of calcite. This ray 
is divided into two rays of which one, the ordinary ray, 0, is refracted in the 
same manner as a ray would be refracted in entering, for example, a block 
of glass, and the other, the extraordinary ray, E , is refracted as indicated. 




Upon looking through the crystal at, let us say, an ink dot upon a piece of 
paper, one sees two images of the ink dot as illustrated in the upper right- 
hand comer of the figure by the dots 0 and E . The two images are seen 
with equal clearness. They lie along a line parallel to the line AB which by 
construction bisects the obtuse angle formed by the edges of the crystal 
face at A; the line AB } so constructed, forms the short diagonal of the crys¬ 
tal face when this face is equilateral .as illustrated and as we shall hence¬ 
forth suppose it to be. 

Huygens, in his Traits de la lumiere (1678), had described a further dis¬ 
covery in the same connection. This is illustrated in the lower part of our 
figure: When two crystals of calcite are placed on top of each other, as 
shown on the left, then each of the two images formed by the first crystal is 
again divided by the second crystal into two images lying along a parallel 
to the short diagonal of the second crystal. The ray, which is refracted in 
the ordinary manner in both crystals, gives rise to the image 0, and the ray 
which is extraordinarily refracted in both crystals gives rise to E. Of the 
two remaining images the one on the left is due to the ray which is ordinary 
in the first crystal and extraordinary in the second, and vice versa for the 
image on the right. The images 0 and E have equal intensity, but in gen- 
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eral a different intensity from the other two images, which also have equal 
intensity. In the relative positions of the two crystals illustrated the images 
0 and E are the more intense ones. If now the topmost crystal is rotated in 
the direction indicated by the arrow, the fainter images become still fainter 
and disappear when the two crystals attain the relative positions shown at 
the right of the figure, with corresponding edges parallel. The two beams 
into which the light is divided in passing through the first crystal have each 
evidently acquired some new property which causes the second crystal to 
divide each beam into two beams having relative intensities which depend 
upon the orientation of the second crystal with reference to the first. 

The new property, whatever it may be, is called “polarization.” Huygens 
was at a loss to explain polarization on his longitudinal wave theory. Today 
we consider light as due to transverse waves—that is, we believe that the 
vibration takes place entirely in the plane perpendicular to the ray,* and we 
believe that in ordinary light, in the light before passing through the first 
crystal, the vibration changes its direction in the plane perpendicular to 
the ray many times per second. Further, the polarizing action of the first 
crystal supposedly consists in resolving the original vibration, frequently 
changing in direction, at every stage into two components. One component 
is refracted as the ordinary ray; this component is parallel to the long diago¬ 
nal of the crystal face. The other component is refracted as the extraordinary 
ray; this component lies in the plane containing the short diagonal of the 
crystal face. In chapter 7, section 17, the evidence that this is what occurs 
will be presented. This evidence is comparatively recent. However, long 
before there was any way of deciding in which of the two planes the vibra¬ 
tion for each ray takes place, convention led to calling the other plane the 
“plane of polarization” for that ray. Consequently, according to this ter¬ 
minology of long standing which is still used today, the plane of polarization 
is the plane which is perpendicular to the plane in which the vibration takes 
place, or perpendicular to what is now called the “vibration plane.”' 

The second of the two calcite crystals in its turn resolves each of the two 
vibrations which leave the first crystal into one component parallel to the 
long diagonal of the second crystal and into another which lies in the plane 
containing the short diagonal. 

Newton in commenting on Huygens' discovery of polarization said that 
it shows that “the Rays of Light have different Properties in their different 
Sides,” and also, “it's difficult to conceive how the Rays of Light, unless they 
be Bodies, can have a permanent. Virtue in two of their Sides which is not 
in their other Sides . . . ( OpticlcSj Book 3, queries 28 and 29). Since the 
phenomenon of polarization had proved to be totally inexplicable on Huy¬ 
gens' longitudinal wave theory, the foregoing fragmentary explanation of 
Newton was seized upon, and the phenomenon of polarization, as well as 
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that of rectilinear propagation, came to be regarded as favoring the cor¬ 
puscular theory. 

About a century after Huygens and Newton it was discovered that light 
could be polarized in another way than by passing it through a crystal of 
Iceland spar. The French military engineer Malus discovered in the year 
1808 that light can be polarized by reflecting it at the proper angle from 
glass or from water. This discovery removed the property of polarization 
from the realm of the anomalous (having previously been producible only 
by passing light through a crystal) to the status of a more important and 
general property of light, and, since polarization was still wholly inexplicable 
upon the (longitudinal) wave theory, Malus’ discovery was regarded as 
furnishing new strong evidence for the corpuscular theory. A shortly follow¬ 
ing experimental investigation by Biot and also a mathematical paper by 
La Place were regarded as still further strengthening this evidence. The 
years after Malus’ discovery and a decade or thereabouts after Young’s 
work have been described as the darkest ones in the history of the wave 
theory.* 

The first work of Fresnel on diffraction, in 1815, aroused the interest of 
Arago and he then sought out Fresnel in order to make his acquaintance. 
The two men became and remained close friends. Arago had previously 
been interested in Young’s work although he was not thoroughly acquainted 
with it. He too now came definitely to favor the wave theory, and there¬ 
upon the rivalry between the two theories became active in France. Young’s 
work was then for a time much better known in France than in England. 
The corpuscularists, however, still held the upper hand. They were led by 
La Place, Poisson, and Biot. Discussion at times became bitter. It led to a 
quarrel between Arago and Biot who had been close friends, and their 
friendship was never resumed. 

In England, Brewster had been making important contributions to op¬ 
tics—and he favored the corpuscular theory. In the meantime Young had 
resumed activity in the field of optics, this activity taking the form of 
writing critical reviews and summaries of the optical developments of the 
day. 

Toward the close of the year 1816 both Young and Fresnel independently 

had the first inkling that the perplexing phenomenon of polarization might 

yield to explanation, upon the wave theory, if by any chance light-waves 

might be transverse, but the very idea of transverse light-waves seemed 

preposterous from the point of view of the day. Four or five years elapsed. 

Then the hypothesis that light is due to purely transverse waves was defi- 
* 

* Whewell, History of Inductive Sciences (New York, 1858), 2, 100. 
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nitely advanced by Fresnel. We cannot appreciate in retrospect how diffi¬ 
cult the new conception was.* 

8. Elastic Solid Theory of the Ether.—Waves in the ether (thought of as 
an elastic medium) had always meant one thing and one thing only, namely, 
longitudinal waves. The theory of elasticity had not been developed far, 
and wave motion was not any too well understood. The ether had been 
thought of, often without full realization, as a fluid, and it was taken for 
granted, correctly enough while thinking of the ether as a fluid, that the 
waves would be longitudinal. 

A fluid has volume elasticity only, and it can hence propagate only com- 
pressional waves, which are longitudinal. A solid, on the other hand, has both 
volume elasticity and elasticity of shape; it propagates compressional—that 
is, longitudinal waves—and also distortional—that is, transverse waves. 

The conception of transverse light-waves involved in the first place get¬ 
ting away from the conception of the ether as a fluid and conceiving it as a 
solid. The difficulty of this was in itself very great.. And added to this was 
the difficulty of accounting for the longitudinal waves which a solid ordinari¬ 
ly propagates along with transverse waves. In light, these longitudinal 
waves appear to be absent because otherwise we could not polarize a beam, 
for example by a Nicol prism, and then extinguish it completely by cross¬ 
ing a second Nicol prism with the first one. 

It was in the year 1821 that Fresnel propounded the hypothesis that 
light is due to waves which are exclusively transverse, pointing out how the 
extensive observations which he and others had made could be harmonized 
by this hypothesis. From then on the balance of evidence began to turn 
rapidly in favor of the wave theory. The ether soon came to be regarded 
definitely as an elastic solid, but there remained the question of what be¬ 
comes of the longitudinal waves. This question occupied many of the emi¬ 
nent minds of the day—and of even much later days. Lord Kelvin treated 
it extensively as late as the year 1888. 

The year 1821 is notable for us for another reason. It is the year in which 
the young German optician Joseph Fraunhofer reported his observations 
upon a class of diffraction phenomena which have now been named after 
him, and, further, reported his discovery of the diffraction grating. He had 
already several years previously reported the discovery of the dark lines in 
the solar spectrum which we now call the “Fraunhofer lines.”t 

* Pertinent historical references are: Young, Misc. Works, 1, 332 and 383; Fresnel, 
(Euvres, 1, 294, 394, 527, 629, 634, and 635; Whewell, op. cit., 2, 100 ff. and 106; Whit¬ 
taker, History of the Theories of Aether and Electricity , pp. 121 and 123 ff.; Cajori, History 
of Physics , p. 154. 

f Fraunhofer made each of the advances mentioned entirely independently—and 
brought each to fruition. However, each advance had been to some extent previously re- 
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It is to Fraunhofer more than to any one other man that we are indebted 
for introducing the spectroscope, and, further, his discovery of the grating 
made possible for the first time the measurement of wave-lengths in the 
spectrum with any real accuracy. His work also added further evidence in 
favor of the wave theory. 

For many years following, however, several eminent scientific men be¬ 
lieved that a final decision between the corpuscular and wave theories could 
be obtained only when it would be found possible to perform a certain 
experimentum crucis . The experiment which they had in mind was attended, 
however, by experimental difficulties which had thus far proved insur¬ 
mountable : 

According to the wave theory, a ray of light entering, let us say water, is 
bent toward the normal to the surface because the waves travel more slowly 
in the refracting medium. The proof of this by Huygens’ construction is 
today familiar to all. According to the corpuscular theory on the other 
hand, light should travel faster in a refracting medium than in air of vacuum. 
This is deduced on the ground that a corpuscle just before entering a re¬ 
fracting medium would be attracted by the medium and thus caused to 
travel faster within the medium. This attraction would affect only that 
component of the original velocity which is normal to the surface and the 
attraction would thus account for the bending-in of the ray toward the nor¬ 
mal—in accordance with the observed fact. Accordingly, the crucial experi¬ 
ment which was awaited was a direct determination of whether the velocity 
of light is greater or less in a refracting medium than in air or vacuum. The 
velocity of light had as yet been determined only by Homers’ and by Brad¬ 
ley’s astronomical methods. In 1849 the first direct determination was 
made, by Fizeau, but the method necessitated a working distance of several 
kilometers. Then in 1850 Foucault devised a method which required a path 
of only some twenty meters. By placing a tube of water in the path he was 
able to show that the velocity of light is less in water than in air. The deter¬ 
mination of this fact by Foucault rendered a decision in favor of the wave 
theory, and the corpuscular theory was thereafter abandoned—until 1900, 
when it was revied in a new form. We shall explain later why it was revived. 

9. Advent of the Electromagnetic Theory. —The electromagnetic theory 
of light is also a wave theory. Its innovation consists in establishing a rela¬ 
tion between light, and electricity and magnetism. 

ported, but, not being followed up, had borne no fruit. The presence of a few dark lines 
in the solar spectrum was observed by Wollaston in 1802 (for details see, e.g., Cajori, 
op. cit., p. 162); the Fraunhofer class of diffraction phenomena were clearly anticipated 
by Fresnel (see op. cit., 1, 302; a diffraction grating had been made and described by 
Rittenhouse, op. cit., 2, 201, 1786; attention was recently directed to the Rittenhouse 
grating by Cope, Jour. Frank. Inst., 214, 99, 1932. 
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In the year 1820 Oersted made the now famous discovery that a wire 
carrying an electric current exerts a force on a magnetic needle, thus reveal¬ 
ing for the first time that a connection exists between electricity on the one 
hand and magnetism on the other. Then followed Ampere’s series of re¬ 
searches in which he showed that a coil of wire carrying a current behaves in 
every way like a magnet, and in 1831 Faraday and Joseph Henry, independ¬ 
ently, showed that a magnet induces a current in a closed circuit while the 
magnet is being brought up to the circuit or while it is being withdrawn 
from it. 

Not many years after these great discoveries, which revealed the con¬ 
nections which exist between electricity and magnetism, Faraday began to 
speculate upon whether there might not be a connection also between elec¬ 
tricity and magnetism, considered jointly, on the one hand, and light on the 
other. After many fruitless experiments to establish such a relation Faraday 
finally succeeded. He placed a piece of glass in a magnetic field formed be¬ 
tween the poles of a large electromagnet and then passed a beam of polarized 
light parallel to the lines of magnetic force. He found that the magnetic 
field caused the plane of polarization of the light to rotate in advancing 
through the glass. This effect has since come to be known as the “Faraday 
effect,” and it long stood as the only known connection between light, and 
electricity and magnetism. 

During the years 1865-70 Clerk Maxwell developed electromagnetic the¬ 
ory to a point which led him to the supposition that there might be such a 
thing as “electromagnetic waves,” whatever these might be. But nobody 
knew how to go at trying to produce these waves. However, the velocity of 
these mysterious electromagnetic waves could be calculated, and the cal¬ 
culated velocity turned out to be equal to the velocity of light, which had 
been experimentally determined. Theory also indicated that the electro¬ 
magnetic waves should be purely transverse, and this fact suggested that 
light might be some form of electromagnetic wave. The theoretical re¬ 
searches of Maxwell thus furnished new and strong evidence of an intimate 
relationship between light and electricity and magnetism, but the situation 
remained rather obscure for nearly twenty years longer. 

In 1888 Heinrich Hertz began to experiment with a view to producing 
Maxwell’s electromagnetic waves in the laboratory. He succedeed in pro¬ 
ducing the waves by a so-called “oscillator.” This may be represented, as 
in Figure 10, by two vertical rods RR placed end to end and separated by 
gap as illustrated. One rod—let us say the upper one—is charged positively, 
and the other negatively, by an induction coil C. As the difference of po¬ 
tential between the upper rod and the lower is increased, the value of the 
electric intensity in the space surrounding the rods rises. When this inten¬ 
sity attains a sufficiently high value, the insulating power of the air breaks 
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down and a spark passes between the rods. During the passage of the spark 
the charge on each rod passes to the other rod, then back again, then to the 
other again, etc. That is, there is a surging or oscillation of the charge. The 
charge, in passing to and fro from one rod to the other, constitutes an oscil¬ 
lating electric current which in turn gives rise to an oscillating magnetic 
field at right angles to the rods forming the oscillator. There are electro¬ 



magnetic waves sent out. For a direction of propagation horizontally to 
the right, indicated by the arrow above the figure, the waves take the form 
illustrated. The undulating electric force, E, lies in the plane of the figure 
and is vertical, and the undulating magnetic force, H , is perpendicular to 
the plane of the figure; it is horizontal. Both vectors are perpendicular to 
the direction of propagation of the waves—that is, the waves are trans¬ 
verse.* 

Hertz detected the existence of the waves by a second oscillator, which 
we shall again represent as two rods, DD. The gap between the two rods is 
very small in the detector. The incoming waves build up sufficient potential 
difference between the two portions of the detector to cause a minute 
spark to pass in the small gap. This spark reveals the existence of the 
waves—which induce a surge of charge in the detector. 

Having devised the above-described means for producing and detecting 
electromagnetic waves, Hertz made large mirrors of metal and showed that 
the waves could be reflected—and he brought the waves to a focus by a con¬ 
cave mirror. He then made a large prism of pitch and showed that the waves 
could be refracted. He also made large lenses of pitch. In short, he repro¬ 
duced with electromagnetic waves many of the common experiments of 
optics. 

Maxwell’s theory and Hertz’s experiments gave rise to the following con¬ 
ception of the origin and nature of light. A minute electric charge, which 
we today identify with the electron, executes periodic motion within an 

* For the sake of simplicity our figure represents the waves as constant in amplitude, 
whereas under the given conditions the amplitude would vary along the train. This 
feature of the representation should not be taken literally. 
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atom. Referring to Figure 11, let e represent the electron, and let n repre¬ 
sent the vastly more massive nucleus of the atom. The electron is in some 
manner bound to the nucleus. Let us now suppose that by some agency such 
as a collision with another atom, the electron is set into vibration and exe¬ 
cutes oscillations along the short vertical line indicated. This is a highly 


e 


* 




Fig. 11 


special type of vibration but may serve to illustrate. The electron so vi¬ 
brating constitutes what is called a “linear oscillator” and sends out waves 
resembling those in the previous figure. The oscillator is, however, now of 
very minute dimension; the oscillations are extremely rapid and consequent¬ 
ly the wave-length is extremely short. The waves which are sent out are 
light-waves, and when these strike the retina of the eye or a photographic 
plate they set into vibration another electron, e bound in another atom, 
n r —and this vibration in some manner produces the sensation of light, or the 
darkening of the photographic plate. 

It is hoped that the above-painted scant and crude picture may convey 
to the uninitiated reader some idea of what is meant by Maxwell's “elec¬ 
tromagnetic theory of light.” 

The success of the electromagnetic theory of light gave further grounds 
for the firm belief that light is due to wave motion. So firm was this belief 
that during the closing decade of the last century several eminent physicists 
remarked that if we know anything certainly, we know that light is due to 
waves and is not due to corpuscles. But this feeling of certainty was des¬ 
tined to be short lived. 

10. Recent General Developments.—In 1900 Max Planck, in seeking 
to explain the distribution of the intensity of radiation from an incandescent 
black body at various wave-lengths, was forced to the hypothesis that light 
must be emitted in “quanta.” Subsequent extension of this hypothesis to 
other phenomena—for example, to the photo-electric effect—led to the con¬ 
clusion that absorption must also occur in quanta. When it became evident 
that both emission and absorption take place in quanta, it was at first found 
difficult to reconcile this circumstance with the wave theory of light. Ab¬ 
sorption especially presented difficulty. But both emission and absorption 
in quanta are self-evident upon the corpuscular theory of light, and hence 
the corpuscular theory was revived to explain quantum phenomena. For 
some years it appeared as though the two theories, which were old rivals, 
and which it was now necessary to believe in simultaneously, were in antith¬ 
esis to each other, but today it has been found that the two apparently con- 
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tradictory views can be reconciled. It, however, continues t o be a con¬ 
venience to explain some groups of phenomena upon the wave theory and 
to explain other groups upon the corpuscular theory. 

The phenomena of diffraction remain among those phenomena which are 
to be interpreted on the wave theory. 

The advent of the electromagnetic theory of light removed the necessity 
previously felt by many of forming a purely mechanical conception of the 
ether, but the ether itself retained its full reality in this theory into the pres¬ 
ent century. However, the theory of relativity, propounded by Einstein in 
the year 1905, shook the previously firm belief in the existence of the ether, 
and this belief remains shaken today. 

Fortunately many of the phenomena of optics, including those of diffrac¬ 
tion, can be interpreted without making a decision one way or the other 
about the existence of the ether. The phenomena in quest ion may be ex¬ 
plained on the basis of wave motion, and we do not need to answer the 
questions “Waves of what?” and “Waves in what?” We may speak simply 
in terms of the “disturbance” which occurs at a given point in space without 
philosophizing as to the ultimate nature of this disturbance. 

11. Developments in Diffraction Theory.—From the time of Young, 
Fresnel, and Fraunhofer to the present day, extensive development has oc¬ 
curred. Let us for present convenience regard any portion of diffraction 
theory as falling into pne of two categories: 

Let the first category comprise those portions of the subject which in¬ 
volve applications and extensions of the basic principles propounded by 
Fresnel in his final theory of diffraction and little or nothing further as re¬ 
gards fundamental concept. A great majority of diffraction phenomena fall 
into this category. This category includes the so-called Fresnel class of dif¬ 
fraction phenomena, the so-called Fraunhofer class of diffraction phenome¬ 
na, the important “principle of Babinet,” the applications of diffraction 
theory to the theory of optical instruments, in particular the extensive the¬ 
ory of the grating, etc. The discussion of the various matters of this cate¬ 
gory perforce constitutes a predominating portion of an introductory treat¬ 
ment of diffraction such as this book aims to present. 

As to the second category, namely, the developments involving theory 
which basically transcends the principles laid down by Fresnel: These de¬ 
velopments consist for the most part of elaborate mathematical treatments 
and constitute the so-called “dynamical theory” of diffraction. The pur¬ 
pose of these treatments is to erect a structure which is more rigorous than 
Fresnel’s theory. Fresnel’s theory is often referred to by way of distinction 
as the kinematical theory of diffraction. The dynamical treatments are 
much more satisfactory from a general or philosophical point of view. How¬ 
ever, they add only moderately to what Fresnel's theory accomplishes much 
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more simply by way of providing satisfactory explanation of optical phe¬ 
nomena of interest and importance. The developments of this, our second 
category, will also be considered in the present book, but only rather briefly. 
The discussion of these developments will be prefaced by showing wherein 
Fresnel's theory lacks rigor. The closing sections of chapter 7 are devoted 
to the various matters which here come into question, beginning with sec¬ 
tion 25. 

There have also been important developments purely of method. For 
example, the graphical method of treating diffraction was first introduced 
by A. Cornu shortly after the year 1870. This is a method of great power 
and we shall employ it wherever feasible. 



CHAPTER 2 

THE METHOD OF ZONES 

The method of zones offers the easiest approach to diffraction theory. 
Historically, however, this method was introduced as an afterthought. It 
was introduced after the more difficult method which forms the subject of 
chapter 3 had been completely developed. 

1. Fresnel Zones.—Let the point 0, in Figure 12, represent a point 
source of light which emits a simple harmonic train of waves of wave-length 
X. Such a train constitutes “monochromatic light,” which is well approxi¬ 
mated, for example, by the light from a mercury 
arc when a color filter is employed which passes 
only the green, because the green light of the mer¬ 
cury arc all originates from a single spectrum line. 
Any sphere taken about 0 may represent the in¬ 
stantaneous position of a wave front-. According¬ 
ly, let the arc MqM represent t-he intersection of 
a wave front with the plane of the drawing. Let 
P be an arbitrarily chosen point at which we wish 
to determine the illumination under given condi¬ 
tions, a so-called “field point.” The line OP in¬ 
tersects the wave at the point Af«, which is known 
as the pole of the wave front with reference to 
the field point P. Denote the distance OMq by a 
and the distance MoP by b. Suppose that M i is a 
point on the wave front such that the distance 
ikfiP=r x = 6+X/2. Rotate the line M\P about 
OP as axis. The point M \ then describes a circle 
on the wave front. The area of the wave front 
lying within this circle constitutes the first “Fres¬ 
nel zone.” The second zone extends from the 
outer edge of the first zone to points on the wave 
front lying at a distance MJP^r^b+\ from P. The third zone extends 
from the outer edge of the second zone to points lying at a distance 
M 3 P=r 3 = 6+3X/2 from P. The outer edge of each zone lies at a distance 
X/2 farther from P than does its inner edge, and upon this basis the con¬ 
struction is to be carried to zones of higher number. 

This scheme of considering the wave front divided off into zones was 
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originated by Fresnel,* as the name given to the zones implies. The useful¬ 
ness of the scheme will become apparent later. Fresnel zones were formerly 
called Huygens zones, but this was improper nomenclature which has now 
been corrected. 

2. Retardation, or Path Increment.—We shall have need for an expres¬ 
sion which relates the length of the semichord p (Fig. 13), or the length of 
the arc M 0 M which we shall designate by q , with the retardation or path 
increment, 5, which is incurred in passing from 0 by way 
of M to the field point P, instead of passing from 0, by way 
of Mo, to P. An expression will be derived which holds to 
a high degree of approximation when the distance of M from 
Mo is small compared to a or b . In the figure the distance 
of M from M 0 is of necessity greatly exaggerated. To the 
degree of approximation involved, the distances p and g 
may be considered equal. Now: 


(1) 


OM 2 = a 2 =(a-e) 2 +p 2 


where e is the distance indicated. When M lies close to Mo, 
then e is small compared to p or q } hence we may neglect 
terms containing e 2 . Equation (1) thus becomes: 



( 2 ) 


Fig. 13 


e = 


2 a 


Denote the distance MP, or &+5, by r , then: 

(3) r 2 =(b+e) 2 +p 2 , 

whence, again neglecting terms in e 2 and substituting the value of e from 
equation (2): 

bo 2 

r 2 = &*+—+P 2 , 

a 

whence 

( 4 ) p 2 ^~^=(r+b)(r-b) . 

The difference term on the right (r — b) is the path increment previously des¬ 
ignated by the symbol 5, which we shall now substitute for (r—b). The 
term (r+b) equals 26+5. Now 5 is very small, being of the same order of 
magnitude as e, hence where 8 occurs as an addition to a large term 2f), we 


* CEuvres completes, 1, 365. 
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may neglect it and substitute for (r+b) the term 26. Confining ourselves 
to small values of p and q , we thus have approximately: 



2ab8 


3. Dimensions of Zones of Low Number.—If the point M lies at the 
outer boundary of the nth zone, then, according to the principle upon which 
the Fresnel zones are constructed, 8 = n\/ 2. Let us call p n the radius of the 
outer boundary of the nth zone and q n the distance measured along the arc 
to this boundary. When M lies near M 0 , 8 is small and n will not be very 
large. Under this condition we may apply equation (5), obtaining: 



_ _ nab\ 

Pn ~ Qn ~\a+b • 


By giving n successively the values 1, 2, 3, etc., we learn that the zones 
obey the same law which holds for Newton's rings, namely, the radii are 

proportional to the square roots of the 
natural numbers; Figure 14 shows the first 
twenty zones in relative proportion. The 
zones of odd number, the first, third, fifth, 
etc., are shown in white and those of even 
number in black. The figure shows the 
zones greatly magnified. For example, 
when the distances a and 6 are each 1 m 
and \ = 5X10 -5 cm = 5000 A, we deduce 
from equation (6) that the radius of the 
first zone is .5 mm. 

Regarding the areas of the zones: The 
area of the 7ith zone, which we shall de¬ 
note by <7 n , equals the total area comprised 
within the outer boundary of this zone less the area comprised within the 
outer boundary of the zone of number n—1. Hence, approximately: 



Fig. 14.—Zone plate 



Vn = TTpl — Trpn-z = 


tt ab\ 
u-\-b 


The expression on the right does not contain n, therefore the areas of the 
zones of low number are all equal, or rather they, may be so thought of for 
. the present. Equation (7) is only approximate. An exact expression, which 
is however less convenient in form, will be derived in section 13. When thr 
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values of a and b are those given above, the areas of the zones are each 
• less than 1 mm 2 . 

Equations giving the dimensions of the zones for the special case of 
plane waves are easily derived. In this case a is equal to infinity and e is 
equal to zero. Introducing the value e = 0 into equation (3) and carrying 
through th e sam e steps as those above given for the general case, we obtain 
p n = q n =Vbrik and <T n = irb\ where b is the distance from the plane wave 
front to the field point under consideration. 

4. Circular Aperture; Small Number of Zones.—If the resultant dis¬ 
turbance reaching the given field point P from the first zone is considered 
positive, then the disturbance reaching this point from the second zone must 
be considered negative, because the second zone lies on the whole farther 
from P by the distance X/2, and consequently, according to the principle of 
interference, the disturbance due to the second zone will tend to annul that 
due to the first zone. The third zone again lies farther from P by a distance 
X/2 and therefore the effect of the third zone tends to annul that due to the 
second zone and to reinforce that due to the first zone. Therefore the effect 
of the third zone is to be considered positive. In the same way the effect of 
the fourth zone will be negative, that of the fifth zone positive, etc. We may 
thus write for the total effect of the first n zones: 

(8) S = Si-S a +S 8 -S 4 .... (-1 ) n ~ l S n , 

where Si, S*, etc., are each positive quantities. The magnitude of the effect 
of the first zone nearly equals that of the second zone, which in turn nearly 
equals that of the third zone, etc., because the zones are nearly equal in 
area and differ only minutely in their distances from P. Suppose now that 
an opaque screen with a circular aperture in it is erected in the position of 
the wave front. If the aperture allows the first two zones and only these to 
pass, the effects of these two should annul each other by interference and 
there should be darkness at P , whereas if the aperture were smaller, allow¬ 
ing only the first zone to pass, then there should be illumination at P. This 
surprising conclusion is well borne out by experiment. (It should be noted, 
however, that the conclusion applies only to a point P lying on the axis of 
the aperture.) When the aperture allows the first three zones to pass, then 
the effects of two of the zones annul each other and the effect of the third is 
left outstanding. The illumination is therefore the same as when one zone 
alone is allowed to pass. When the aperture allows the first four zones to 
pass there is darkness at P. From the first five zones there is illumination 
equal to that from one zone alone, from the first six zones, darkness, etc. 
But, as so far proved, this holds only so long as we confine ourselves to a 
relatively small number of zones. The general case will be treated later. 
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5. Zone Plates.—By photographing Figure 14, a so-called “zone plate” 
may be made. (The zone plate was originated by J. L. Soret.*) The first, 
third, fifth, etc., zones will be black on the negative and no illumination 
from them will pass. The effects arising from the second, fourth, sixth, etc., 

zones will all reinforce each other, consequently, referring 
O o* to Figure 15, if 0 is a source point on the axis of the zone 

i plate Z , represented in cross-section, there will be greatly 

, intensified illumination at a point P which is located on the 

i other side of the zone plate, on the axis and at the proper 

• distance from the plate. At no other point in the field plane 

PP r will there be corresponding reinforcement when 0 is 

-j-2 the only source point, therefore P is an “image” of 0 formed 

I by the zone plate in much the same manner as a convex 

| lens might form an image. If O' is another source point, 

I not far removed from the axis, then it is obvious that the 

1 zone plate will still serve to a high degree of approximation 

™ 1 n . 

P* P to pass the zones of even number with reference to a field 

Fig 15 point P', and therefore P' will be an image of O'. Therefore 

if an object such as the luminous filament of a lamp is 
placed at 00', then each point of the object will act as a source, and an 
image of the object, represented by the arrow PP', will be formed in the 
field plane. This image may be received, for example, upon a sheet of white 
paper. 

By moving the sheet of paper considerably closer to the zone plate, a 
second image may be found. The Fresnel zones are now much smaller. 
This second image occurs at the position in which the Fresnel zones are al¬ 
ternately blocked off and passed in sets of three. The central opaque region 
of the plate blocks off the first three zones, the first transparent region 
passes the next three zones, etc. In the sets of three which pass, the effects 
of two of the zones annul each other and the effect of one is left outstanding. 
The second image is thus much less intense than the first one. A still fainter 
third image may sometimes be found at the position in which the zones are 
blocked off or passed in sets of five. In the sets which pass, the effects of 
four zones annul each other and the effect of one is left outstanding. Zone 
plates exhibit the phenomenon of multiple foci. 

By using two zone plates of different sizes, having consequently different 
“focal lengths,” one as objective and the other as eyepiece, a zone-plate 
telescope may be made. 

Zone plates form not only real images, but also form virtual images, f 

* Compt . rend., 80 , 483,1875, and Pogg. Ann., 156 , 99, 1875. 

t See, e.g., Wood, Physical Optics (2d ed., Macmillan, 1914), p. 217. The general ques¬ 
tion of virtual diffraction patterns is briefly discussed in our chap. 5, sec. 8. 
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In the foregoing discussion it is assumed that the central region of the 
zone plate is black, the next region transparent, etc. However, we may 
equally well have the central region transparent, the second black, etc. 

The performance of zone plates presents to us forcefully the elements of 
reality in our theory, but such plates have no practical usefulness as sub¬ 
stitutes for lenses. There are several drawbacks to their employment as op¬ 
tical instruments. Among these attention is directed to the fact that the 
distance at which the image is formed is a function of the wave-length, X, 
and therefore a good image is obtained only with monochromatic light. 
When white light is used the image is bordered by colored fringes. 

In making zone plates by photographing a diagram, for example Figure 
14, the photographs must be properly reduced in size and must be in good 
focus. Even so they will not all give good images because of imperfections 
in the glass of the photographic plate. Examination of the finished zone 
plates by the method of striae will usually reveal the faults which are pres¬ 
ent in those which fail to work properly. 

Lord Rayleigh* suggested that if instead of blocking off, let us say, the 
odd zones, the illumination from these were also allowed to pass but with an 
additional optical path of a half wave-length somehow introduced, then the 
disturbances from all of the zones would reinforce each other and a more 
intense image than that given by the ordinary zone plate would result. 
Several methods of achieving this result have been devised by R. W. Wood, t 
One of these consists in etching alternate zones to the proper depth on a 
plate of glass by means of hydrofluoric acid, thus causing the phases of the 
disturbances from these zones to be reversed. The plates are termed “phase- 
reversal zone plates.” 

6. Equations of Wave Motion.—When the Fresnel zones are considered 
each as a unit, no account is taken of the fact that different points within 
one zone lie at different distances from the field point. The distance of vari¬ 
ous points within one zone from the field point varies over a range of X/2, 
hence disturbances from the extreme points arrive at the field point in op¬ 
posite phases. A thorough treatment should obviously take account of this 
fact. By way of preparing for such a treatment some simple equations of 
wave motion will now be discussed. 

Denote by f the disturbance at time t at a point in space having co-ordi¬ 
nates x, y, and z. This instantaneous disturbance may be the displacement 
of an air particle when we are dealing with sound, or the displacement of an 
ether particle when we are dealing with light, provided we believe in the 

* Scientific Papers, 3, 78. 

t Phil. Mag., 46, 511, 1898, and Physical Optics , p. 40. 
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ether, or the instantaneous electric or magnetic intensity. We do not need 
to specify the nature of £. Whatever it may be, let us write: 

(9) | = jB cos 2ir ' 

\T A/ 

and regard B, r, and X as constants. It will be shown that this expression 
represents plane waves traveling along the X-axis of co-ordinates in the 
positive direction. It is at once evident that if the equation represents 
wave motion at all the waves must be plane. This is true because y and z 
do not appear in the expression, and therefore the value of £ is inde¬ 
pendent of y and z —or, in other words, has a constant value over any 
plane perpendicular to the X-axis. Continuing, at time t 0 = 0 we have 
£ = 5 cos [ — 2irx/\], and giving x successively the values 0, X/8, X/4, 3X/8, 
etc., the circles on the solid curve of Figure 16 are obtained. At time t = r/8, 



Fig. 16 

* 

we have £=5 cos 2tt[1/8 — x/\], and giving x the same succession of values 
as before the crosses on the broken curve are obtained. The broken curve 
is the same as the solid curve, only displaced in the positive X-direction by 
a distance x = \/8. At time £=r/4 the curve would be displaced as far 
’ again. Equation (9) thus represents a train of plane waves traveling to the 
right. The amplitude of the waves is B. This is constant throughout all 
space when the waves are not absorbed in their progress through the medi¬ 
um. When t changes by an amount equal to r, the value of £ repeats itself 
and all of the derivatives of £ repeat themselves, hence r is the period. When 
x changes by an amount X, the value of £ likewise repeats itself and so do , 
the values of the derivatives, hence X is the wave-length. 

Spherical waves may be represented by replacing x, the distance meas¬ 
ured along an axis, by the radial distance of the wave front M$M (Fig. 17) 
from the source 0. This radial distance wili be denoted by the symbol a 
which is to be considered as a variable. Account must also be taken of the 
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fact that spherical waves decrease in amplitude with increasing distance 
from the source. According to a familiar relation: 



/i a1 

/* ai’ 


where I\ is the intensity at distance a\ and I 2 is the intensity at distance a 2 . 
The intensity of a wave is proportional to the square of its amplitude, hence 
the amplitude of spherical waves varies as the simple inverse 
of the distance from the source. If we call A the amplitude 
at unit distance from 0 , then the amplitude at distance a is 
A /a. Hence a simple harmonic train of spherical waves may 
be represented by the expression: 

c. A 6 't a' 

( 11 ) £= — cos 2t —- . 

a \T A, 

7. The Contribution from an Elementary Area.—Let da 
represent the area of a small element taken at M (Fig. 17) 
on the wave front M 0 M . This element is to be regarded as 
infinitesimal—that is, its length or breadth is to be regard¬ 
ed as vanishingly small compared even to the small width of p IG< 17 
a Fresnel zone. The element is, according to Huygens' prin¬ 
ciple, the source of a spherical wavelet, and an expression is to be foi*pd for 
the effect of this wavelet at the field point P. The amplitude of the issuing 
wavelet is proportional to A /a, which is the amplitude of the original wave 
which obtains on the wave front M 0 M. The amplitude of the wavelet must 
also be taken as proportional to the area of the element under consideration, 
hence the expression for the amplitude of the wavelets must contain the 
factor da, as well as the aforementioned factor A /a. Moreover, the ampli¬ 
tude of the wavelet at a given point P varies inversely as the distance of 
P from the element of area. This distance must therefore occur in the de¬ 
nominator; it will be denoted by r. The amplitude due to an infinitesimal 
element of area is itself infinitesimal. Hence the amplitude at P due to the 
element da may be written: 

( 12 ) 

ar 



where A; is an undetermined factor which is not a function of the values of 
A, a, da, or r, but may depend upon the angle 6 between the normal to the 
element of area and the direction in which the point P lies. 

The phase of the disturbance at P is determined by the phase of the dis- 
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turbance on the wave front M 0 M, and also by the distance r which the wave¬ 
lets must traverse to reach P. The phase which obtains on the wave front 
MoM is 2T(t/r— a/X). The phase at P is retarded relative to this by a 
phase angle 2nr/\. Hence the phase at P is 2ir[($/r—a/X)—r/X]. The in¬ 
stantaneous disturbance at P arising from the element do- is thus: 



ds = 


" t1 ^ 

COS27T —. 

_ \ r \ 


kAdo- „ f t a 
ar 


r 

X 


The disturbance ds varies with the time t and constitutes an infinitesimal 
simple harmonic disturbance. It is the contribution from a single element of 
area of the wave front. To it must be added the contributions from other 
elements, taking account of the phases in which these contributions arrive. 

8. The Summation of Simple Harmonic Disturbances.—Referring to 
Figure 18, let p and q represent two points which are each executing simple 
harmonic motion along the horizontal line indicated. Let the periods of the 
two motions be the same, but let the amplitudes and phases be different. 
Let OP and OQ be radii of the reference circles drawn for the motions p and 
q , respectively. The lengths OP and OQ thus represent the amplitudes of 
the two motions. The points p and q may respectively be regarded as the 
projections of the two points P and Q moving uniformly, with a common 
angular velocity, in the circles of radii OP and OQ . Complete the parallelo¬ 
gram formed by the radii OP and OQ and project the point R upon ON, ob¬ 
taining r. The instantaneous displacement of r measured from 0 is Or = 
Op+pr = Op+Oq . The point r thus executes a motion which is the sum of 
the motions of p and q. Since the motions of p and q have the same period, 
the angle between the vectors OP and OQ remains constant as time prog¬ 
resses and hence the parallelogram rotates with unaltered form and the 
point R moves uniformly in a circle of radius OR. Thus the point r also 
executes simple harmonic motion of the same period, and we arrive at the 
conclusion that the sum of any two simple harmonic motions along the same 
line and of the same period is itself a simple harmonic motion of this period. 
The simple harmonic motions of the points p and q are represented in am¬ 
plitude and phase by the radii OP and OQ. The length of each radius meas¬ 
ures the amplitude of the corresponding motion and the position of each 
radius determines the phase of each motion. Let us measure all phase angles 
clockwise from ON as zero line. The summational motion, r, is now repre¬ 
sented by the radius OR, whose length represents the amplitude of the mo¬ 
tion of r, and the angle from ON, clockwise, to OR, represents the phase 
of the motion of r. Thus each radius in the diagram is equivalent to a vec¬ 
tor. The two original simple harmonic motions may be represented by vec¬ 
tors, just as forces are represented by vectors, and the resultant simple har- 
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monic motion is then represented by a vector which is the sum of the two 
original vectors. This sum may be found by graphical addition or the addi¬ 
tion may be carried out analytically. In the latter case the resultant ampli¬ 
tude is represented by one expression, and the phase by another, these ex¬ 
pressions corresponding respectively to expressions representing one the 
magnitude and the other the direction of a resultant force. 



Since two simple harmonic motions when added yield a simple harmonic 
motion, this sum may be added to a third simple harmonic motion to yield 
still another simple harmonic motion, etc. Thus referring to Figure 19, sup¬ 
pose the vectors 1, 2, 3, and 4 represent each a simple harmonic motion, 
then the sum of these motions is represented in amplitude and phase by the 
sum of the vectors, namely, by the vector S. 

The four vectors may be considered to represent four simple harmonic 
disturbances reaching the field point P (Fig. 20) from the elements of area 
numbered 1, 2, 3, and 4, standing upright, on the wave front MoMi, each 
element being supposedly very small. For the sake of definiteness let us 
think of the point Mi as marking the outer edge of the first^Fresnel zone.* 

Denote the areas of the elements by (Acr)i, (A<t) 2 , etc., and the distances 
of their centers from P by r l7 r 2 , etc. In a given specific case we may de¬ 
termine the simple harmonic disturbances which reach P by applying equa¬ 
tion (13) for each of the elements provided the elements are sufficiently 
small. The lengths of the vectors 1, 2, etc., in Figure 19 represent the am- 

* The above-sugge3ted representation involves the supposition that the simple har¬ 
monic disturbances reaching the field point P from the elements of area 1, 2, 3, etc., all 
lie in the same straight line. One might raise the objection that the disturbances will not 
all lie along the same line because the elements of area, as regarded from the field point P, 
lie in different directions. But when the elements of area are minute and contiguous, 
the differences in direction will be minute. If the reader will but proceed with his study 
of the theory at hand, he will realize more and more as he proceeds that the objection in 
question is only an apparent one and does not really compromise the validity of the theory. 
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plitudes of the disturbances reaching P and these amplitudes are propor¬ 
tional to (Ac) 1/7*1, (Ac) 2 / 7 * 2 , etc. The directions of the vectors are deter¬ 
mined by the phases in which the disturbances arrive at P, and these phases 
are in turn determined by the distances r u r 2 , etc. 

The vectors 1, 2, 3, etc., form an open polygon and the closing vector S 
of this polygon represents in amplitude and phase the resultant disturbance 
at P due to the entire area under consideration—or, rather, it represents 

this disturbance approximately. By dividing the elements 
of area, let us say each into two parts, we would obtain 
a closer approximation. There would then be twice as many 
vectors each half as long as before and making half as great 
angles with each other on the average. By subdividing the 
elements indefinitely—that is, by passing to the limit—we 
obtain a smooth curve (Fig. 21), and the closing vector S 
of this curve represents accurately 
Fig. 21 the simple harmonic disturbance at 0 
P due to the entire area. 

The process above outlined is a graphical method 
of performing an integration. We shall learn in fol¬ 
lowing sections how the method is to be applied. 9 

Diagrams such as Figures 19 and 21 will be referred 
to as vibration diagrams , those of the type of Figure 
19 as vibration polygons , and those of the type of Fig- a 
ure 21 as vibration curves. \ 

9. Elementary Zones.—Referring to Figure 22, ^ 

suppose that M is a point on a wave front which lies pf M 
within the first Fresnel zone, the outer boundary of 
this zone being indicated by Mi. Denote the distance 
MP by r and the angle MOP by </>, Suppose M f is a b 
point at an infinitesimal distance dq=MM\ measured 
along the wave front. Denote the distance M'P by 
r^dr and the angle MVP by <j>+d<l>. If the points M 
and M f are rotated about OP as axis, they will outline p . 
an elementary zone of infinitesimal width upon the p 1G# 22 

wave front. All portions of this infinitesimal zone 
bear the same relation to the field point P, hence we may treat this zone as 
a single element of area in applying the theory previously given. The width 
of the zone is MM f = dq=a d<t >. Denoting the radius of the elementary zone 
by Pj the circumference is 2xp — 2ira sin # . The area of the zone is the prod¬ 
uct of its width and its circumference, hence the area is: 



M 


Mj 


(14) 


d(T—2irpdq~2Trpa d^> — 2ira 2 sin <f> d<t> 
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By a famili ar trigonometric relation: 

^ r 2 = a 2 +(o+i>) 2 —2a(a+2>) cos 4> ■ 

Differentiating. 

r dr=a(a+b) sin <f> d<f>. 

Eliminating S i n ^ ^ f rom equations (14) and (16): 


(17) 


da = 


2ira r dr 
(a+b) 


This value of da ma y substituted in equation (13), yielding: 


(18) 


, 2irkA dr n * t a N r 

as = - 7 — tx\~ cos 2tt —- — 
(a+b) \t \/ X 


tion 6 ds ^ ^ s ^ an ^ aneous V£ d ue °f an infinitesimal simple harmonic mo- 
’ ^Presents the instantaneous contribution toward the disturbance 
a G 6 ^ -P which arises from a zone of infinitesimal area da lying at 

tude of^th T ^ r0I3a P 0 ^- Now f n deriving equation, (13), the ampli- 

and inv ^ COlx ^ r ifr u ^ on from an area was taken as proportional to da 
HowTveT^ P ro P or ^ ona f f 0 distance r of the area from the field point, 

self dire * ^ ^ earn from equation (17) that da for an elementary zone is it- 
^ Proportional to r. Hence in eliminating da as a term appearing 
as Was done in obtaining equation (18), r drops out of the ampli- 
u e erm t But dr is still present in this term—the amplitude is directly 

proportional t 0 dr. 

but finite n ° W cons ^ ruc f a f ar S e number, m, of elementary zones of minute 
the first These m minute zones, taken collectively, shall comprise 

variable ^ Slle ^ zone ^d so constructed that the increment in the 

r lri Passing from one boundary to the next shall be always the 
-~ly, 4 r — (x/2) /m. Thus the boundary of the central minute zone 
S a e a f a distance r{==b+(X/2)/m from P, the outer boundary of the 

theoute 11 ^ a ^ a ^ s ^ ance r £ = &+V m from P, etc., until we reach 

f + X 0Un dary of the mth minute zone which coincides with the bound- 

fromP B^ r8 ^ ^ resne ^ zone an d ^ es ^he distance r! n — b+mhr = b+\J2 
■ y inserting A r in equation (18) in place of dr, we may apply this 
equa ion approximately to the minute zones. These will send contributions 
o equa anap^t^ to P because all terms in the expression for the amplitude 
are cons ant including dr which is replaced by the constant Ar. (We must 
ma e a reservation in regard to the constancy of k . But any variation which 
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a s. 



Fig. 23 


fc may have will be overlooked for the moment.) The vibration polygon for 
the minute zones is thus, aside from any effect introduced by the variation 
of kj a polygon of m vectors of equal length, where m is to be thought of as a 
large number. In making drawings m cannot conveniently be taken very 
large, and it will be chosen as equal to 12. In accordance with this choice, 

Figure 23a represents the polygon. The vec¬ 
tors are of equal length. Moreover, they 
make equal angles with each other. This is 
true because r appears linearly in the phase 
term of equation (18), and since r increases 
by equal amounts, Ar, in passing from each 
minute zone to the next, the phase is retard¬ 
ed by equal amounts in passing from one 
such zone to the next. Furthermore, the first 
vector and the rath one point in approximate¬ 
ly opposite directions since values of r cor¬ 
responding to the first and the rath minute 
zone differ by X/2 approximately, and hence the phases differ approxi¬ 
mately by 7r. The polygon is both equilateral and equiangular and may 
consequently be inscribed in a semicircle. The closing vector of the polygon, 
8 1 , represents in amplitude and phase the illumination due to the first 
Fresnel zone. By considering ra to increase indefinitely and A r to decrease 
correspondingly in such a manner that the relation raAr = \/2 is always 
satisfied, we may pass from the vibration polygon of Figure 23a to a corre¬ 
sponding vibration curve which would be accurately a semicircle, provided 
k were absolutely constant. 

10. The Inclination Factor.—Let M (Fig. 24) represent an element of 
the original wave front and let ww represent the Huygens wavelet to which 
this element gives rise. Fresnel made the reasonable assump¬ 
tion that the wavelet has a maximum amplitude in the direc¬ 
tion MN normal to the original wave front and that the am¬ 
plitude of the wavelet decreases as the angle of inclination 6 
increases. This decrease of amplitude upon receding from the 
normal is indicated in the figure by the decrease in the width 
of the heavy solid circle which represents the wavelet. The 
aforementioned factor k varies in proportion to the variation of amplitude 
with inclination and is hence known as the inclination factor, or obliquity fac¬ 
tor. It is not necessary to know the law according to which the variation of 
amplitude with inclination takes place. In fact, in so far as the requirements 
of diffraction theory are concerned, the amplitude does not even need to 
decrease continually with increasing inclination; there might be intermedi¬ 
ate stages in which the sense of the variation is reversed. However, leaving 



Fig. 24 
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this latter question aside, we shall, following Fresnel, suppose that k has a 
maximum value at zero inclination and decreases continuously as 6 increases, 
without assuming any specific law for the variation of fc. Fresnel did, how¬ 
ever, assume that the amplitude of the wavelet decreases to the value ze¬ 
ro in the direction tangent to the original wave front and is zero for all back¬ 
ward directions. We shall for the time being follow Fresnel in this assump¬ 
tion also. This assumption is closely associated with the question of why 
the original wave is propagated only forward, and not backward—that is, 
why there is no so-called “back wave.” In fact, various questions arise in this 
connection, but it would be premature to consider these at present. These 
questions are considered in chapter 7, sections 25-27. 

Returning now to pick up the thread of previous discussion: Owing to 
the decrease in the inclination factor k in passing from the normal outward, 
the vectors 2, 3, 4, etc., of Figure 23a are each one ever so little shorter than 
the preceding one. The angles which the vectors make with each other are 
however accurately equal—for reasons which have been pointed out. As a 
result of these two circumstances considered in conjunction, when we go 
over to the corresponding vibration curve , and proceed along this curve, the 
curvature of the curve becomes greater as we proceed. But the curvature 
becomes greater by only an extremely slight amount. 

Let us now consider the construction of the minute zones to be carried 
on through the second Fresnel zone. We again obtain a vibration polygon 
(Fig. 236). The closing vector S 2 of this polygon is directed oppositely to Si 
and is very slightly shorter than Si. By passing to the vibration curve for 
the second Fresnel zone and adding this to the vibration curve for the first 
one, we obtain Figure 25. The closing vector of this curve is not shown, be¬ 
cause its length is nearly zero. The almost zero length of this vector repre¬ 







sents the total effect of the first and second Fresnel zones taken together— 
that is, the first two zones, practically speaking, yield darkness, as we have 
already learned. The vibration curve for the third Fresnel zone is an almost 
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exact semicircle lying just inside of the vibration curve for the first zone (see 
■Fig. 26). The closing vector S' of the curve for the first three zones taken 
together represents the resultant illumination from these zones. The length 
of this closing vector is practically equal to the length of the closing vector 
for one zone alone. 

11. Circular Aperture; Any Number of Zones.—As we continue the con¬ 
struction of the vibration curve for numerous additional zones, the curve 
winds up appreciably. The resulting effect is represented by the spirals of 
Figure 27, only the rate of diminution in radius which is shown in the figure 
is far too rapid. The spiral on the left is for a circular aperture which allows 



Fig. 27 

an odd number of zones to pass. The closing vector, S', of the spiral is a 
measure of the amplitude of the resultant illumination. Denote the given 
odd number of zones which pass by n, then: 

(19) S'— + , 

where Si and S n are the closing vectors of the first and nth zones, respec¬ 
tively. 

When an even number of zones passes the aperture, the resulting vibra¬ 
tion curve may be represented by the spiral on the right of the figure. Again 
denoting the number of zones which pass by n, the length of the closing vec¬ 
tor, measuring the amplitude of the resulting illumination, is: 

(20) S" = £Sx-iSn. 

Equations (19) and (20) apply for either a large or a small number of 
zones. They include as a special case the results previously arrived at when 
the number of zones is small. In this case S n nearly equals Si, and equation 
(19) tells us that when n is a small odd number the total effect is practically 
equal to that of a single zone, let us say of the first zone. Equation (20) tells 
us that when n is a small even number the total effect is practically zero. 
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The proof of equations (19) and (20) was first given by A. Schuster by an 
analytical method.* The truth of these equations is self-evident from con¬ 
sideration of the vibration diagrams. They give the illumination only at a 
field point P lying on the axis of the aperture. The illumination which ob¬ 
tains in the remainder of the field will be discussed in chapter 4. 

12. The Complete Wave Front.—The vibration diagram for the complete 
wave front is now easily arrived at. As the effect of zone upon zone is added, 
the radius vector, r, from the field point to the wave front, eventually ap¬ 
proaches tangency to the wave front. According to Fresnel's postulates, 
the value of the inclination factor approaches zero, and hence the magnitude 
of the effect of the last, the nth zone, ap¬ 
proaches zero. As shown in Figure 28, the vi¬ 
bration curve winds up about the center of the 
nearly circular arcs formed by its constituent 
convolutions. The length of the closing vector 
S drawn from the beginning of the vibration 
curve to this center is a measure of the ampli¬ 
tude of the illumination due to the complete 
wave front. The vector S equals J$i. We 
thus arrive at the important conclusion that 
the amplitude of the illumination due to the p IG . 28 

whole wave front is equal to one-half of the 

amplitude due to the first zone. Several remarks are in place regarding this 
conclusion: One-half of the amplitude due to the first zone is here in 
question, and not the amplitude due to half of the first zone, which is 
different. The latter is represented by the length of the vector S" r (Fig. 29). 
Second, instead of specifying the first zone, we might with almost equal 

justification say any zone of low number, because the ef¬ 
fects of the zones of low number are all nearly equal in 
magnitude. Further, the complete wave front yields an 
amount of illumination which will from now on serve us as 
a standard of comparison. When a diffracting object is 
used—for example, an opaque screen with a circular aper¬ 
ture which allows only the central zone to pass—we 
shall compare the illumination then obtained with the illumination ob¬ 
tained from the complete wave front rather than vice versa. We shall 
henceforth speak of the illumination due‘to the complete wave front as 
“normariUumination.” This term will be used to denote the illumination 
obtained when the wave front is entirely unobstructed, or when such ob¬ 
stacles as may be present do not modify the illumination at the field point 

* For the analytical treatment see, e.g., Schuster and Nicholson, The Theory of Optics 
(London: Edward Arnold), p. 89; or Wood, Physical Optics (2d ed.), p. 34. 



Fig. 29 
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under consideration. Finally, the closing vector of a vibration diagram is a 
measure of a resultant amplitude , not of an intensity of illumination. The 
intensity varies as the square of the amplitude. Therefore, speaking in terms 
of intensity, and in terms of normal illumination as a standard, the intensity 
due to the first zone is four times that of normal illumination. 

Be it pointed out also in the present connection that Fresnel's theory 
leads to an inconsistency in regard to the phase with which the resultant 
disturbance is considered to arrive. Referring again to Figure 28, the phase 
of the resultant disturbance from the complete wave front is represented by 
the vector S —that is, by a vector pointing vertically upward. This means 
that the disturbance from the complete wave front is represented as being 
retarded by one-quarter of a period, by tt/2 or by X/4, with reference to the 
disturbance coming from the pole of the wave, which is represented by an 
element taken at the beginning of the vibration curve—or, in other words, 
by an elementary vector pointing horizontally to the right. Actually, how¬ 
ever, the disturbance from the complete wave front arrives in the same 
phase as the disturbance from the pole. Hence the theory leads to an in¬ 
consistency in regard to the resultant phase. The matter here involved will 
be further discussed in chapter 7, sections 25-27. 

13. The Areas of the Zones.—An exact expression for the area, a n , of 
the nth zone may be derived by integrating equation (17) between the 
limits r n -i and r n . We have: 



2ira <Tn , 7ra t „ o . 


7ra 


a 1 71 (?n~{~rn -i) • 


Now (r n —r n _i) is, by the principle upon which the zones are constructed, 
equal to X/2. Further, for (r n +r n -i) let us substitute 2 r n where r n will then 
denote the mean of the radii vectores from the field point under considera¬ 
tion respectively to the inner and outer edges of the nth zone. We then 
have for the area of the nth zone: 



7r a\r n 


<Tn - 


a+b 


The area of a zone thus increases in proportion to r n , the distance of the 
zone from the field point. This increase in area, if it were the only factor in¬ 
volved, would cause the effects of successive zones to increase. But the in¬ 
crease in distance is a factor which in itself causes the effects of successive 
zones to decrease. Since the area increases proportionately to the distance, 
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the two tendencies just offset each other and the magnitudes of the effects of 
the various zones would all be equal were it not for the decrease in the value of 
the inclination factor as we proceed to zones of higher number . 

The absolute increase in area in passing from one zone to the next, meas¬ 
ured let us say in cm 2 , is: 



_ 7r a\ f ^ ira\ 2 

VW+.!'-M - 2(^+6) • 


o. 


This increase is thus a constant independent of n . And it follows further 
that the proportionate increase in area in passing from one zone of low num¬ 
ber to the next is greater than the proportionate increase in area in passing 
from one zone of high number to the next.* 

One frequently encounters wrong statements regarding the manner in 
which the above mentioned quantities vary, and regarding the reasons for 
their variation. These wrong statements are usually made in the form of 
conclusions drawn from approximate relationships similar to those repre¬ 
sented by our equations (6) and (7). The relationships them¬ 
selves are correct as approximations, but they are often sub¬ 
sequently used in a manner which fails to take proper account 
of their approximate nature, and incorrect conclusions are 
drawn. The fallacies involved in drawing the conclusions are 
likely to escape the immature reader and the stated conclu¬ 
sions then mislead him. 

14. Circular Obstacle.—Referring to Figure 30, suppose 
that 0 is a point source of light and D a circular disk mounted 

with its axis passing through the 
source 0. What will be the illumi¬ 
nation at a field point P lying on the 
opposite side of the disk from 0 and 
also on the axis? The disk will ob- 



Z L 


Fig. 30 


struct a certain number of zones entirely—let us 
call this number ft—1. In general, the disk will 
also obstruct the inner portion of the next, the nth 
zoqe, and will allow the remainder of this zone to 
Fig 31 pass. All zones beyond the nth will pass complete¬ 

ly. The vibration spiral consequently begins at 
some point / (Fig. 31), and from this point on it winds up exactly as though 
the disk were absent. The length of the closing vector, S, is a measure of the 
amplitude of illumination at the field point under consideration. If the num- 

*It is readily deduced from equations (21') and (22) that when a and b are each 1 m 
and X=5000 A, the proportionate change in area of successive zones of low number is 
only 2.5 X10“ 7 . 
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ber n is not very large, the vector S will have practically the same length as 
the vector which would represent normal illumination. That is, the illumi¬ 
nation at any point on the axis of the disk should be practically the same as 
though the disk were absent—a surprising result which is, however, borne 
out by experiment (see the photograph of Fig. 32, left side). 

A different way of stating the explanation is this: We may construct 
zones, not from the pole of the wave, but from the edge of the disk outward. 
The sum of the effects of all of the zones outside of the disk will then be 
equal to one-half of the effect of the first zone which passes the disk. 



Fig. 32 


When the disk is at all large, the experiment becomes difficult to perform. 
The reasons for this are discussed in chapter 4, section 7. Suffice it for the 
present to state that when the shadow is to be received upon a sheet of 
white paper, an intense primary source of light such as an arc should be 
used. The spot, however, can be readily found even when using a less in¬ 
tense source if the shadow is examined with a lens or eyepiece (without using 
a diffusing screen, in the manner explained in chap. 1, sec. 4). The spot can 
also be easily photographed. If the eye is placed on the axis of the disk and 
the disk is viewed directly, a ring of light appears completely around the 
edge.* 

In place of the disk, a sphere may be used as the diffracting object. There 
is no distinction to be drawn between the case in which a disk is used and 
that in which a sphere is used—at least, not in so far as we are at present 
concerned. 

The conclusion that a bright spot should be found at the center of the 
shadow of a disk was deduced from Fresnel’s theory in 1818 by S. D. Poisson 
who was a member of the committee of the French Academy to which 
Fresnel’s prize memoir on diffraction was referred for review. Poisson was 
hostile to Fresnel’s views and is said to have considered this conclusion as 
contrary to experiment and hence as refuting the theory. He communicated 
the deduction first to F. Arago, who was also a member of the committee 

* The conditions under which a diffracting edge appears luminous and the reasons for 
this are discussed in chap. 7, secs. 10 and 11. 
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and was very friendly toward Fresnel. Thereupon Arago performed the ex¬ 
periment and found the surprising conclusion confirmed.* However, the 
observation had already been made about a century earlier, and had been 
forgotten, f 

In perfor min g the experiment a small coin with a smooth edge serves well 
as the disk. It may be supported by two threads. A coin with a milled edge 
must not be used. A steel or bronze ball through which a hole has been 
drilled to allow the passage of a thread is easier to mount, although other¬ 
wise not superior to a disk. The distances from the source to the diffracting 
object and thence to the field plane should each be several meters. When it 
is inconvenient to have these distances so great, a smaller diffracting object 
—one of three or four millimeters 7 diameter—may be used. By cementing 
the object to a plate of glass, the use of supporting threads may be obviated, 
but the glass must be of good quality. 

If 0 (Fig. 30) is the only source point and the disk or sphere does not ob¬ 
struct all too small a number of zones, then P is the only point in the shadow 
which receives appreciable illumination. That is, we may regard P as an 
“image” of 0. Further, if another source point exists, let us say, just to the 
right of 0, an image of this other source point will be formed just to the left 
of P. Or if the source is a small luminous object, an image of this object 
will be formed in somewhat the same manner as an image is formed by a 
lens or a zone plate. Thus it is possible to photograph an object “around” 
a disk or a ball. In Figure 32, on the right is a reproduction of a photo¬ 
graph so made, the object consisting in this case of a minute photographic 
transparency. 

15. Rectilinear Propagation.—To arrive at the law of rectilinear propa¬ 
gation (which holds only grossly), it will be desirable to begin by considering 
the vibration curve for a section of a zone, the remainder of the zone being 

* See Fresnel, op. cit., 1 , xlii, 236, 245, and 365. 

t In 1723 Maraldi observed the central bright spot in the shadow of each of several 
small spheres of different diameters and at various distances (see Mem. Acad. Roy. des 
Sci. [1723], pp. Ill ff.; in particular, p. 139). 

E. Verdet ( Legons d’optique physique , 1 , 250) stated that the astronomer Jos. Nic. 
Delisle was the first to make the observation in question, and in support of this state¬ 
ment Verdet cited: Mem , Acad. Roy. des Sci. (1715), p. 166. Verdet was a distinguished 
scholar and teacher and his statement has been widely quoted. However, in the paper 
referred to, Delisle records observation of the fringes surrounding the shadow of a disk 
but makes no mention of finding a bright spot in the center of the shadow. Nor does 
he mention finding this spot in any of several other papers. In particular, he fails to 
mention it in a long paper containing many interesting observations which was presented 
to the Acad6mie Royale in 1717 but remained unpublished until 1738 when Delisle in¬ 
corporated it in his St. Petersburg Memoirs. Why Verdet should have attributed the 
first observation to Delisle is somewhat perplexing. 

Related observations by De la Hire, though not important, are to be found M^em. 
Acad. Roy. des Sci. (1715), p. 161. 
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supposedly blocked off. Figure 33 represents sections of two zones, one of 
low number, ZZ, lying near the pole of the wave, M 0 , and the other, one of 
high number, hh, lying far out. In Figure 34, the nearly exact semicircle c 
may be considered to represent the vibration curve which would obtain for 
one of these zones, either ZZ or hh 9 if the zone in question were effective in its 
entirety, and the proportionately smaller semicircle e may be considered to 
represent the vibration curve for the effective section. When a section of a 
zone terminates with square ends as illustrated, the vibration curve for the 
effective section will be similar to that for the whole zone, only it will be 
smaller. 



Fig. 33 Fig. 34 


Further, a section of a zone of high number will yield a vibration curve 
which is practically a semicircle even when the section does not terminate 
with square ends. This follows from the fact that zones of high number are 
very narrow.* Consequently, the “end correction/' which—strictly speak¬ 
ing—should be applied because the ends are not cut off squarely, will be 
small. This end correction will in general be too small to cause the vibra¬ 
tion curve to deviate appreciably from semicircular form. However, there 
is a case which requires separate consideration. Suppose the section of the 
zone is a very small section, constituting only a minute portion of a com¬ 
plete circumference. Then, when the ends are not cut off squarely, the vi¬ 
bration curve may no longer be semicircular. But the vibration curve for a 
minute section will be minute in extent compared to the vibration curve for 
the complete zone, and we do not need to concern ourselves over the detail 
of form of such a minute vibration curve. Consequently, a section of a zone 
of high number yields either a vibration curve which is practically semicircu¬ 
lar, or, considering a small section of a zone, and then smaller and smaller 
sections; the vibration curve may eventually come to deviate appreciably 

* E.g., the one-thousandth zone will be somewhat less than 1 /1000 cm wide when a = 
1 m, 5 = 1 m, and X = 5000 A as may be shown by eqs. (6) and (7), making use of the 
fact that 2irp n w ~<m t where w is the width of the zone. 
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from semicircular form but the curve at the same time becomes so small 
that it loses importance. 

As to the effect produced by a section of a zone of low number which ter¬ 
minates in ends which are other than square: A zone of low number has a 
relatively great width—a width which is of the same order of magnitude as 
its circumference. Therefore when the ends are other than square, the end 
correction may cause the vibration curve to deviate considerably from semi¬ 
circular form, and we can make no general statement regarding the form of 
the vibration curve. Accordingly, we shall for the present exclude from con¬ 
sideration all cases in which zones of low number are cut off irregularly. 


O. 



Fig. 35 Fig. 36 Fig. 37 

Referring now to Figure 35, suppose that 0 is a point source of light, that 
D is an obstacle, and P is a field point at which we wish to determine the il¬ 
lumination. If no zone of low number is to be cut off irregularly, the field 
point P must lie well outside of the geometrical shadow of the obstacle. Let 
us suppose that it does lie well outside. For an observer who takes up a posi¬ 
tion at P, the pole of the wave will be at Mo (Fig. 36) and the obstacle will 
be as represented by D. What form does the complete vibration curve for 
all of the effective portion of the wave now take and what will be the illumi¬ 
nation at P as determined from this vibration curve? Evidently the early 
convolutions of the curve are unaffected by the presence of the obstacle be¬ 
cause no portions of zones of low number are blocked off by it. Suppose that 
the one-thousandth zone is the first one of which a portion is cut off. This 
will be a very small portion. Increasing portions of the one-thousand-first, 
the one-thousand-and-second, etc., zones are blocked off. But large sections 
of each of these zones are effective. Consequently the vibration curve for 
each section will be practically semicircular and the only effect will be that 
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the vibration curve considered as a whole winds up more rapidly than i 
would if the obstacle were absent (see Fig. 37). The vibration curve cob 
volves throughout in nearly circular arcs about the original center. W 
finally reach a zone—let us say the two-thousandth of which a large 
portion is cut off than of any other. From this point on decreasing portion 
of successive zones are cut off and the vibration curve winds up jyiot< 
slowly than it normally would, or may even unwind, until the five- 
thousandth zone is reached, which passes in its entirety. From the five- 
thousandth zone on the curve winds up in the normal manner. The 
various stages of winding all take place about the original center and the 



Fig. 38 Fig. 39 ’ Fig. 40 


closing vector S of the curve has the same length as it would have if the 
obstacle were absent. Consequently all points well removed from the 
geometrical shadow receive normal illumination. 

Let us now consider a field point P (Fig. 38) which is located well within 
the geometrical shadow of an obstacle D. In Figure 39 the obstacle is repre¬ 
sented as it is seen from the field point. The position of the pole of the wave, 
M o, is also indicated. Suppose the first thousand zones are blocked off en¬ 
tirely and a minute portion of the one-thousand-and-first and minute but 
increasing portions of the one-thousand-and-second, the one-thousand-and- 
third, etc., zones are effective. The minute portions of these zones which 
are effective will each contribute a minute semiconvolution of undetermined 
shape to. the vibration curve (see Fig. 40). As we pass to zones of higher 
number, increasing portions are effective. The semiconvolutions of the vi¬ 
bration curve become larger and approach more and more nearly the form 
of semicircles, unwinding always about a center which must lie very close to 
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the point where the curve begins. Let us say the five-thousandth zone is the 
first one which is entirely unobstructed. From this zone on the vibration 
curve winds up normally, always about the same center, and closes finally 
at this center which lies very near the beginning of the curve. The closing 
vector of the entire vibration curve will thus be very minute. We have prac¬ 
tical darkness at alTpoints lying well within the geometrical shadow of the 
obstacle. 

We have thus arrived at the law of rectilinear propagation for all points 
lying well outside of the geometrical shadow and for all points lying well 
inside of it. The law does not hold for points lying near the edge of the 
shadow—we shall learn something in later chapters regarding the illumina¬ 
tion which obtains near the edge. Finally, the law holds as nearly as it does 
hold because of the extreme shortness of the wave-length of light. If the 
wave-length were greater the zones would be larger and it would be neces¬ 
sary to proceed correspondingly farther from the edge of the shadow before 
the conditions, above outlined, would be such as to yield normal illumina¬ 
tion in the illuminated region and practically complete darkness within the 
shadow. 

16. Irregular Obstacle and Circular Aperture.—An interesting predic¬ 
tion can be made from the vibration curve of Figure 40. Suppose an ob- 



Fig. 41 



Fig. 42 



Fig. 43 


stacle D (Fig. 41) lies within a circular aperture in an opaque screen. The 
vibration curve which then obtains for a field point lying on the axis of the 
aperture is represented in Figure 42. This curve at first unwinds, then it 
begins to wind up ggain, and then it terminates at a point determined by 
the radius of the circular aperture. The closing vector S, drawn from the 
center outward to the point where the curve ends, represents the illumina¬ 
tion at a point on the axis of the aperture, and this illumination will be 
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practically normal illumination. In other words, in the shadow of an irregu¬ 
lar obstacle lying within a circular aperture there should be practically nor¬ 
mal illumination on the axis of the aperture. This illumination should ob¬ 
tain irrespectively of whether the aperture alone passes an odd or even num¬ 
ber of zones. The prediction is borne out by experiment. Figure 43 shows 
a photograph in which the illuminated point is readily seen—centered with 
reference to the aperture.* 

* The author is indebted to Mr. George A. Van Lear, Jr., for calling his attention to 
this prediction and to Mr. Orren Mohler for taking this photograph and several other 
photographs reproduced in this book as well. 
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THE METHOD OF LUNES AND THE CORNU SPIRAL 

The method which we shall now consider is useful in treating the diffrac¬ 
tion pattern due to a single straight edge or that due to a slit or a bar, or, in 
brief, that due to any object with straight parallel boundaries. Referring to 
Figure 44, suppose 0 is a point source of light. This will yield spherical 
♦waves. Let the arc M 3 M 0 M 3 repre¬ 
sent the intersection of a wave front 0 • 

with the plane of the drawing. Con- j 

sider the plane of the drawing as I 

horizontal and let D be a semi- 1 

infinite diffracting screen with a a j 

straight edge, the edge being sup- 1 

posedly perpendicular to the plane 
of the paper or in other words ver¬ 
tical. The screen is to be thought 
of as extending indefinitely, both to 
the left and in the vertical direc¬ 
tion. 

1. Half-Period Lunes.—Let P 
be a field point at which we wish to 
determine the illumination and let 
Mo be the pole of the wave with 
reference to P. Denote the dis- 
■ tance OMq by a and the distance 
MqP by 6 . Suppose that the fight is 
monochromatic, of wave-length X, 
and let M h M 2} M 3 , etc., be points 
on the arc such that their distances from P are respectively MiPs=n = 
b+X/2, M 2 P=r 2 = b+\, M 3 P=r 3 = 5+3X/2, etc. Lay off corresponding 
points M[, M}, etc., on the left of the pole of the wave. At M 0 , M h M 2 . . . . 
M[j Mg, etc., erect vertical great circles on the wave front. These circles 
will intersect on the perpendicular to the plane of the drawing erected at 0 . 
They will delimit so-called “lunes” upon the wave front. The word “lune” 
is derived from the Latin luna , “moon,” and signifies a portion of the sur¬ 
face of a sphere which is bounded by intersecting circles. The lunes in ques¬ 
tion are laid off on the basis of a path increment of X/2, and in this respect 
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they resemble Fresnel zones, which are laid off on the basis of the same 
path increment. Lunes laid off with X/2 as the path increment will be re¬ 
ferred to as “half-period” lunes. The width of a given half-period lune is 
equal to the width of the corresponding Fresnel zone when a, 6, and X are the 
same in both cases. We have learned that the radii of the Fresnel zones are 
to each other as the square roots of the natural numbers. Therefore the 
widths of the zones, and hence also the widths of the lunes, are to each other 
as the differences between the square roots of the natural numbers, that is, 
as (i/l — l/O) is to (V2—V 1) is to (l/3—/2), etc. The widths at first 
vary rapidly but soon decrease more slowly. The sections of arc M Q M h 
MiMz, etc., will be referred to as half-period sections of arc. 

2. Elementary Lunes.—Let us begin at the pole of the wave and sub¬ 
divide each half-period section of arc into a large number m of minute sec¬ 
tions so determined that the outer end of each minute section shall be far¬ 
ther removed from the field point P than the inner end by the constant dis¬ 
tance Ar= (X/2)/m. Minute sections so constructed are marked off between 
the points M 0 and M 2 of our wave front by way of illustration. At each 
boundary between two minute sections of arc erect a vertical great circle. 
These circles will outline elementary lunes. The first few of these differ mark¬ 
edly from each other in width, but soon the rate of variation becomes less 
marked. 

A given elementary lune contributes a disturbance at the field point P 
which is proportional in amplitude to the width of the lune. Further, the 
phase of the resultant disturbance from each elementary lune may be re¬ 
garded as that in which a disturbance originating from the corresponding 
minute element of arc in the plane of the figure would arrive at P. We shall 
explain briefly why we may regard the resultant disturbance as having this 
phase: We are interested in the phase differences with which the resultant 
disturbances from the various elementary lunes arrive at the field point. 
When we regard the resultant disturbance from each elementary lune as 
arising from the corresponding minute element of arc, we are omitting from 
consideration a certain phase angle, but, as will appear in due course, this 
phase angle is constant for all of the elementary lunes— at least for all of 
those taken as far from the pole of the wave as we shall ever want to take 
them. Now the omission throughout of this constant phase angle will not 
affect the phase differences. Therefore we may regard the disturbance from 
each elementary lune as originating from the corresponding element of the 
horizontal arc.* 

Since we may regard the disturbances as originating from the horizontal 

* The question here involved is further discussed in Appendix A, but this Appendix is 
written on the supposition that the reader will refer to it only after having completed 
the reading of the present chapter. 
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arc, our entire problem reduces to one in the two dimensions of the plane of 
the figure. Let us construct a vibration polygon on the basis of the two- 
dimensional problem which so arises. 

3. Vibration Polygon Based upon Elementary Lunes.—Referring to 
Figure 45, at the point M 0 of this figure erect a vector, 1, which represents 
in amplitude and phase the disturbance contributed by the first elementary 
lune adjacent to the pole of the wave on 
the right. At the head of this vector erect 
vector 2, which represents the disturb¬ 
ance from the second elementary lune. 

Similarly erect vector 3, etc. The ele¬ 
mentary lunes which taken collectively 
constitute the first half-period lune will 
contribute the first semi-convolution of 
the vibration polygon extending from 
Mq to Mi. The elementary lunes which 
constitute the second half-period lune 
will contribute the second semi-convolu¬ 
tion of the polygon extending from Mi 
to M 2 , etc. This polygon will be far from 
equilateral, especially in the first con¬ 
volution, but it will be accurately equiangular. The last follows because A r is 
constant in constructing the minute elements of arc. As we continue the 
construction, the vibration polygon will execute smaller and smaller con¬ 
volutions and will eventually wind up at some point such as /, which will be 
referred to as the asymptotic point of the polygon or rather of that branch 
of the polygon which is at present under consideration. A closing vector 
drawn from M 0 toJ would represent the effect of the entire right-hand half 
of the wave front. 

The minute lunes of the left half of the wave front contribute the vectors 
1', 2', 3', etc. It will prove to be convenient in joining these vectors to place 
the head of each succeeding vector at the foot of the preceding one as il¬ 
lustrated. It is permissible to do this because the order of summation is 
immaterial. The portion of the polygon extending from M 0 to M[ represents 
the contribution from the first half-period lune on the left of the pole of the 
wave. When a screen with a straight edge is present, with the edge at such 
a distance from the pole that only the first half-period lune on the left of 
the pole is effective, but leaving in addition the entire right-hand half of 
the wave effective, then the resultant disturbance at the field point under 
consideration will be represented by a closing vector drawn from the point 
M'[ to the upper asymptotic point J. When, on the other hand, there is no 
screen present and the entire wave front is effective, the disturbance at the 
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field point is represented by a closing vector drawn from the lower asymp¬ 
totic point J f to the upper asymptotic point J. According to the present 
scheme of dividing the wave front into elementary lunes, the closing vector 
from J 7 to J represents the effect of the complet e wave front-, or what we 
have called normal illumination. 

By considering the number of elementary lunes into which t he wave front 
is divided to increase indefinitely, we may pass from the vibration polygon 
to a corresponding vibration curve. This vibration curve will prove to be a 
so-called “Cornu spiral.” 

We shall next define the Cornu spiral and then proceed to consider first 
the properties of this spiral from a purely mathematical point of view. The 
demonstration that the vibration curve is a Cornu spiral will follow later. 

4. The Geometry of the Cornu Spiral.—Figure 40 represents the. spiral, 
This is defined by the equation: 

a). 

where v is the distance measured from the origin of co-ordinates, in terms of 
the scale indicated along the arc of the curve to a given point, on t he curve, 



Fig, 40 


and is the angle which the tangent erected at this point- makes with the 
X-axis. When v = 0, the angle ^ = 0, therefore the curve is tangent to the 
X-axis at the origin. Values of v measured to the left of the origin are to be 
considered negative. Since either positive or negative values of v lead to 
positive values of \p } there is an inflection at the origin. The curve is vert ical 
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or horizontal, as the case may be, when \p takes the values x/2, x, 3x/2, 
2ir, .etc. The corresponding values of v are Vl, l/2, 1 / 3 , 1 / 4 , etc. These 
roots when extracted are 1, 1.41,1.73, 2, etc., and it is to be noted that the 
curve in the figure is vertical or horizontal at the points bearing these values 
according to the scale laid off along the arc. It follows that the lengths of 
the successive quarter-convolutions of the curve are proportional to the dif¬ 
ferences between the square roots of the natural numbers, and, as readily 
deduced, the same relation holds among the successive semiconvolutions 
and also among the successive complete convolutions. The differences be¬ 
tween the square roots of the natural numbers vary rapidly at first, then 
more and more slowly, and finally approach zero asymptotically.. As a re¬ 
sult the first convolution of each branch of the spiral is far from circular; but 
as we proceed to convolutions of higher number, these rapidly become more 
nearly circular and the spiral winds up about the asymptotic points J 
and 

The curvature of a curve at a given point is defined as the reciprocal of 
the radius of curvature at that point. This reciprocal is equal to the element 
of angle swept out by the tangent, as the tangent moves along the curve, 
divided by the length of the corresponding element of arc. Denoting the 
radius of curvature at any point v of the spiral by R , the curvature at this 
point is: 



1 d\p 


that is, the curvature is directly proportional to the distance v measured 
along the arc. When this distance is infinite, the curvature is infinite, that 
is, the radius of curvature is zero. 

The intrinsic equation of the curve, equation 
(1), does not lend itself well to plotting, but the 
X- and F-co-ordinates of any desired number 
of points may be obtained as follows: Suppose ✓ x 
that v (Fig. 47) is a point on the spiral, and con¬ 
sider this point to be displaced by an infinites¬ 
imal distance dv . The corresponding increments of the X- and F-co-ordinates 
of the point are then: 





Fig. 47 


dx — cos yp dv — cos 


lev 2 

T 



dy — sin yp cfo = sin 


TTV 2 

T 


dv . 
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By integrating these equations from zero to an upper limit Vi, we obtain for 
the co-ordinates of a point lying out along the curve a distance Vu 

(4) xi= I cos -g- dv and \j \=J sm g dv . 

These integrals are known as the “Fresnel integrals.” Fresnel arrived at 
them in the year 1818 in the development of his theory of diffraction and 
tabulated their values for various values of the upper limit. V\. The evalua- 


TABLE I* 




Fresnel Integrals 



V 1 

( ^1 ’T® 2 j 

1 cos ^ av 
JO 2 

r<0 1 . irv* , 
sin - 0 dv 
-.0 2 


POM .. (tV 

2 

. TTltf . 

hi n dv 

.A' 2 

0.0. 

.0000 


2.6 

. 33S9 

. 5500 

0.1. 

.1000 


2.7 

. 3926 

.4529 

0.2. 

.1999 


2.8 

. 4675 

3915 

0.3. 

.2994 


2 9 

. 5624 

.-1102 

0.4. 

.3975 

.0334 

3.0 

6057 

4963 

0 5. 

.4923 

.0647 

3.1 

.5616 

.5818 

0.6. 

.5811 

.1105 

3.2 

.4663 

. 5933 

0.7. 

. . .6597 

.1721 

3,3 

.4057 

.5193 

0.8 . 

. 7230 

.2493 

3 4 

.43S5 

. 4297 

0.9. 

.7648 

.3398 

3.5 

.5320 

.4153 

1.0. 

.7799 

.4383 

3.6 

.5880 

.4923 

1.1. 

.. .7638 

. 5365 

3.7 

.5419 

. 5750 

1.2. 

7154 

.6234 

3.8 

.4*181 

. 5656 

1.3. 

6386 

.6863 

3.9 

.4223 

. 4752 

1.4. 

.. .. .5431 

.7135 

4.0 

.4984 

. 4205 

1.5. 

4453 

.6975 

4.1 

.5737 

. 4758 

1.6. 

.. . .3655 

.6383 

4.2 

.5417 

. 5032 

1.7. 

.3238 

.5492 

4.3 

.4494 

. 5540 

1.8. 

.3337 

.4509 

4.4 

,4383 

.4623 

1.9. 

.... .3945 

.3734 

4.5 

.5258 

.4342 

2.0. 

.4883 

.3434 

4.6 

.5672 

.5162 

2.1. 

.5814 

.3743 

4.7 

.4914 

. 5669 

2.2 . 

6362 

.4556 

4.8 

.4338 

.4968 

2 3 . 

.. . .6268 

.5525 

4.9 

.5002 

.4351 

2.4 . 

5550 

.6197 

5.0 

.5636 

.4992 

2.5. 

.. . .4574 

.6192 

oo 

. 5000 

.5000 


•From Gilbert, Acad. Roy. de Belgique , 31, 1 , 1803. The values of the pummi integral for ri -0.1 and 
v\= 1.8 have been corrected following Preston., The Theory of Light (0th ed.), p. 200, 


tion involves the use of infinite series and is troublesome. It. has been carried 
out by various methods and with greater accuracy since FreswTs i ime.f 
The values are given in Table I. As Vi increases, each integral passes t hrough 

t In succession by Knochenhauer, Cauchy, Quct, Gilbert, and Lommel. The papers of 
Gilbert, Acad. Roy. deBelgiqye, 31,1,1863, and of Lommel, Abhand . d. K. Bayer. Akad., 
15, 531, 1886, both give detailed references. See also Bril. Am>c. Report (()xford meeting, 
1926), p. 273. This Report and Lommel's paper give the integrals, not for given values of 
vi, but for given values of irvi 2 /2. 
































Sec. 4 


THE GEOMETRY OF THE CORNU SPIRAL 


59 


maxima and minima because of the oscillating nature of the trigonometric 
functions. Moreover, the maxima and minima for the two integrals occur 
out of step with each other. 



Fig. 48 


The integrals may also be evaluated graphically. Referring to Figure 48, 
suppose v is plotted as abscissa and cos rv 2 /2 and sin to 2 /2 are respectively 
plotted in separate graphs as ordinates, as indicated. The areas under the 
curves, taken up to a given value of v, namely, vi, represent respectively 

r \ Cv i 

cos ( to 2 / 2 ) dv and sin (to 2 / 2) dv. Areas lying below the axis of ab- 

o 

scissae are to be counted as negative. It is to be noted that the points at 
which the curves cross the horizontal axis crowd closer together as v in¬ 
creases. As the upper limit, wi, is raised indefinitely the oscillations which 
the areas, the integrals, undergo, become smaller and smaller. That is, the 
integrals approach a definite limit as Vi approaches infinity. 

It may be shown analytically* that when the upper limit vi is infinite: , 

r±o 0 r± 00 7^2 

(5) cos 0 dv=±% and sin dv— \. 

The integrals extended to infinity give the co-ordinates of the asymptotic 
points J and J' of the Cornu spiral which lie respectively at x = J, y = % and 

x= ~hy =-i 

From a practical, a physical point of view, the value of either integral for 
any very high finite value of Vi, let us say vi== 10,000 may obviously be con¬ 
sidered equal to the value for Vi = oo . Or, speaking in terms of the spiral, 
the convolutions of very high number are minute in extent and consequent¬ 
ly have no physical importance. 

The idea of plotting the integrals and of using the graph so obtained for 
the graphical solution of diffraction problems was first conceived in 1874 by 
A. Cornu,t and for this reason the spiral bears his name. This innovation 

* Drude, The Theory of OpticSj trans. Mann and Millikan (Longmans, 1917), p. 188, 
or ibid. (3d Gorman ed.), p. 178. 

t Jour . de phys., 3, 1 and 44, 1874. 
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introduced by Cornu led to the very valuable conception of the graphical 
treatment of diffraction. 

It is to be noted that in the intrinsic equation for the spiral, iA= tt^ 2 /2, 
the value of the constant, t/2, determines the scale which must be laid off 
along the curve and along the axes of co-ordinates. When a different con¬ 
stant is used this scale will be different, but the curve will still have the same 
form and may quite properly be called a “Cornu spiral.” 

6. The Cornu Spiral as a Vibration Curve.—It was previously stated 
that the vibration curve based upon the division of the wave front into lunes 
would prove to be a Cornu spiral. This statement will now be somewhat 
amplified, and then the needed proof will be given. 

When the wave-length is short, as it is in the case of light-waves, the vi¬ 
bration curve proves to be a Cornu spiral from a practical point of view. 
As will be shown, the early convolutions of the vibration curve approximate 
extremely closely to the corresponding early convolutions of the Cornu 
spiral. We do not care whether a high degree of approximation between the 
two curves exists, convolution for convolution, among the convolutions of 
high number or not. However, both curves soon convolve in nearly circular 
arcs and both curves wind up asymptotically about the centers of these 
nearly circular arcs. Therefore the asymptotic points of the two curves very 
nearly coincide. We shall make use only of the convolutions of low number 
and of the asymptotic points—for which high approximation to identity 
exists. Therefore it is permissible to consider the vibration curve to be a 
Cornu spiral. 

^' We shall now prove that the early convolutions of the vibration curve ap¬ 
proximate extremely closely to the early convolutions of the spiral. 

The basic principles of Fresnel's theory of diffraction are expressed Jyrszy 
former equation (13/in chapter 2, which ia.T&wrfsd Jttve: 



j k Ada 

as= -cos 2w 

ar 


! t_ a N 

X, 


r 

X ’ 


Here dcr is a minute element of area on the wave front and r is the distance 
of this element from the field point under consideration. The clement must 
be one of which all portions may be considered to he at the same dist ance r 
from the field point. The various portions of an elementary lunc do not 
satisfy this condition, hence it would not do at all to let dcr represent the 
area of an elementary lune. However, we may write da = h d(j } where d(j is 
the width of the elementary lune where it crosses the central horizontal 
plane, or, what is the same, the length of the corresponding minute (dement 

of the horizontal arc drawn across the wave front, and A is a certain “equiva¬ 
lent height."* 

* Further discussed in Appendix A. 


i 
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We will be concerned with only, let us say, the first five, ten, or at most 
twenty convolutions of the vibration curve. Now the first twenty convolu¬ 
tions will be contributed by the first forty half-period lunes of the wave 
front, and a simple calculation shows (details given in footnote) * that when 
a= lm, 6 = lm, and X = 5000 A, these forty half-period lunes will all fall 
within a horizontally measured distance of only .316 cm from the pole of 
the wave. Correspondingly, the distance r will vary only from r = 6 = 
100.000 cm to r — b+ 40 (X/2) = 100.001 cm. That is, r will vary by only 
one part in one hundred thousand. Now it is only the proportionate varia¬ 
tion of r which matters in the amplitude term of the foregoing equation. 
Consequently we shall still obtain a result which is correct to a very high 
degree of approximation if in the amplitude term of equation (6) we intro¬ 
duce rasa constant equal, namely, to b. This permitted simplification will 
shortly be introduced. 

In the phase term of equation (6) the small variation of r must be taken 
account of. In this term this small variation is divided by the likewise small 
quantity X and is the all-important thing with which we are concerned. 

Since the first forty half-period lunes all fall within a small distance on 
either side of the pole, the variation of the inclination factor over this small 
range will be extremely slight, and hence we may regard this factor as a 
constant in developing the theory (illustration given in footnote).f 

Where the radius vector r occurs in the phase term of equation (6), let 
us for convenience substitute for if b+8 , where 8 is the retardation, or path 
increment. Also substituting dcr — hdq and r — b in the amplitude term as 
above suggested, equation (6) becomes: 



. kAh dq 
as— . cos 2t 
ab 


. \ T 


a+b N 
A j 


8 

X_ ’ 


Let us now use this equation as a basis for plotting a vibration curve. 

Beginning at the pole of the wave, each element dq of the horizontal arc 
drawn across the wave front goes over into an clement dv of the vibration 
curve, and dv — C dq } whore C is a constant because all terms in the ampli- 

* At the outer edge of the fortieth half-period lune the path increment is 5 =40X/2 = 
.0 01 cm , when X = 5000 A. The distance measured across the wave front is q = 
\/2abd/(a+b) t according to oq. (5) of chap. 2. When a=lm and 6=lm, we have q~ 

l/2X(10d) 2 X.001/200*.310 cm. 

f Taking the same values of «, b> and X as before, the first forty half-period lunes 
all fall within .310 cm of the pole. An arc, of ,310 cm on the wave front subtends an angle 
of 11 minutes at the source of light. At the end of this are the inclination angle is 2X11 = 
22 minutes. For purpose of illustration let us suppose that k varies in proportion to the 
cosine of the inclination angle. Accordingly, the variation of k in passing from the pole 
of the wave to the end of this are will he only one part in fifty thousand, as may be veri¬ 
fied by looking up the cosine function in trigonometric tables. 
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tude term of equation (7) are constant, except k , and k may be regarded as' 
constant. Moreover, the constant C may be arbitrarily chosen because the 
scale to which we plot the vibration curve is a matter of choice. Further, 
let us take v~ 0 when g = 0, then: 

( 8 ) v~Cq . 

That is, there is a direct proportionality between the distance q measured 
across the wave front and the distance v measured along the arc of the 
vibration curve. 

The disturbance from an element of the horizontal arc taken at the pole 
of the wave, where 5 = 0, is to be plotted as an infinitesimal horizontal vec¬ 
tor. Consequently, the disturbance from an element taken where the path 
increment 5 differs from zero must be plotted, making an angle 2x5/X with 
the horizontal. That is, the corresponding element of the vibration curve 
must make an angle $ = 2irb/\ with the horizontal. We may express 5 in 
terms of q , that is, 5 = <z 2 (a+b)/2a&, according to an approximate relation 
previously deduced (eq. [5] of chap. 2) and then in turn substitute for q the 
value v/C. Doing this we have: 

, _27r5_27r q 2 X(a+b) _wv* 2 (a+b) 

U X “ X 2ab ” 2 C~ab\ * 

That is, is proportional to v 2 —or, in other words, we have a (-ornu spiral. 
In order to have on our spiral the scale given by Cornu, we must choose C 
in such a manner that 2(a+b)/C 2 a b\ equals unity or: 



q 2(a-)-6) 
ab\ 


Substituting this value of C in equation (9), we have: 




7 rV 2 

2 ‘ 


This is identical with the defining equation for the Cornu spiral. 

When the constant of proportionality connecting q and v } namely, (\ is 
chosen as above, it is possible to apply the spiral, with the scale given by 

Cornu, to any diffraction problem of suitable nature, irrespective of particu¬ 
lar values of a, b, and X. 

Since v=Cq , it follows from equation (10) that: 

(12) v = 2(a+b) 

M a b\ ’ 
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We have now deduced that equation (7), used as a basis for plotting 
a vibration curve, leads to a Cornu spiral. However, this equation is 
itself an approximation and there are further approximations introduced in 
deducing that the equation leads to a Cornu spiral. But these approxima¬ 
tions are all extremely good while we are close to the pole of the wave, or in 
other words for the early convolutions of the vibration curve. It is because 
the wave-length of light is very short that the approximations are so ex¬ 
tremely good for the early convolutions. And for the same reason we are 
able to reduce what is in its general aspects a very difficult problem in three 
dimensions to a much simpler problem in the two dimensions of the hori¬ 
zontal plane. 

The vibration curve is from a practical point of view a Cornu spiral and 
the two curves will henceforth be considered as identical. 

Suppose that only a given portion of the wave front is effective. To this 
portion will correspond a portion of the spiral extending from a certain 
point v x (Fig. 49) to a second point v 2 . Passing over for the time being the 



Fig. 49 

* 

question of how the positions of the points Vi and v% may be determined, be 

it noted that the closing vector # from v x to v 2 represents the amplitude of 

illumination which prevails, and the square of the length S represents the 

intensity. The vector ti may be resolved into a horizontal component X = 
r v, 2 r ® a 

cos (icv 2 /2)dv and a vertical component Y = sin (7 rv 2 /2)dv. The sum 

of the squares of these two integrals will now represent the intensity. Thus 
the intensity of illumination is represented by: 



r f % TV 2 , 2 2 . TTV 2 , 2 

/ = cos 0 do + sm 9 do 


The intensity of illumination is represented by the sum of the squares of 
the Fresnel integrals taken between appropriate limits. 


1 



64 


THE METHOD OF LUNES 


Chap. 3 


When the entire wave front is effective, the closing vector becomes the 
one joining the asymptotic points. The Fresnel integrals are then to be ex¬ 
tended from —oo to +oo. 

The reader who is making his first study of the subject of diffraction no 
doubt feels troubled by many points of the difficult theory over which he 
has been laboring. However, he is counseled not to try to dispel his difficulties 
by further applying himself intensively to the present chapter forthwith. 
He should rather pass on soon to the study of how the Cornu spiral is used 
in arriving at typical diffraction patterns, as taken up in the next chapter. 
There many matters will clarify themselves. 

Amplified treatment of several points which have arisen in the present 
chapter is presented in Appendix A. The reader may do well, however, to 
defer the reading of this Appendix until after having learned how the spiral 
is used. 



CHAPTER 4 


TYPICAL DIFFRACTION PATTERNS OF 
THE FRESNEL CLASS 

a 

Fresnel studied the diffraction patterns which are formed when light from 
a secondary source 0 (Fig. 50) passes a diffracting screen of some type D, 
and the pattern is formed in the field plane PP\ This arrange¬ 
ment includes all situations which we have thus far considered. 

Fresnel used a condensing lens for concentrating a beam of 
sunlight upon the pinhole or slit which acts as a secondary 
source, and an eyepiece for viewing the pattern already formed 
(as described at the beginning of chap. 1). These lenses serve 
simply as accessories—they play no role in forming the pat¬ 
tern. But Fresnel did not place any lenses between the second¬ 
ary source 0 and the field plane PP*. Lenses so placed affect 
the formation of the pattern. However, today we also include 
as Fresnel patterns those patterns which are formed when one 
or more lenses are placed between the secondary source and the field plane, 
provided the secondary source and the field plane do not occupy conjugate 
focal planes . When they do occupy conjugate focal planes the pattern is of 
another, the so-called Fraunhofer class. The reason for this classification we 
shall learn in the next chapter after we have studied some patterns of both 
the Fresnel and the Fraunhofer class. In the meantime we may think of 
the Fresnel class simply as comprising those patterns which are formed with¬ 
out using lenses between the secondary source and the field plane where 
they would affect the formation of the pattern. 

Patterns formed without lenses were first observed by Grimaldi, yet 
they have come to be known as Fresnel patterns. Fresnel greatly ad¬ 
vanced our knowledge of them, both on the experimental and on the theo¬ 
retical side. Moreover, Fresnel's work preceded that of Fraunhofer on the 
other type of pattern by only a few years. The advances made by the two 
distinguished physicists appear in retrospect as contemporaneous and the 
designations which we apply to the two classes of patterns co-ordinate these 
advances. 

In undertaking our consideration of Fresnel patterns it would seem rea¬ 
sonable upon first thought, to begin with, let us say, the pattern formed by a 
circular aperture. The method of ssonos leads, as we have seen, to an elegant 
and simple determination of the illumination which obtains on the axis of 
the aperture, and in any field plane perpendicular to this axis the illumina¬ 
te 
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tion must be symmetrical about the axial point. Howcvci, even though this 
illumination be symmetrical, it is a difficult matter to deduce theoretically 
what it should be. The circular disk presents an equally difficult, problem. 
We shall therefore begin by using the Cornu spiral as a vibration curve for 
the study of the patterns which result from diffracting systems which have 
straight parallel boundaries. With such systems, when the boundaries are 
vertical and a point source of light is used, the fringes are vertical and prac¬ 
tically straight. Hence it is possible, and it is custoinaiy, t o use a narrow 
vertical slit as source. The problem may be treated, as we have learned, as 
one in a horizontal plane. We shall determine the illumination along a 
horizontal line, e.g., the line PP' of Figure 50, and it will be understood in 
each example that the pattern consists of fringes running perpendicular to 
the plane of the figure. We shall consider first the pat,t ern formed by a single 

straight edge, f 

1. The Straight Edge—The pattern due to a vortical straight edgo con¬ 
sists of a single set of vertical fringes (see Fig. 51, upper portion). The dif¬ 
fracting screen extends indefinitely to 
the left. The fringes occur just beyond 
the edge of the geometrical shadow, in¬ 
dicated by the point It. They diminish 
rapidly in spacing and in degree of in¬ 
tensity variation, merging soon into 
uniform, normal illuminat ion. The low¬ 
er portion of Figure 51 is a plot of posi¬ 
tion in the pattern as abscissa against 
intensity as ordinate. In Figure 52 the 
same intensity variation is shown to 
larger scale, curve /, and the variation 
of amplitude of illumination is shown 
by curve A . 

Our problem consists in accounting 
for the diffraction pattern by using 
the Cornu spiral as a vibration curve, 
Referring to Figure 53, suppose Poisa 
point lying on the edge of the geomet¬ 
rical shadow. The pole of the wave 
with reference to this point is M o, co¬ 
inciding in position with the edge of the screen. The left half of the wave is 
obstructed and the entire right half is effective. The amplitude of illumi¬ 
nation is represented by the vector OJ (Figure 54a) drawn from the o # 
of the spiral to the upper asymptotic point. This amplitude* is half oi t* 1 
of normal illumination and hence, as is to be noted, the curve* ;l (I ig 
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crosses the edge of the geometrical shadow at one-half of the height which 
represents the amplitude of normal illumination. Correspondingly, the 
curve I crosses at one-quarter of the height of normal intensity. 
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Fig. 54 


For the field point P 8 (Fig. 53), lying within the shadow, the pole of the 
wave is M 8 . Viewed from P 8) the left half of the wave is M 8 M f and this is 
entirely obstructed, and so is a portion of the right half, M 8 Mq, but the re¬ 
mainder of the right half of the wave is effective. The origin of the spiral 
always corresponds to the pole of the wave which is now M s . The illumina¬ 
tion from the effective portion of the wave is measured by the closing vector 
.,61. he corresponding portion of the spiral, namely, by a vector such as 0 8 J 
Fig: 546). If the point P 8 were moved to the left, farther into the shadow, 
point 0 8 would move along the spiral toward J, the closing vector be- 
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coming gradually and continuously shorter. The illumination diminishes 
continuously until complete darkness is attained—there are no fringes with¬ 
in the geometrical shadow—there are no so-called internal fringes. 

For a point Pi (Fig. 53), lying in the illuminated region of the pattern 
the pole of the wave is M { . Viewed from Pi, a portion of the. left half of the 
wave, namely, MiM 0 , is effective, and so is all of the right half. The illu- 
mination is therefore measured by a vector such as OJ (Fig. 54c). If the 
point P t were moved to the right, the point 0,- would move farther out on 
the left branch of the spiral. When 0 % reaches the point m h the closing 
vector, drawn always to the point J , attains a maximum value. This is the 
first maximum attained and to it corresponds the first bright, fringe in the 
pattern. When Oi reaches the point m[, the closing vector attains its first 
minimum value, representing the first dark fringe. As the moving point 
proceeds farther out along the left branch of the spiral, the closing vector 
passes through successive maxima and minima representing the successive 
bright and dark fringes of the pattern, which consists of a single set, of so- 
called external fringes. Upon proceeding farther and farther into the illu¬ 
minated region, the convolutions of the spiral become smaller—the maxima 
and minima occur closer together and become less and less pronounced. 
Normal illumination, represented by a vector drawn from ,/' to J, is gradu¬ 
ally attained. 

The first maximum in the pattern occurs before the first half-period ele¬ 
ment of the wave front is fully exposed, as indicated by the fact, that the 
point mi (Fig. 54c) occupies a position on, and not quite at the end of the 
first semiconvolution of the spiral. A corresponding conclusion applies to 
the first minimum and to subsequent maxima and minima. 

At a given point in the diffraction pattern the proper point on the spiral 
must be chosen from which to draw the closing vector to the upper asymp¬ 
totic point J . It remains to show how the point on the spiral is determined; 
Referring to Figure 53, denote by the symbol z, the distance of a point in 
the pattern, e.g., Pi , from the edge of the geometrical shadow, t hus z ~ /Vj. 
The pole of the wave with reference to Pi is M i} and this lies at a distance 
q=MoMi from the straight edge. Since both the (list ancon q and z are small; 



q=z 


a 

a+b ’ 


We have previously derived an equation relating a distance q measured 
across the wave front with a length of arc of the spiral v, namely, equation 
(12) of chapter 3, which we repeat here: 





2(a+b) 
ab\ ' 
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To a given displacement z in the diffraction pattern there corresponds a dis¬ 
placement q of the pole of the wave, and an addition or subtraction of a 
length of arc v to the effective portion of the spiral. The quantities z, q, and 
v are interrelated according to equations (1), (2), and (3) by factors which 
are constant once the values of a, b, and X have been chosen. In Figure 52 
the upper of the two scales of abscissae are in values of v. This scale is inde¬ 
pendent of particular values of a, 6, and X. The lower scales are in values of 
z in millimeters, plotted on the supposition that a = l m, b = l m, and X = 
5000 A. It is to be noted that v is expressed in equations (2) and (3) as a 
ratio of lengths and v hence has the dimension of a pure number. 

The verification of the theoretically expected positions of the fringes in 
the straight-edge pattern was made by Fresnel. This verification today 
forms an instructive laboratory exercise for which directions are given in 
Appendix B. In connection with this exercise it is desirable to use a graph 
of the Cornu spiral plotted to a large scale.* The verification of the in¬ 
tensities of the fringes is a more difficult problem, involving careful photom¬ 
etry. This was carried out recently for the first time by a photographic 

method.! 

As stated in chapter 1, section 2, if we follow the locus of a given fringe, 
in space, from the diffracting edge backward, the locus is a hyperbola. 
This fact follows immediately from equation 
(3). For a given fringe v is constant. For 
example, for the first bright fringe v has a 
value of about 1.2. We now regard b as in¬ 
dependent variable and z as dependent vari¬ 
able, that is, we regard z as a function of b. 

We then obtain a hyperbola in b and z. 

The occurrence of the fringes in the 
straight-edge pattern can also be explained 
qualitatively in a very elementary manner 
by invoking only the method of zones: For 
a field point on the edge of the geometrical shadow, the straight edge allows 
one-half of each zone to pass (see Fig. 55). The amplitude of illumination 

* This may be plotted from the table of Fresnel integrals given in chap. 3, or copies 
may be obtained for a small sum from the Blue Print Shop, Engineering College, Uni¬ 
versity of Mich., Ann Arbor, Mich. 

j T. N. Lyman, Proc. Nat. Acad., 16, 71, 1930. 
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is hence half that of normal illumination and the phase of the disturbance 
coincides with that due to the first zone. Upon moving out from the edge 
of the geometrical shadow a small distance, a larger proport.ion of the first 
zone is added than is added for zones of higher number (see Fig. 56). Con¬ 
sequently the illumination is increased and attains a maximum under the 
conditions represented in the figure. Upon moving farther out, relatively 
more of the second zone is added, so that the illuminat ion decreases. In this 
manner the occurrence of the successive maxima and minima may be ex¬ 
plained. It is difficult, however, to formulate a corresponding, simple ex¬ 
planation by the method of zones for the continual decrease in illumina¬ 
tion which occurs upon proceeding inward from the edge of the geometrical 
shadow. 

Through accounting for the pattern due to the straight edge, whether by 
the Cornu spiral or otherwise, we have incident ally again deduced the law 
of the rectilinear propagation of light, to the degree t o which this law holds, 
for we find that complete darkness should obtain well within the geometii- 
cal shadow and normal illumination should obtain well outside of the shad¬ 
ow. Similarly in the subsequent consideration of patterns arising from vari¬ 
ous other diffracting systems the reader should bear in mind that whenever 
the nature of a pattern is deduced from theory, this deduction in each case 
carries with it a deduction of the law of rectilinear propagat ion t o t he degree 
to which the law holds. 

External fringes similar in general appearance to those formed by a 
straight edge surround the shadow of almost any object when a point source 
of light is used. This is more or less what we should expect, because general 
considerations of physical continuity lead us to anticipate that if an edge 
deviate slightly from being straight the fringes will curve correspondingly 
but will in other respects retain their general appearance. The question 
then arises: How much may an edge be curved before the general appear¬ 
ance changes? The answer given both by observation and by theory, in 
those cases which lend themselves to analysis, is that an edge may permis¬ 
sibly have fairly great curvature, and that external fringes of the general 
type of those formed by a straight edge will ordinarily surround all portions 
of the shadow of an object except where the curvature of the edge is very 
great, as, for example, where the object has a sharp projection. However, 
very small objects fail to show the characteristic ext omul fringes in question, 
for obvious reasons, and the same applies to object s which are very small in 
one cross-sectional dimension, as, for example 4 a fine wire or a hair, 

2 . The Single Slit.—The nature of the pattern which arises from a slit 
depends markedly upon the width of the slit. Examples an* shown dia- 
grammatically in Figure 57. The slit width increases in the successive dia- 
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grams, progressing downward. The edges of the geometrical shadow and the 
amplitude of normal illumination are indicated by broken lines. It is to be 

noted that at the center of the pattern _ 

the illumination is in some cases a - 

maximum and is in some cases a mini- v = ■* 


mum. 

Let us see how the Cornu spiral is 
to be used as a vibration curve: 

Referring to Figure 58, at the central 
field point P 0 , equal portions of the 
wave front to the right and left of the 
pole are effective. Corresponding equal 
arcs of the spiral must be taken along 
each branch (Fig. 59a). The length of 
the closing vector, drawn from Ox to 
0 2 , is a measure of the illumination 
which obtains at the central point of 
the pattern. The length of arc of the 
spiral which is to be taken will be de¬ 
noted by 2v f . Thus v f denotes the length 
along each branch. The value of v' is 
determined by equation (2), in which q 
is to be given the value q' = w/2, where 
w is the width of the slit. 
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To determine the illumination which obtains at another field point, e.g 
Pi (Fig. 58), the same total length of arc of the spiral 2v' must again be used 
because the same width of the wave front, determined by the width of the 
slit, is still effective. The pole of the wave has now shifted to the left, how¬ 
ever—a smaller part of the effective portion of the wave lies on the left of 
the pole and a larger part lies on the right. Consequently the length of arc 
2v' must now extend a lesser distance along the left branch of the spiral and 
a correspondingly greater distance along the right branch (see Fig. 596), 
The closing vector of this arc represents the amplitude of illuminat ion. The 
amount by which the arc is shifted along the spiral is determined by equa¬ 
tion (3), in which the symbol z represents the distance of the field point in 
question from the central point of the field. 

When the given field point lies on the edge of the geometrical shadow on 
the left, that is, at P e (Fig. 58), the effective portion of the wave front 
extends from the pole toward the right. The length of arc 2v' must, now ex¬ 
tend from the origin of the spiral along the right-hand branch (Fig. 59c). 
When the field point lies within the geometrical shadow on the left, at P„ 
the effective portion of the wave front begins at a cert ain point on the right 
of the pole and extends farther to the right—the length of arc 2v' now ex¬ 
tends from a certain point on the right-hand branch of the spiral (Fig. 59d) 
to another point lying farther out on this branch. The closing vector always 
represents the amplitude of illumination. The curves of Figure 57 were 
plotted from point to point in the manner which has just been indicated. 
The scales of linear distances, 2 -values, are plotted on the supposif ion that 
a = 1 m, 6 = 1 m, and A=5000 A. 

When the width of the slit is small, topmost curve of Figure 57, the corre¬ 
sponding segment of the spiral of length 2v', is short, and it is necessary to 
shift this segment far out along one branch or the other of the spiral before 
it curls so much that the closing vector becomes markedly shortened. In 
other words, the central maximum of the pattern extends far beyond the 
.confines of the geometrical beam, and the narrower the slit is, the farther 
does the central maximum extend. We approach the ideal condition of an 
infinitely narrow portion of the wave front giving rise to Huygens’ wavelets 
which spread out laterally in all directions. 

When the width of the slit is intermediate, there are fringes both within 
the geometrical shadow, internal fringes, and fringes outside of this, ex¬ 
ternal ones. The division of the fringes into two sets is, however, a rather 
arbitrary one as there is no abrupt transition in spacing or intensity as we 
pass across the edge of the geometrical shadow. In contradistinction we 

shall find that for the case of a bar of intermediate width, a rather abrupt 
transition occurs. 

When the width of the slit is great (see lowermost curve of Fig. 57) the 
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corresponding segment of the spiral of length 2v r is long, and comprises 
numerous convolutions in each branch of the spiral when the central field 
point is under consideration. Upon leaving the central field point, only small 
variations from normal illumination occur at the outset. As either edge of 
the geometrical shadow is approached, the variations increase in magnitude. 
As the slit is progressively widened farther, the pattern progressively ap¬ 
proaches that of two opposed straight edges acting independently of each 
other. 

3. The Bar.—The problem of the bar forms a complement to the prob¬ 
lem of the slit. The entire wave front is now effective except the portion 
which is stopped by the bar. At the central point of the shadow, equal 
portions of the wave front to the right and left of the pole are stopped. 
Corresponding equal arcs must be removed from each branch of the spiral, 
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namely, the broken portion of the curve in Figure 60a. The illumination is 
obtained by adding the vectors OJ and J'O'. The length of the broken arc 
will be denoted by 2v f , so that v f denotes the length along each branch. 

To determine the illumination which obtains at a field point other than 
the central one behind the bar, the same total length of arc of the spiral, 
2v f , must again be removed (Fig. 60b), but since the pole of the wave does 
not now lie at the center of the bar, the arc 2v' is now no longer located sym¬ 
metrically with reference to the origin of the spiral. The vectors OJ and 
J f O r differ in length and direction and they must be added vectorially to ob¬ 
tain the amplitude of illumination at the field point in question. By apply¬ 
ing equations (1), (2), and (3) in accord with the principles which were out¬ 
lined in discussing the cases of the straight edge and the slit, the complete 
diffraction pattern may be plotted from point to point. 
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The length of arc which has been removed in drawing Figures 60a and 
60b corresponds to a bar which may be termed a narrow one from the point 
of view of the diffraction pattern which results. For a bar of medium width 
several convolutions of the spiral would have to be removed. Figure 61 
represents the pattern for such a bar. The length of arc of the spiral which 
was removed in arriving at this pattern is 2v f = 6, or t wo and one-quarter 
convolutions of each branch, at the central point of the pattern. * 

There is a set of external fringes on each side of the shadow and each set 
is nearly identical with the set of fringes which would be produced by a 
single straight edge when the values of a, 6, and X are the same in both 
cases. That this should be true may be readily seen. (Consider the field point 
which lies on the right-hand edge of the geometrical shadow. The vector 
which corresponds to OJ in Figure 60 now extends from the origin of the 
spiral to the upper asymptotic point. The removed arc of the* spiral ex¬ 
tends from the origin along the lower branch for six unit s measured along 
the arc. The vector which corresponds to J'O' is then very short. Upon 
proceeding to the right in the pattern into the illuminated region, the re¬ 
moved arc of the spiral slides farther out along the the lower branch. The 
vector which corresponds to OJ undergoes the same variations which the 
vector representing the external illumination at. a single straight edge under¬ 
goes, and the vector which corresponds to J'O'is so short that it contributes 
but little to the final result. 


There is also a set of internal fringes. The central fringe of this set is 
always a bright one irrespective of the width of t he bar, because t he vectors 
OJ and J'0 f always point in the same direction at. the central position, 
and a displacement from the central position causes t hose vect ors t o rotate 
in opposite directions with an ensuing diminution of their sum which meas¬ 
ures the illumination. In contradistinction, at. the center of the fringe 1 sys¬ 
tem due to a slit, the illumination may be either a maximum or a mini¬ 
mum. It will presently be shown that the spacing of the internal fringes in 
the diffraction pattern due to a bar should not depend upon the distance 
which we have designated by u, the distance from f lie* source t o t he bar, hut 
should be determined solely by the magnitudes of b, X, and u\ the width of 
the bar—and this is borne out by experiment. In fact, the internal fringes 
have the same spacing which the interference fringes in Young's experiment, 
with two slits have when the slits are separated by a distance equal lo the 
width of the bar. The fringes may be regarded as arising from the inter¬ 
ference of light inflected at the two edges of the bar. This viewpoint will 
be further discussed in chapter 7, sections 10 and 11. 


pn a ? d ^ = r)00 ° A and substituting the value v* :j for /• in 

pm anhTn ^ 9 “ 106 C3pl ’ 0r for th(i diameter of the bar. tv .. .1312 

cm, and for the width of the geometrical shadow, .414 cm. / 
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When the bar is a narrow one, e.g., a fine wire, the distinction between 
the external fringes and the internal fringes is no longer a striking one. 
When the bar is wide, the internal fringes lie extremely close together and 
may escape observation. 

The foregoing statements regarding the spacing of the internal fringes may be 
theoretically deduced as follows: 

It is shown in treatments on interference that the separation of the fringes in 
Young’s experiment is: 

b\ 


where w is the distance between the two slits and b is the distance from the plane in 
which the slits are located to the plane of observation. 

Passing to the consideration of our diffraction pattern, at the center there is an 
arc of length v f removed from each branch of the Cornu spiral. The radius of curva¬ 
ture of the spiral at the point located a distance v' from the origin, measured along 
the arc, is according to equation (2) of chapter 3 equal to: 




Upon leaving the center of the pattern the points which correspond to 0 and 0' of 
Figure 60a move, one clockwise and the other counter-clockwise, and after a quarter 
of a convolution the vectors which correspond to OJ and J'O f are oppositely directed 
—the illumination is a minimum. After another quarter of a convolution, or after 
a semiconvolution from the starting-point, the vectors OJ and J f O f again have the 
same direction and we attain the first maximum adjacent to the center of the pat¬ 
tern. Since the radius of curvature of the spiral is = 1 /ttw', the length of a semi¬ 
convolution in the vicinity of the point located at a distance v f from the origin is: 

1 

( 6 ) v G =TrR'=~, . 

To the length v 0 measured along the spiral there corresponds a distance z<> measured 
from the center of the pattern to the first adjacent maximum, the value of z 0 being 
obtained by applying equation (3), namely: 

a+b ab\ 

W Zo=v °-"d~\2(a+b) ’ 

Substituting in accordance with equation (6), for v 0 the value 1/V and then express¬ 
ing v f by equation (2) in terms of q' and remembering that 2 q f = w, equation (4) is 
obtained for the separation of the internal fringes. This shows that the spacing does 
not depend upon the distance a, and is the same as in Young’s interference experi¬ 
ment. 
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4. The Double Slit—A typical pattern for a double slit is shown dia- 
grammatically at the top of Figure 62. The pattern may be regarded as 
arising from the summation of two disturbances, one from each slit, the 
summation being carried out in accordance with the principle of interfer¬ 
ence, that is, taking due account of the difference of phase of each of the 
two disturbances. At the bottom of the figure the two pat,terns which would 
arise from each slit acting separately are represent,ed. From considerations 
of symmetry it is clear that at the central field point,, I\,, the two disturb¬ 
ances, one from each slit, must arrive in the same phase. Consequently 
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at this point the height of the upper curve is equal to the sum of t he heights 
of the lower curves, the ordinates of all three curves being taken to repre¬ 
sent amplitudes. As we pass from the central point of t he pattern to the 
left, the phase of the disturbance from the right-hand slit lags behind that 
from the left-hand slit and when the phase difference attains a value of it we 
arrive at a minimum of illumination (point e in the figure). Invoking the 
Cornu spiral, at the central point P 0 the arc O'Q'P' (Fig. 63) is effectives for 
the left-hand slit, and the arc OQP is effective for the right-hand slit. The 
closing vectors O'P' and PO of these arcs are equal in lengt h and are parallel 
their resultant is obtained by taking their arithmet ical sum—at. t he cen¬ 
tral point of the pattern. As we pass from the center to the left, the arc 
O'Q'P' slides along the spiral in a clockwise sense and consequently the 
vector O'P' rotates clockwise. The vector PO, on the other hand, rotates 
counter-clockwise. The situation resembles that which obtains within the 
shadow of a bar, and the reason for the occurrence of the closely spaced 
diffraction or interference fringes which are present in the region h'h of the 
pattern (Fig. 62) should now be clear. In the regions hg and gf, and h'g f 
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and g'f> similar, closely spaced fringes are not observed. The intensities of 
the two interfering beams differ greatly in these regions and the correspond¬ 
ing intensity variations are small in magnitude and escape observation. 

There may be several broad maxima in which narrow fringes occur, be¬ 
tween the two slits, instead of a single broad maximum as shown in our figure 
—depending upon how the conditions of the experiment are chosen. The 
reader who is interested should not fail to make his own observations. The 
slits should be two- or three-tenths of a millimeter wide and separated one 
or two millimeters, the distance from the source slit to the double slit being 
perhaps a meter. The slits may be conveniently made from short straight 
pieces of wire, separating these by inserting bits of metal of the required 
thickness between them, at their ends. By beginning the observations with 
the observing eyepiece or hand lens close to the slits and gradually with¬ 
drawing it, the pattern passes through beautiful and interesting transfor¬ 
mations. 

5. The Circular Aperture.—For the study of the diffraction pattern due 
to a circular aperture a point source of light is used. At a distance from the 
source which we designate by a, the diffracting screen is erected with the 
axis of the aperture passing through the source. The pattern is observed in 
a field plane beyond the screen at a dis¬ 
tance 6, the field plane being perpendicular 
to the axis of the aperture. The form of 
the resulting pattern depends markedly 
upon the diameter of the aperture; how¬ 
ever, when the distances a and b and the 
wave-length X are so chosen that each of 
two apertures subtends the same number 
of zones with reference to the axial field 
point, then the patterns are the same ex¬ 
cept for a scale factor. That this is true 
will become evident as we proceed. 

In making observations the number of 
zones which a given aperture subtends 
may be varied by varying the distances a 
and b. The distance b may be varied con¬ 
tinuously while looking through an observing eyepiece which is arranged 
to slide along an optical bench. 

Figure 64 shows a photograph, by W. Arkadiew,* for an aperture which 
subtends six zones. Since the number of zones is an even one, the pattern 
has a dark center. In Figure 65, also by Arkadiew, the pattern for an aper- 



Fig. 64. —Circular aperture; six 
zones (from W. Arkadiew, Phys. 
ZeiL, 14, 832, 1913). 


* Phys. ZeiL, 14, 832, 1913. 
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ture which subtends three zones is shown. The upper part of the figure 
shows an intensity curve calculated upon the basis of theory developed by 
F Lommel * The broken vertical and horizontal lines mark respectively 

the edge of the geomet rical shadow and 
the intensity of normal illumination, 

As we should expect, the intensity at 
the center of the pattern is four times 
that of normal illumination. We may 
account qualitatively for 1 ho dark ring 
in the pattern and the surrounding 
brighter region: At the center of the 
pattern the effect of the second zone 
may be considered as annulled by the 
effect of either (he first zone or the 
third, leaving the effect, of one odd- 
numbered zoire outstanding. Upon 
leaving the center of the pattern, and 
moving let us say to the left, t he pole of 
the wave and the zone system move a 
corresponding (listance t o t he leit. The 
position of the aperture on the zone 
system is now as represented in Figure 
66 . A portion of the third zone is 
blocked off and a portion of the fourth 
zone is effective. The not effect of the 
portions of the various zones which pass 
is nearly zero, accounting for the low value of the illumination. At a point 

in the pattern farther to the left, a portion of -- — - 

the second zone, an even-numbered one, will be 
obstructed, and a portion of the fifth, an odd- 
numbered one, will pass. Consequently there is 
a brighter region beyond the dark region. 

The theory of the diffraction due to a circular 
aperture as given by Lommel“involves extensive, 
and difficult mathematics including a knowledge, 
of Bessel’s functions. This theory will not be. 

given. Instead, a makeshift method of attack -—-——— 

will be outlined in section 9. Fio. ISO 

* Bayerisch. Akad. d. TFiss., 16, 233, 1886, see also Gray and Mathews, Trealise on 
Bessel’s Functions, chap. 14, or Bouasae et Carrifire, Diffraction (Paris: Ilelagrnve, 1023), 
chap. 13, esp. pp. 294 ff. 



Fig. 65. —Circular aperture; throe 
zones (Arkadiew). 
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The pattern due to a circular aperture resembles the pattern due to a slit 
in so far as there is no well-marked separation of the fringes into two dis¬ 
tinctly different sets, of which one falls outside of the geometrical shadow 
and the other falls within the shadow. 

Recently Hufford and Davis* have applied the Lommel theory to aper¬ 
tures subtending relatively large numbers of zones. For this they had to 
extend the existing tables of Bessel's functions. They checked the results 
by photographing the corresponding patterns. Figure 67 is an example of 



Fig. 07—Circular aperture subtending numerous zones (Hufford and Davis) 


the photographs obtained by them. It is to be noted that the central spot 
is very small in diameter when the aperture is large. 

The diameter of the central spot may be roughly calculated by consider¬ 
ing the zone system to be moved from the central position across the aper¬ 
ture for a distance equal to the width of what is originally the outermost 
zone. This operation obstructs approximately half of the outermost zone and 
allows half of the next zone beyond to pass. Since zones of high number are 
narrower than those of low number, it follows that the diameter of the cen¬ 
tral spot is small when the diameter of the aperture is large and vice versa. 
And we may draw additional conclusions: We have thus far considered the 
source as a geometrical point; it is, however, in reality a small area. When 
the diffracting aperture is large, the diameter of the source must be especial¬ 
ly small, otherwise the central region of the pattern will be obliterated by 
the overlapping of the patterns arising from different points in the source. 
Finally, the diffracting aperture must always be round with sufficient ac- 

* P%«. Hoik, 33, 589, 1929. 
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curacy—and the requisite perfection is greater for a large apert ure than for 
a small one. 

When the diffracting aperture is very small, subt ending only a small frac¬ 
tion of a zone, then it approaches the ideal condition of constituting a point 
source from which Huygens’ wavelets spread out in all directions. The cen¬ 
tral maximum of diffraction then extends far beyond the confines of the 
geometrical beam—only at field points lying far out in the field is there any 
possibility of destructive interference between disturbances arising from 
various points in the aperture. The central maximum spreads over a large 
area. 

6 . The Pinhole Camera—The foregoing facts are of interest in connec¬ 
tion with the pinhole camera. Referring to Figure 68, an object 0(Y maybe 
photographed by means of a camera C which consists simply of a box having 

a pinhole II in one face. An imago of the object is 
formed upon the photographic plate PP'. 

The question arises: How large should the pinhole be 
in order to secure the best working of t he camera? Each 
point of the object yields a diffraction pattern in the 
image. For example, the point 0 yields the pattern in¬ 
dicated at P. Obviously t he hole II should not. be very 
large, and if on the other hand it is too small, then the 
central maximum of diffraction will cover too wide a 
field. To obtain the best definition the central spot 
must be as intense and sharp as possible and the lateral 
maxima must be as faint as possible. When the inten¬ 
sity curves for apertures subtending various numbers 
of zones are examined, including those for fractional 
numbers, it becomes evident that the pinhole should 
subtend more than half a zone and less than one zone. 
The best value is about nine-tenths of a zone, because 
greater intensity is then obtained t han when a value 
of let us say seven-tenths of a zone is chosen.* 

7. The Circular Obstacle.—Examples of the patterns duo to circular 
disks are shown in Figure 69, also from Arkadiew. When the disk obstructs 
several zones there are two distinct sets of fringes, an external set and an 
internal set, in analogy with the case of a straight bar. The center of the 
pattern is always a maximum of illumination. Moreover, the central spot 
becomes smaller in diameter as the disk becomes larger. The diameter of 
this spot may be calculated in the manner indicated in the case of the cir¬ 
cular aperture. However, in the case of the disk when the source* is so large 

* Attention was first directed to this question by Lord Rayleigh, Hc.ivtiiijic Paper*, 
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that it can no longer be properly considered as a point, then the central spot 
is not obliterated from the pattern by overlapping as in the case of the aper¬ 
ture. The central spot is the only very bright spot in the shadow—it will 



n = i !2 = 2 !2 = 3 0. = 4- 

Fig. 69.—Circular disk (Arkadiew) 


be recalled that a luminous object can be photographed around a disk. In 
the case of the disk there is a different though analogous effect when the 
source is too large to be properly treated as a geometrical point. This effect 
will be explained by reference to Figure 70. Suppose 0 and O' are points 
within the source separated perhaps by a distance of 
.2 mm. If the diffracting disk is large, the images P 0 o' 
and P f of the points 0 and O' will be small and may be ! 

nearly or entirely separated from each other. How¬ 
ever, at a point Q in the field plane, well outside of the j 

shadow, the intensities due to the points 0 and O' of J 

the source are additive. Consequently when the $ j 
source has appreciable extension in area, the central , 

spot behind the disk does not receive normal illumi- ■ 

nation, as it would if the source were a geometrical 
point—the central spot is relatively faint. It is prin- | 

cipally forthisreason that this patch cannot be readily /l*A 

found when the disk is large, especially when the p' p Q 

pattern is viewed by allowing the shadow to fall on p IG 70 

a sheet of white paper. In this case there is glare from 
the region surrounding the shadow. When the disk is large it is necessary 
to use an intense primary source such as an electric arc, and a very small pin¬ 
hole as secondary source in order that there may be any hope of finding the 
central bright spot—and then it devolves upon us to find a very minute bright 
spot. Further, the disk must be round with sufficient accuracy. The vari¬ 
ous factors which have just been mentioned determine the success of the 
experiment—the decrease in effectiveness of the zones as we pass to those 
of higher number, owing to increased obliquity, is a factor which cannot 
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reasonably be supposed to play an important role. As we pass to (he use of 
larger and larger disks, or, what amounts to the same, observe in a field 
plane closer and closer to a given disk, the experiment fails long before the 
obliquity becomes appreciable—and it fails for the reasons above* explained. 
8. The Square Comer; the Tapered Slit.—A point source of light must 

be used. 

Among the patterns observed by Grimaldi were (hose which arise from 
pmall obstacles with square comers. Figure 71 is a reproduction from his 
De lumine. This figure illustrates the fact, that, (he external fringes bend 



Fig. 71.—-External fringes at 
square corners showing how 
the external fringes bend around 
an outside corner, D, and cross 
at an inside corner, C (from 
Grimaldi). 



Fig. 72. The ta¬ 
pered slit (from Bou- 
asne el C’arrU're, />//**■ 
fraction [PariH: Deln- 
gravo, H)2S]). 


around an outside corner, D, and cross at an inside corner, (\ A figure, also 
from Grimaldi, showing the branching or crested internal fringe's at a corner 
was reproduced in chapter 1. The fringes due to square corners art* ini ('rest¬ 
ing to observe and they have a historic interest, but no theoretical inter¬ 
pretation of such fringes will be here attempted. 

The pattern due to a tapered slit is also one which is interesting to ob¬ 
serve and one which is of historic interest. Newton studied this pattern 
carefully and in his Opticks a drawing of the pattern will bo found. Figure 
72 shows a photograph of the pattern. The lines which form the inverted7 
mark the edge of the geometrical shadow. When the slit tapers gradually, 
the pattern, considered at any height, is practically the same as the pattern 
which would arise from a uniform slit which has the width of the tapered 
slit at this point. Thus the pattern due to a tapered slit presents in one pic¬ 
ture the succession of patterns which would arise from a uniform slit, of 
which the width is being varied. A noteworthy feature of the pat torn is the 
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pronounced broadening of the central maximum, in the upper part of the 
figure, as the width of the slit approaches zero. 

9. Graphical Methods for Circular Aperture and Obstacle.—The methods 
which are to be described will, without entering into involved mathematics, con¬ 
vey to the reader some idea of how the diffraction pattern due to a circular aperture 
or obstacle may be plotted. (The actual operations are tedious.) 

Let us suppose that we have a circular aperture which subtends one zone: At 
the axial field point the vibration curve is a semicircle, curve A , Figure 73. This vi- 




Fig. 74 





bration curve has a closing vector S. We may divide the first zone into a number of 
sectors (see Fig. 74). The number of sectors will be designated by m; this number 
should be taken as twenty-four or more instead of twelve as shown. Each sector of 
the first zone will contribute a vibration curve which is a semicircle reduced m times 
in size in relation to the curve A. The closing vectors of these small semicircles yield 
a sum which is equal to the closing vector S of curve A. Moving from the center of 
the pattern, let us say to the left, the zone system will fall into the aperture as shown 
in Figure 75. Now, by way of example, sector No. 1 contributes the small vibration 
curve Vi, sector No. 3 contributes the curve vs, and sector No. 6 contributes the curve 
wa. From a graph of the zone system drawn accurately to a large scale, the magnitude 
and direction of the closing vector of the vibration curve for each sector are to be de¬ 
termined. Denote the closing vectors by $i, s 2 , etc. The sum of the vectors is now to 
be formed, namely: 

S' — SlH“S2"l" * * • • $12 


This is a vector sum. (Because of the existing symmetry it is really necessary to 
form the sum for only the sectors which fall, into let us say, the upper half of the 
zone system.) The square of the length of the vector S' is a measure of the intensity 
of illumination at the field point in question. This square should be obtained by com¬ 
puting the horizontal and the vertical components of each of the small vectors, then 
adding each set of components and thereupon squaring and adding these sums. The 
pattern may thus be plotted point by point. 
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(A curve actually plotted by this method for an aperture subtending throe zones 
showed satisfactory agreement with the corresponding curve obtained by the Lom- 


mel theory given in Fig. 65.) 

An alternative method is to divide each Fresnel zone into a sufficient number 


minute zones (see Fig. 76). 



(This figure also applies to an aperture subtending one 
Fresnel zone.) The effect of each minute zone may 
be represented by a vector of which the direction is 
determined by the position of the minute zone in the 
zone system and the* length represents the propor¬ 
tion of the minute 1 zone which passes the* aperture— 
this is to be ascertained by the use of a protractor, 
There is a vector for each minute zone, and this vec¬ 
tor must be resolved into a horizontal and a vertical 
component. The corresponding components of the 
various vectors must be added--and the. sums squared 
and added as before to obtain the intensity. 


Fig. 76 


For a circular obstacle, the portion of each mi¬ 
nute zone which is blocked ojf by the obstacle must 


be determined and the effect of this portion represented by a vector. The various 
vectors so obtained must be added and the sum subtracted t vectorially, from the 


vector which represents normal illumination. 

When an aperture and an obstacle subtend each the same number of zones, the 
major portion of the computation is the same in the two problems and hence does 
not require repetition. In actual application it is best to choose a case in which the 
aperture and obstacle subtend a very small number of zones. The number maybe 
fractional; it should preferably not exceed two or two and one-half zone's "-the best 


case is that for one zone. 
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THE FRAUNHOFER CLASS OF DIFFRACTION 

PHENOMENA 

In our previous study of diffraction we have considered a source of light 
0 (Fig. 77) which gives rise to a wave front MN, and we have then deter¬ 
mined the effect which occurs at a given field point P. The path by way of 
a given point N of the wave front exceeds the path 
by way of the pole by the amount 8=NE. The dis- I ® 

tance NE is determinable by describing an arc FE / 

through the pole of the wave, about P as a center. j 

Disturbances which occur at various points on the J 

arc FE simultaneously will all reach P simultaneous- j 

ly. We shall refer to FE as a diffracted wave front j 

with reference to the field point P. Or, more gen¬ 
erally, we shall define a diffracted wave front with 
reference to a given field point as a surface of which 

all points lie at the same op¬ 
tical distance from the field 
point. A diffracted wave 
front is not really a wave 
front at all and must be dis¬ 
tinguished from an actual wave front, for example, 
MN in our figure.* 

It is possible by employing lenses to arrange mat¬ 
ters so that both the actual and the diffracted wave 
fronts are plane , and it is under this condition that 
the important Fraunhofer class of diffraction phe¬ 
nomena can be most conveniently studied. These 
phenomena are of importance especially in connec¬ 
tion with the theory of optical instruments. 

1. Optical System—Referring to Figure 78, sup¬ 
pose a point source of light, 0, is placed at the prin¬ 
cipal focus of a lens, Li. The actual wave fronts will 
then be plane after passing through this lens. Con¬ 
sider MN as a plane actual wave front, and let D be a diffracting screen. 
In all field planes beyond this screen, diffraction effects will occur. If we 

* The term “diffracted wave front” is used with several different meanings. For the 
present we shall use it always with the meaning above stated. 
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choose to study these effects beyond a second lens, L«, and in particular in 
the focal plane, PP 0 , of this lens, then nil points in a given plane ME will lie 
at a common optical distance from a certain field point P, and consequent¬ 
ly all disturbances which occur simultaneously upon this plane will reach 
P simultaneously. Thus the plane ME is a diffract ed wave front with ref¬ 
erence to P and the idea of having a plane diffracted wave front, is also 
realized. 

It is to be assumed throughout that the* lenses art 1 perfect. 

If it were not for diffraction there would be no illumination at all at the 
point P. There would be an image of the source' O, formed in accordance 
with the laws of geometrical optics, at. the point P„, which is focally conju¬ 
gate to 0. The point P 0 is the only geometrically illuminated point in the 
field and is unique in this respect as well as in other respects of which we 
shall learn. It will be referred to as the central field point, or the central 
point of the diffraction pattern. These designations retain their meanings 
even when the diffracting aperture is not symmet ricallv placed with respect 
to the optical system or when indeed it has no symmet ry. When the aper¬ 
ture in the diffracting screen D is large, or when there is no screen present, 
then the image at P 0 has a high degree of perfect i<>n, t ha t is, it is small, and 
there is practically complete darkness at any point P fairly remote fromP 0 , 
When, on the other hand, the aperture in the screen I) is small, then the 
image is broad and there may be considerable' illumination at points fairly 
remote from P 0 —well-marked diffraction effects occur. 

2. Rectangular Aperture,—We shall suppose' that the long edges of the 
aperture are vertical and shall discuss two case's: when a vertical slit is 
used as a source; and when a point source of light is used. 

Case A. Vertical slit used as source .—This case is of especial interest in 
connection with the theory of the resolving power of t he spectroscope. 

The pattern consists of a system of vertical fringes which fake the form 
represented diagrammatically in Figure 79. The central field point, I\ re- 

n 
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ceives disturbances from all points of the aperture in t lie Name phase, hence 
this point is always the most intensely illuminated point of the field. When 
we are at P Q , the diffracted wave front coincides wit h t he actual wave front. 
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Let us now pass from P 0 to the left. Let MN (Fig. 80) represent the por¬ 
tion of the actual wave front which passes through the aperture. As we 
pass to the left the diffracted wave front is to be thought of as rotating about 
the point M as a hinge, becoming ME. Consider that the rotation has pro¬ 
gressed until the path increment 8=NE takes the value X. Let Q be a point 
in the left half of the aperture and let R be a point occupying a correspond¬ 
ing position in the right half of the aperture. The path by way of R now 
exceeds the path by way of Q by an amount X/2. Hence disturbances travel¬ 
ing respectively by way of Q and R will annul each other. By pairing off 
points in similar fashion throughout the left half and the right half of the 
wave front we arrive at the conclusion that when NE =\the effects of the 
two halves of the wave will annul each other. Thus when NE=\ we are 
at the first minimum of the pattern, at the point indicated by Pi in Fig¬ 
ure 79. 

Proceeding farther to the left, when the path increment 5 =NE takes the 
value 3X/2, we may divide the effective portion of the actual wave front 
into three equal parts. The effects of two of these parts which are adjacent 
will annul each other because the path difference by way of corresponding 
points in the two parts will again be X/2. The effect of the third part is 
left outstanding. We are now at the first lateral maximum, indicated by P{ 
(Fig. 79). 

When NE takes the value 2X, we may divide the wave front into quarters 
and conclude in similar fashion that the effects of adjacent quarters will 
annul each other, and hence the total effect will be zero. We are now at the 
second minimum, P 2 . 

When 8=NE takes the value 5X/2, we may divide the wave front into 
fifths. The effects of four of these fifths will annul each other and the effect 
of one-fifth will be left outstanding. We are now at the second lateral maxi¬ 
mum, P 2 —and so forth. 

The angle NME (Fig. 80) is equal to the angle between the axis of the 
optical system and the direction of diffraction. This angle is called the 
“angle of diffraction.” The narrower the aperture, the greater will this 
angle be for a given value of the path increment NE, let us say for NE= X, 
when the first minimum occurs. Thus, the narrower the aperture, the broad¬ 
er will the central maximum be—the broader will the image be. 

A more thorough comprehension of the manner of formation of the pat¬ 
tern may be attained by considering the vibration diagrams which apply at 
various points: 

Suppose Figure 81 represents the rectangular aperture. Divide this into 
a large number n of vertical strips of equal width as indicated. The number 
of strips should be thought of as being much larger than represented. 

The vibration polygon for the central point of the pattern consists of n 
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vectors which all lie in a straight line (Fig. 82 a), because the disturbances 
from the various strips all arrive at this point in the saint' pha.se. More¬ 
over, the lengths of the vectors are all equal, because the strips all have 
equal areas. The closing vector of t his st raigh( p< >lyg< >n, < 1 rawn fr<mi the foot 
of the first vector to the head of the last, one, is a measure 1 of the amplitude 
of the illumination at the central point of (he pattern. 
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As we leave the central point of the pattern ami pass t o (lit* left, the vi¬ 
bration polygon curls up (see Fig. 82b), because the disturbance from each 
successive strip is now retarded with reference to the disturbance from the 
previous strip. The particular polygon shown in Figure 82 h applies when 
the path increment 5, at the right-hand edge of the aperture, is X, 2, and 
Figure 82c applies when this path increment lakes the value X, or at the 
first minimum. The polygon here closes in one eonvolut it >n. When t lie, path 
increment takes the value 3X/2, the polygon makes one and one-half con¬ 
volutions (Fig. 82d). 

The polygons here shown are all both equilateral and equiangular. The 
closing vector drawn from the foot of the first vector t o I he head of the last 
one in each case measures the amplitude of the illumination which obtains 
at the field point in question. 

By considering the number of vertical strips drawn on tin* wave front to 
increase indefinitely, while the widths of the strips decrease correspondingly, 
we may pass from the vibration polygons to corresponding vibrat ion curves. 
These will all be sections of circular arcs. 

In Figure 83 the diffraction pattern is represented to larger scale than 
before, and both an amplitude curve and an intensity cum* arc* shown. 
Moreover, the vibration curves which apply at* various key points of the 
pattern are inserted as detached curves. 

(It will develop later that the positions of the maxima, determined os 
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above explained, are approximate positions. There is a slight correction to 
be made.) 

We shall now determine the value of the ordinate of the amplitude curve 
at the various key positions shown in Figure 83. Let the vector A represent 
the vibration curve which obtains at the center of the pattern. The ampli- 




Fig. 83.—Rectangular aperture 


tude of illumination at this point is thus to be represented by a magni¬ 
tude A. The length A will also be the length of arc of the remaining vibra¬ 
tion curves. Therefore, at the point halfway to the first minimum, where 
the vibration curve is a semicircle of length of arc A , the amplitude, the 
length of the closing vector, will be 2A/t. The next key position is the first 
minimum. Here the ordinate is zero (and it is also zero at the succeeding 
minima). At the first lateral maximum the vibration curve is a circular arc 
of length A which has made one and one-half convolutions. The amplitude 
of illumination at this point is hence 2 A /Sir. Similarly, at the second lateral 
maximum the amplitude is 2A/5tt —and so forth.* 

In Fraunhofer patterns the central field point is always by far the most 
intensely illuminated point of the field. In contradistinction, in the Fresnel 
pattern, arising, for example, from a slit, the central point of the pattern may 
be either a maximum or a minimum depending upon the width of the slit. 
It is further to be noted that in the present case a single diagram suffices to 
portray the pattern for an aperture of any width. This is true because the 
distances from the center of the pattern to the various maxima and minima 

* The ratio of the intensity of the first lateral maximum to the central maximum is 
(2/3x) 2 = 1/22.2, and the ratio of the intensity of the second lateral maximum to the 
central maximum is (2/57r) 2 = 1/61.7—and so forth. 
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bear a constant proportion to each other, regardless of the width of the 
aperture. Moreover, a single scale of abscissae suffices when this scale is 
laid off in terms of the path increment 5 expressed in multiples of X, as in 
our figure. If we wish to determine the linear distance', in the focal plane, 
from the center of the pattern to a given maximum or minimum, we pro¬ 
ceed as follows: We apply the proportion 5/w = z'f , where w is the width 
of the aperture, z is the desired distance measured in the focal plane, and/ 
is the focal length of the focusing lens. In other words, 2 = Sf.'w. Now, for 
example, at the first minimum S = X and hence t he (list ance of t he first mini¬ 
mum from the center of the pattern is z = X// w. 

Our treatment of the diffraction due to a rectangular aperture is as yet 
by no means complete, but it will be well, before coni inning, to consider 
first some other matters. In particular it will be desirable t o learn some¬ 
thing of the formation of the Fraunhofer pattern due to a circular aperture 
and of the principles which govern the formation of Fraunhofer patterns in 
general. Accordingly, the present subject will be dropped for the time being 
in favor of these other matters. (The treatment of the diffraction due to a 
rectangular aperture is continued in sec. 6.) 

3. The Fraunhofer Pattern Due to a Circular Aperture.- - In optical in¬ 
struments the aperture by which the light enters is commonly circular— 
the case which we are about to consider is of interest in the theory of the 
resolving power of the telescope and of the microscope. 

The mathematical theory of the formation of the pattern was first given 
by G. B. Airy in 1834. His treatment is given in modified form in Appen¬ 
dix C, where, furthermore, references to the literature may be found. Wo 
shall content ourselves here with a qualitative explanat ion of the' principal 
features of the pattern. 

A point source of light is used. The pattern will obviously be symmet rical 
about the axial field point. 

Consider the actual wave front to be divided into vertical strips of equal 
width. The portion of the actual wave front which falls wit bin t he aperture 
will then appear as represented in Figure 84. The number of strips should 
be thought of as much larger than represented. Let us const ruct a vibration 
polygon for each of various field points: 

Taking first the central field point, the disturbances from the various 
strips all arrive there in the same phase, hence the polygon consists of vec¬ 
tors all lying in a straight line, Figure 85a. The lengths of the successive 
vectors are now by no means equal. The length of ouch vector is propor¬ 
tional to the area of the corresponding strip, or, since the strips have equal 

widths, the lengths of the vectors are proportional to the height s, or lengths, 
of the strips. 
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For a field point on the left of the central point so located that the path 
increment, 5, at the right-hand edge of the aperture is equal to X/2, the 
polygon takes the form of Figure 856. Each vector has the same length as 
before but is rotated by a constant amount with reference to its neighbors; 
the polygon, while far from being equilateral, is accurately equiangular be- 
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Fig. 85 


cause the strips have equal widths and hence the phase retardation in pass¬ 
ing from each strip to the next one is constant. Since in the case under con¬ 
sideration 5 is equal to X/2, the first vector and the last one point in op¬ 
posite directions. The broken line is a line of symmetry. 

The various vibration polygons for a circular aperture are each symmetri¬ 
cal about a perpendicular erected halfway along the polygon. The closing 
vector of each polygon measures the amplitude of the illumination. 

For a field point so located that the extreme path difference 8 is equal to X, 
the vibration polygon takes the form of Figure 85c. It is again equiangular 
and now the first vector and the last one point in the same direction, hori¬ 
zontally to the right. The polygon makes one convolution but it does not 
close under this condition because it is not equilateral. We have not yet 
reached the first minimum in the pattern. The polygon must, however, 
close for a certain value of 8 ; this follows because the polygon is at all stages 
symmetrical. The mathematical treatment shows that the first closure (see 
Fig. 85 d) occurs when 5 = 1.22X. We are now at the first minimum. The il¬ 
lumination is zero here and at subsequent minima. 

A diagram representing the pattern is given in Figure 86. A single dia¬ 
gram suffices for apertures of various diameters. 

The first subsidiary maximum occurs somewhat after the vibration poly¬ 
gon—or, better, the vibration curve—has made one and one-half convolu¬ 
tions, and the second minimum occurs somewhat after the vibration curve 
has made two convolutions, etc. 
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The pattern consists of bright and dark rings surrounding the central 
-.^1 Table II gives the positions in which those occur a„,l *, fc 

rresDondine values of the illumination. 

The reader who desires to pursue the theory furt her ,s nToirol to App«. 
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Fig. 86—Circular aperture 
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Third min. . . . 2 22S 0 o 
Third submit.';.. 2 U0!l 0.(MOO0.00100 


4. General Principles of Fraunhofer Diffraction. - ■ I ho general prin¬ 
ciples involved in the treatment of Fraunhofer diffraction phenomena will 
now be explained. These have already been applied m (lie foregoing die- 
■ cussion, but without much comment. We shall now call explicit attention 

to what they are: 

Referring to Figure 87, let MN be the portion of the actual wave front 
which passes through any aperture and let. Mli he t lit 1 difTiaeted wave front 

for a certain direct,ion of diffract ion indicated 

_ N by the arrow. Let Q tie a point, on the actual 

wave front. The path by way of Q exceeds 
the path by way of M by t he pat h increment 
E s = QT. Consider Q as moving across the 
wave front from M to A r . Denote the vari¬ 
able distance MQ measured across the wave 
front by <]. We now have S = QT= (/ sin $, 
where 6 is the angle of diffraction. Thus in Fraunhofer diffraction the path 
increment 5 is linearly proportional to q, the distance measured across the 
wave front. (In contradistinction, in Fresnel diffract ion (he pat h increment 
is proportional to the square of the distance measured across t he wave front; 
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y 

Fig. 87 


see, e.g., eq. [5] of chap. 2.) 

The angle of diffraction 6 is usually small, arid when it i»s small wo may 
equate the angle and its sine and its tangent. Denoting tho focal length of 
the second lens by/, and distance measured from the center of the pattern 
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to a given point by z, we have z/f = tan 0 = sin 0 = 0, and then, in view of the 
fact that 8 = q sin 0 as above explained, we have: 



That is, for a field point lying at a distance of z cm from the center of the 
pattern, a disturbance traveling by way of a point lying q cm from the edge 
of the aperture will suffer a path increment 8 as given by this equation. 
And the phase retardation with which this disturbance will arrive is 
\j/ = 2‘7r5/\ = 2irqz/f. 

As the point Q crosses the wave front MN, the inclination of the direc¬ 
tion of diffraction with reference to the element of the wave front where Q 
is located is throughout constant. Consequently there is no variation of the 
inclination factor to be considered when we draw the vibration polygon or 
curve which applies at a given field point. When the illumination at two 
different field points is compared, there is, strictly speaking, a difference in 
obliquity involved, but all obliquities which enter into question are small 
and consequently in the treatment of Fraunhofer diffraction phenomena 
consideration of the obliquity factor may be omitted and is, as a matter of 
fact, always omitted. 

Referring now to Figure 88, let the contour of the figure represent an 
aperture of any shape. Consider an infinitesimally narrow vertical strip AB 
taken on the wave front. This strip is throughout its 
height or length at a constant optical distance from 
any given field point which lies on a horizontal line 
through the central field point. Thus the disturbances 
from all portions of the strip arrive simultaneously 
at any field point on this line. Denote the length or 
height of the strip by h and its width by dq , as indi¬ 
cated. Then the product h dq is the area of the strip 
and is the measure of the amplitude contributed by 
the strip at the field point, or h dq is to be taken as 
the measure of the length of the vector which repre¬ 
sents the effect of this strip in any vibration polygon Fig. 88 

which may be drawn—and when the wave front is 
divided into strips of equal width, the lengths qf the successive vectors are 

proportional to the heights, h } of the strips. 

In conclusion one more fact is to be noted: In the Fraunhofer arrange¬ 
ment the effective portion of the wave front is limited by the aperture of 
the optical system even when there is no diffracting screen present, and this 
circumstance entails two consequences. First, there is now no such thing 
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as “normal illumination.’’ We now use the amplitude or intensity which 
obtains at the central field point as a basis of comparison in stating the il¬ 
lumination at other points. Second, there can be no Fraunhofer pattern 
which is analogous to the Fresnel pattern for a single straight edge or to the 
one for a bar. These diffracting systems require that t he wave* front be un¬ 
limited on one side or on both sides, or at- least effectively unlimited. This 
condition cannot be fulfilled in the Fraunhofer arrangement. Therefore, in 
Fraunhofer diffraction the pattern due to any form of aperture or combina¬ 
tion of apertures may come up for consideration, but not the pattern due 
to an obstacle. 

5. The Fraunhofer Pattern for a Double Slit .—Wo shall now consider 
the pattern which arises from two narrow rectangular apertures—or, in 
other words, from two slits—which are supposedly of equal width. The 
slits are represented at the top of Figure 89 by MN and FII. Wo shall sup- 


M N F H 




Fia. SO 


pose that a linear vertical source of light is used and that the light, after 
being made parallel, strikes the diffracting screen from above in the figure, 
e ow the screen, parallel diffracted rays, upon passing through the lens I, 
roil Sfit to a focus in the plane of observation. The pattern will consist 
0 rmges perpendicular to the plane of the diagram, or vertical. A diagram 
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of the pattern takes the form of the solid curve below, P 0 , P h etc. Our prob¬ 
lem is to determine why the pattern takes this form. 

Let us suppose that the pattern from the left-hand slit acting alone is 
represented by the broken curve AB, amplitude being plotted vertically. 
Starting from the central point, we reach the first minimum on the left in 
the broken curve when the distance represented at the top of the figure by 
NE attains the value X, as proved in section 2. This fact must be borne in 
mind. The right-hand slit acting alone would yield a pattern identical with 
that from the left-hand slit acting alone and, moreover, the two patterns 
would occupy exactly the same position in the field plane. The particular 
position of the diffracting aperture with reference to the aperture of the 
optical system affects neither the nature nor the position of the pattern. 
When the two slits act together, disturbances reach the central point of the 
pattern from both slits in the same phase, therefore the central maximum, 
P o, is twice as high as the center of the broken curve. Upon leaving the 
center of the pattern and moving slightly to the left, the optical path from 
F exceeds that from M by the distance represented by FG. When FG at¬ 
tains the value of X/2, the disturbances from M and F arrive out of phase, 
and so do the disturbances from any other pair of corresponding points of 
the two slits, for example, the disturbances from the two central points or 
those from the right-hand edges of the slits. Thus the phase difference from 
any pair of corresponding points equals the phase difference of the dis¬ 
turbances from the two slits each considered as a whole. Our problem thus 
reduces to one of determining the interference pattern for any pair of corre¬ 
sponding points and modulating this at every point in proportion with the 
illumination which each separate slit sends to the point in question. To 
continue, when the distance FG attains the value X/2, as above supposed, 
the value of NE will be only a small fraction of a wave-length, therefore the 
first minimum in the solid curve, Pf, will occur long before the first mini¬ 
mum in the broken curve is reached. The first lateral maximum in the 
solid curve, P h will occur when PG = X, for then the disturbances from F 
and M will reinforce each other as will also the disturbances from other 
pairs of corresponding points of the two slits. The second minimum, P£, 
will occur when FG =3X/2; the second lateral maximum, P 2 , will occur when 
FG= 2X, etc. When FG attains a value so great that NE =\, then the dis¬ 
turbance from each slit separately is zero, therefore the solid curve must 
have a minimum where the broken curve has one. Beyond this common 
minimum, interference again gives rise to closely and uniformly spaced 
maxima. Throughout, each maximum is twice as high as the broken curve 
at the same point. 

The maxima of the broken curve are called maxima of the first class — 
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they arise from a single aperture. Maxima which arise from two or more 
apertures, for example, Pi, P 2 , etc., are called maxima of the second class. 
The vibration diagrams for several points of the pattern are shown in 
Figure 90. This figure should be carefully examined. The vibration curves 
for the separate slits are drawn in solid line. Each of the two arcs maintains 
its length at various points of the pattern and the arc represented in broken 

line between the two vibration curves like¬ 
wise maintains its length throughout. The 
lengths of the closing vectors vary, how¬ 
ever, from position to position. The total 
effect at any point of the pattern is ob¬ 
tained by vectorial addition of the closing 
vectors of the two vibration curves, one 
for each slit. At a certain stage beyond 
any of the stages represented, each sep¬ 
arate vibration curve will close in one con¬ 
volution. The effect of each separate slit 
will then be zero. This is t he stage which 
obtains at the first minimum of the broken 
curve AB of the previous figure. 

When the pattern is observed visually 
through an eyepiece, it is a simple matter 
to pass continuously from the Fraunhofer 
pattern for a double slit, to the correspond¬ 
ing Fresnel pattern. It is only necessary 
to slide the viewing eyepiece along an optical bench toward the diffracting 
system, the observer’s eye being held always at the eyepiece. The ensuing 
changes should be carefully noted. The Fresnel pattern passes t hrough vari¬ 
ous stages. Figure 91 shows, at the top, the Fraunhofer pal tern, and below, 
two stages of the Fresnel pattern. The first, of these stages was previously 
considered (see chap. 4, Fig. 62). 

It has been aimed in the foregoing sections to present the salient features 
of the theory of Fraunhofer diffraction phenomena. The development of 
the theory is continued in the remainder of the present chapter. But the 
reader who is pressed for time may well pass on immediately to the study 
of the grating, in the next chapter. 

6. Rectangular Aperture ( Concluded ).—The Fraunhofer diffraction 
pattern for a rectangular aperture, when a slit is used as the source, takes 
the form represented diagrammatically in our previous Figure HH, We shall 
now derive an equation from which any desired number of points of the 
curves of this figure may be plotted. The treatment, will refer in particular 
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to the amplitude curve, the intensity curve being derivable from this by 
squaring the amplitude at each point. 

Consider the ordinate of the amplitude curve at any given point. The 
value of this ordinate is determined by the length of a closing vector S 
(Fig. 92) of a circular arc of length A. 

The angle \p subtended by this arc 
represents the difference in phase be- * r 

tween disturbances reaching the field 
point under consideration by way of 
the two opposite edges of the aperture. 

Denote the radius of the arc by the 
symbol p, then A/p = ^ and (£/2)/p = 
sin ^/2. By eliminating p we have: 


f 

tJWji KJ\. « ,. * A_/i/a_^xAa 



( 2 ) 


s=- 


A ’ ^ 

A sin ^ 


2 


This is the desired expression; from 
it any number of points of the curve 
may be plotted, bearing in mind that \p 
ment at the edge of the aperture. 



r 


i/iAa/v*/ 


Fig. 91 


= 2 ird/\j where 5 is the path incre- 




The maxima of the curve may be located by differentiating equation (2), 
thus: 


as a t 9111 2 

#-* “■a— r -°- 

2 


(3) 
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whence: 

d/ T b 

(4) tan 2 =2 ■ 

Figure 93 represents a series of tangent curves. Values of f/2 are plotted 
as abscissae and tan i^/2 as ordinates. A straight line through the origin 
which has a slope of 45° has its ordinates equal to its abscissae, consequently 
its intersections with these tangent curves satisfy equation (4) and thus 
give the positions of the maxima. The locations of the intersections are 
given in Table III, together with the approximate positions of the. 


TABLE III 
Positions of Maxima 


Approximate 

Kxnct 

5 

i^/2 


3X/2 

I.SOtt 

l . 43?r 

5X/2 

2 SO ir 

2.4(ix 

7X/2 

3.50*- 

3 47 t r 

9X/2 

4 50 7T 

•1,4Sjr 


which we previously determined by considering that the maxima occurred 
when the vibration curve has made respectively one and a half convolutions, 
two and a half convolutions, etc. The first maximum occurs somewhat be¬ 
fore the vibration curve has made one and a half convolutions, because this 
curve while it winds up also contracts in diameter. The second maximum 
occurs, to a less degree, before the vibration curve has made two and a half 
convolutions. As we pass progressively to maxima of higher number, the 
approximate positions progressively approach the exact ones. 

The positions of the minima which wc determined as occurring when the 
vibration curve makes exact integral numbers of convolutions are precise 
and require no correction. 

Case B. Point source of light .—The pattern which arises from a rectangu¬ 
lar aperture when a point source of light is used is shown in Figure 94. The 
aperture itself is shown as an inset in the lower right-hand corner of the 
figure. Let us consider how this pattern arises. 

Along the central horizontal line of the pat-tern the illumination varies in 
exactly the same way as it varies in crossing the vertical fringe's which arc 
formed when a slit source of light is used, as in Case A. The theory which 
was given for that case applies verbatim for the illumination along the 
central horizontal line. Along the central vertical line the illumination also 
varies according to the same law, but the scale is now different. In consider- 
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ing the illumination along this line the aperture should be thought of as 
being divided into horizontal strips, as illustrated in Figure 95. 

The central rectangular maximum of the pattern has the same proportion 
of length to breadth as the aperture, only it is laid over on its side. This will 
be proved: Referring to Figure 96, suppose P a Z represents the central hori¬ 
zontal line and P 0 Y the central vertical line. The first minimum along the 



ft 


Fig. 94. —Pattern due to rco- Fig. 95 Fig. 96 

tangular aperture; point source 
of light (Lummer und Iteiche). 


horizontal line occurs, let us say, at E, which lies at the co-ordinate 2 = 
f\/Wj where/is the focal length of the second lens and w is the width of the 
aperture. The first minimum along the central vertical line occurs at F , 
which lies at the co-ordinate y=f\/h, where h is the height of the aperture. 
The central maximum, therefore, has the proportion of width to height 
z/y = h/Wj which is the proportion of the height of the aperture to its width. 

We shall now derive a general equation for the amplitude of illumination, 
and then account for the remaining features of the pattern: 

Consider the aperture to be divided into a large number, n, of horizontal 
strips, as in Figure 95. If the amplitude of illumination at the center of the 
pattern due to the whole aperture is denoted by A, then the amplitude con¬ 
tributed by one horizontal strip at the center of the pattern is Ai = A/n. 

Let us now proceed from the central point of the pattern horizontally 
to the left. As we proceed, the diffracted wave front turns about the left 
edge of the aperture as a hinge. Stopping at some point, P (Fig. 96), con¬ 
sider the vibration curve for one horizontal strip. The length of arc of this 
vibration curve is A / n , and we may determine the length of the closing vec¬ 
tor of this curve, which we shall denote by Si, by substituting the value 
A/n in equation (2) for A. Thus: 




A . V 
- sm 0 
n 2 


* 


2 
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There is one vector of length »S’i for each horizontal strip. While we are 
at the field point P, these vectors, to the number of n, all have the same 
direction—they may be considered to form a straight line of length nS t , 
The diffracted wave front for the point. P coincides along its left, edge with 
the edge of the aperture and extends forward on 1 he right, like, a door slight¬ 
ly ajar toward us. Directing our attention to the upper horizontal edge of 
this diffracted wave front, when we proceed from the field point P vertically 
upward, this edge remains fixed. It acts as a hinge for the diffract,ed wave 
front which now swings forward at the bottom. The disturbance, of ampli¬ 
tude Si, from each successive lower horizontal strip is now retarded in 
phase with reference to the disturbance from the strip above. Ourvectors 
each of length Si, and n in number, form a vibrat ion polygon, or, passing to 
the limit, a vibration curve having a length of arc nS u and we can deter¬ 
mine the length of the closing vector of this vibration curve for any point 
P' (Fig. 96) lying vertically above P. The length of this closing vector will 
represent the effect of the entire aperture—it will represent, t he amplitude 
of the illumination which obtains at any given point P' of t he pattern (be¬ 
cause P maybe chosen to lie anywhere along the horizontal axis). Applying 
equation (2) again, the length of arc of our curve is nS h and this value is to 
be substituted for A in this equation. For \p in this equation we shall write 
p' to indicate that we are now dealing with the difference of phase between 
disturbances traveling one by way of any given point on t he upper edge of 
the aperture and the other by way of a point on t he lower edge of the aper¬ 
ture vertically below the first point. Wc thus have for t he amplif ude of illu¬ 
mination at any point P' of the pattern: 

S 

nSi sin 't 


2 


or, inserting the value of Si from equation (2'): 



S=A 



P p' 

2 2 


This equation gives the amplitude at any point, of the pattern. The inten¬ 
sity is proportional to S 2 . 

,, intensity at a given point P' of the pattern is equal to the product of 
the intensities of the points which lie opposite it on the central horizontal 
an ver ica nes. Thus the rectangular patches which lie along diagonal 
mes are ecidedly fainter than those which lie along the central horizontal 
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and vertical lines. The diagonal patches are in fact so faint that they can 
be well observed visually only when the illumination from the brighter por¬ 
tions of the pattern is screened off. 

The vertical lines of zero illumination occur where sin 2 = 0—or in 
other words, where \p takes one of the values 2x, 4ir, 6ir, etc. We have in 
general ^=2x5/X, where S is the path difference by way of two points, one 
lying anywhere along the left edge of the aperture and the other lying along 
the right edge at the same height as the first point. Moreover, we have 
z=fS/w, where z represents the abscissa of the vertical fine in the field plane 
for which the corresponding extreme path difference is S. Accordingly, the 
vertical lines of zero illumination occur where: 

yp = 2ir , 4tt , . . . . 

8 = X , 2X , .... 

/X 2f\ 

& m « ttii 

W W 

Similarly, the horizontal lines of zero illumination occur where \p r and 8' 
take respectively the same series of values as \f/ and 8 and the ordinates take 
the values: 

2/X 

v h ’ h ’ • • • • 

There is illumination at all other points of the pattern. 

The centers of the rectangles which are formed by the vertical and hori¬ 
zontal lines of zero illumination have co-ordinates z and y obtained by com¬ 
bining two of the following: 


3/X 

5/X 

2w ’ 

2w ’ ‘ 

3/X 

5/X 

2h ’ 

2 h ’ ‘ 


The maxima of illumination occur at points slightly displaced from the 
centers of the rectangles—toward the central point of the pattern. This 
follows from the fact that the maxima of illumination along the central 
horizontal and vertical lines do not occur strictly halfway between the mini¬ 
ma but lie somewhat closer to the center of the pattern, as exhibited in 
Table III. 

7. Distinctions between Fraunhofer and Fresnel Diffraction.—If, in the 
optical system for securing Fraunhofer diffraction, the source of light were 
removed to infinity, we could dispense with the first lens and still have 
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plane waves incident upon the diffracting aperture'. In addition, when the 
focal length of the second lens is great, then the plane' in which the pattern 
is observed lies far removed from the lens. If the' focal length of this lens 
were infinite, which is the equivalent, e>f having no le>ns id all, t hen the field 
plane would lie at infinity. Accordingly, it- is often siiiel that Fraunhofer 
diffraction may be considered as that, special case of diffraction without 
lenses, Fresnel diffraction, in which both the source of light and the plane 
of observation lie at infinity. However this statement, while correct, leaves 
the impression that Fraunhofer diffraction phenomena can be obtained only 
when the actual and the diffracted wave fronts are both plant', bid such is 
not the case. 



We may obtain Fraunhofer patterns by using a single* lens and placing 
the diffracting screen behind this (Fig. 97) or ahead of if (Fig. !).S), In either 
case the actual wave front MN and the diffracted wave front ME are 
spheres having both the same radius of curvature. We may so to speak ro¬ 
tate the actual wave front about a hinge located at the left-hand edge of 
the aperture to obtain the diffracted wave front. The two fundamental 
conditions which we derived when the actual and t he diffracted wave fronts 
are both plane still hold under these conditions, namely, the path difference, 
5—QT, is proportional to the distance q=MQ, measured across the wave 
front, and, also, all points lying upon an infinitesimal vertical strip on the 
actual wave front are at a common optical distance* from t he field point P. 
Consequently we may still apply the theory which was developed for plane 
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actual and diffracted wave fronts. We may apply the same theory funda¬ 
mentally unaltered, and may hence properly classify the phenomena ob¬ 
tained under the conditions just described and those obtained when the 
actual and diffracted wave fronts are plane, all as Fraunhofer diffraction 
phenomena. Fraunhofer in his own observations used the arrangement of 
Figure 98. He placed the diffracting aperture before the objective lens of a 
telescope which had been previously focused on the source of light and made 
his measurements while viewing the pattern through the eyepiece of the 
telescope. We may use one lens, two lenses, or several lenses, placed much 
as we like with reference to the diffracting aperture—the pattern which is 
formed in the focal plane which is conjugate to the plane in which the 
source of light lies will be a Fraunhofer pattern. 

The pattern which is observed in a plane which is not focally conjugate to 
the plane in which the source lies is of the Fresnel class: Referring to Figure 
99, let 0 be the source and let P 0 lie in the conjugate focal plane. Let the 
pattern be observed in the plane PP and let the diffracting aperture be 
„a vertical slit. We may in this case apply the method developed in our study 
of the Fresnel pattern due to a vertical slit (chap. 4, sec. 2) by making 
suitable adaptations. The radius of curvature of the actual wave front, 
which we designated by a, must be given a negative sign because the center 
of curvature lies in advance of the wave, that is, a= — MqP 0} and b= +M 0 P. 
With this understanding we can make use of the Cornu spiral and in our cal¬ 
culations apply the equations by which the three quantities g, v, and z are 
interrelated. This simply means that the path increment is determined by 
equation (5) of chapter 2, namely: 



(q +b) 

2 ah 


In order to apply the various equations in question, the term (a+b)/a b must 
differ from zero. In other words, the pattern is of the Fresnel class when 
(a+b)/ab^ 0, and this involves that a ^ — b, and that either a ^ a> or b^ °°. 
On the other hand, when the pattern is observed in a plane which is focally 
conjugate to the plane in which the source lies, then (a+b)/a b = 0, the pat¬ 
tern is of the Fraunhofer type, and either a= co , and b= « ; or a — — b. 

Referring again to Figure 99, the edges of the geometrical shadow lie at 
G and G f in the Fresnel pattern obtained in the plane PP'. If this plane 
were slowly moved toward P 0 , these edges would approach each other and 
in the position in which the Fraunhofer pattern is obtained they would 
coincide. Or, as has been previously pointed out, in Fraunhofer patterns, 
the geometrically illuminated region has collapsed to a single point (or to a 
vertical line when a vertical slit is used as the source). 
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Figure 99 represents only one sot of various possible conditions for ob¬ 
taining a Fresnel pattern when a Ions is used. Other conditions may pre¬ 
vail when a single lens is used—or several lenses may be used. 

A recapitulation of the various facts above set fort h is given in Table IV. 


TABLE IV 


Recapitulation 


Fraunhofer Diffraction 

1. A lens or a lens system is employed. 

2. The actual and the diffracted wave 
fronts are either both plane, or have 
equal curvature, with the centers of 
curvature both lying on the same side 
of the diffracting screen. 


Krosnel Diffraction 

1. No leases employed--n partial truth. 

2. The actual and the diffracted wave 
fronts have, different curvature, in 
general. When the centers of curva¬ 
ture lie on opposite sides of the dif¬ 
fracting screen, they may, however, 
have equal curvature, as a special 
case. 


3. Fraunhofer diffraction may be regard¬ 
ed as that special case of diffraction 
without lenses, Fresnel diffraction, in 
which both the source of light and 
the field plane lie at infinity. 


4. Fraunhofer diffraction is accommo¬ 
dated or focused, meaning that the 
source of light and the field plane lie in 
conjugate focal planes (and not mean¬ 
ing that the resulting fringes have 
sharp boundaries). 


4. Fresnel diffraction is not accommo¬ 
dated—not focused, or out. of focus. 


5. 

6 . 


5 = Const. Xq 
a+b 


ab 


-0 


Either a== « and b= oo 
or a= —b 


7. The geometrically illuminated region 
collapses to a point, or a line. 


5 . 


5 “ (\mst. Xtr 


6. 


a+b 

ab 




( 1^6 oo or m 
and 

7. The geometrically illuminated region 
is an arm hounded by the “edge of 
the geometrical shadow.” 


8. Virtual Diffraction Patterns.—Suppose that an adjustable slit-is held 
vertically before the eye, and while this slit is wide open the eye is focused 
upon a vertical lamp filament, 0, perpendicular to the plane of 1 he drawing 
(Fig. 100). If now the slit is narrowed, the Fraunhofer diffraction pattern 
due to a narrow rectangular aperture is formed upon the retina of the eye, 
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R. This is a real diffraction pattern. However, this pattern appears to the 
observer to be located in the plane OQ in which the source lies. No pattern 
actually exists in this plane—the pattern is virtual in so far as its existence 
there is concerned. The phenomena here involved are obvious. However, 
the phenomena involved in the formation of virtual diffraction patterns of 
the Fresnel class are not obvious. We shall now consider these. 




Fig. 100 Fig. 101 


In observing a real diffraction pattern of the Fresnel class—for example, 
that due to a straight edge—an eyepiece or hand lens is commonly mounted 
at a considerable distance from the straight edge and the pattern is viewed 
through this. For our present purpose we may imagine that we are using a 
reading lens of some four- or five-inch focal length. If the lens and eye 
together are advanced toward the straight edge, the fringes crowd together, 
and they disappear when the principal focal plane of the lens coincides with 
the straight edge. In this position the straight edge is seen in sharp focus.« 
If the lens and eye are further advanced, very narrow fringes reappear, and 
these broaden as the advance is continued. Referring now to Figure 101, 
under the last-mentioned conditions the eye focuses through the lens on the 
field plane PP r . This plane and the retina of the eye, R'R , are focally con¬ 
jugate with reference to the lens and eye considered as an optical unit. The 
pattern is seen as though it were located in the plane PP l where no pattern 
really exists. The pattern is virtual in so far as this plane is concerned. 
However, we know that there must be a real pattern formed on the retina. 
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We can determine the nature of this real pattern by an indirect method. 
Disturbances from various points on the actual wave front MaN will reach 
a point on the retina—for example, point R —in different phases. The illu¬ 
mination at R will be determined by these phase differences. Further, since 
R is conjugate to P, all optical paths from P to R have the same length. 
Consequently, if the actual wave front M a N could be made to propagate 
itself backward, the disturbances from the actual wave front, would arrive 
at P with the same phase differences. The illumination which act ually pre¬ 
vails at R would then prevail at P. In the same way, the illumination which 
prevails at R' would prevail at P’ if the actual wave should t ravel back¬ 
ward. In other words, we may employ the Cornu spiral to dot ermine what 
the pattern in the plane PP ' would be if the wave should t ravel backward. 
In doing this we must take a=—OM o and b = PM o. The pattern which 
would then be formed is identical with the virtual pattern which the eye 
perceives in the plane PP', and the real pattern which is formed on the 
retina is the ordinary optical image of this. 

9. The Symmetry Properties of Fraunhofer Patterns.—A certain type 
of symmetry exists in Fraunhofer patterns even when a diffracting aperture 
is used which possesses no symmetry of any type. Consider the quasi-tri- 
angular aperture represented by the solid line contour of Figure 102 to be 
divided into strips of equal width as indicated. In (he plant* of t he pattern 



erect a line through the central point Po of the field plants perpendicular to 
the strips. Let us now inquire how the illumination compares at two points 
A and A 1 equidistant from P„. If the vibration polygon for point A is as 
represented in the upper part of Figure 103, then the vibrat ion polygon for 
point A' will be as represented in the lower part of the figure'. The polygons 
have closing vectors of the same length and hence equal illumination pre- 
vai s at points A and A . Similarly, the illumination at point IP must bo the 
same as at point B and that at C' must be the same as that at C. Thus, 
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point symmetry exists about the point P 0 even when the aperture is without 
symmetry. 

When the aperture has a line of symmetry (see Fig. 104) we can draw a 
further conclusion. According to the principle just established, point A' in * 
the pattern must have the same illumination as A. And because of the sym¬ 
metry of the aperture A" must have the same illumination as A , and A'" 
must have the same illumination as A '. Therefore all four points have equal 
illumination. In the same way points R, R', R", and R"' must all have 
equal illumination. Therefore when the aperture has a single line of sym¬ 
metry, the pattern has one line of symmetry parallel to this and another 
perpendicular to it. 

A rectangular aperture has two lines of symmetry perpendicular to each 
other. Each of these gives rise to one line of symmetry in the pattern parallel 
to itself and another perpendicular to itself. The pattern has thus in a sense 
four lines of symmetry, but these coincide 
in pairs so that actually the pattern has only 
two lines of symmetry. 

An aperture in the form of an equilateral 
triangle has three lines of symmetry each of 
which gives rise to two distinct lines of sym¬ 
metry in the pattern (see Fig. 105); the sym¬ 
metry of the pattern is thus sixfold. 

When the aperture has n lines of sym¬ 
metry, and n is an odd number, none of 
these lines will be perpendicular to each 
other and hence the pattern will have 2 n 
distinct lines of symmetry. But when n is 

an *even number, the lines of symmetry of ^ 

the aperture will be perpendicular to each 

other in pairs, and hence the lines of sym- ' FlG ' The pattern due 

metry of the pattern will coincide in pairs 0 f an equilateral triangle 
and the number of distinct lines of symmetry (Schemer and Hirayama). 
of the pattern will be only n. 

The symmetry properties of Fraunhofer diffraction patterns were first 
discussed by R. Straubel.* 

10. The Theorems of Bridge.—The English astronomer John Bridget 
stated five general theorems relating to Fraunhofer diffraction patterns 
which are as follows: 

* Dissertation (Jena, 1888) and Ann. d. phys., 56, 746, 1895. Interesting photographs 
are shown by Scheiner and Hirayma, Abhand. d. Berliner Akad. (1894), Anhang, p. 1. 
For further references see Geiger and Scheel, ffandb. d. Phys., 21, 927. 

t Phil Mag. (4), 16, 321, 1858. 
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\ Two apertures which, have the same form but differ in size yield dif¬ 
fraction patterns which are similar but differ in size; the sizes of the pat¬ 
terns are in inverse proportion to the sizes of the apertures. 

2. When the light is monochromatic, and various wave-lengths are used 
in succession, the patterns formed by a given aperture are similar, and the 
size of each pattern is in direct proportion to the wave-length. 

3. The nature of the pattern formed by a given aperture does not depend 
upon the particular position of the aperture within the aperture of the opti¬ 
cal system, or, when a given aperture is displaced parallel to itself across the 
aperture of the optical system, the pattern does not alter in any way, 

4. When the value of every ordinate of the aperture is altered by a con¬ 
stant factor m, the amplitude at every point along the central horizontal 
line of the pattern is altered by the same factor m and hence the intensity 
at every point of this line is altered by w?. 

5. Given an opaque screen which has in it a number of apertures all hav¬ 
ing the same form and size and all similarly oriented, the intensity at any 
point of the focal plane may be considered as the product of the intensity 
which any one aperture acting alone would yield and the intensity which 
would be obtained from a point system having one point for each aperture 
and with the points situated at corresponding positions of adjacent aper¬ 
tures. 

Proof of the foregoing theorems will not be given because the first four 
are practically self-evident from the principles of Fraunhofer diffraction as 
previously outlined, and the truth of the fifth theorem will become evident 
when an expression for the intensity yielded by a grating consisting of al¬ 
ternate transparent and opaque strips is derived, as will be done in section 
15 of chapter 6. Detailed proof of all of the theorems may be found, how¬ 
ever, in the reference given below.* 

11. The Life and Work of Joseph von Fraunhofer.—Fraunhofer was a 
manufacturing optician. He was born in the town of Straubing, Bavaria, 
on March 6, 1787, and was the eleventh child of a poor glazier. The boy 
was of delicate physique and as a mere child was obliged to act & helper to 
his father. When he was about eleven years of age his parents hied in short 
succession and thereupon those who were appointed as his guardians ap¬ 
prenticed him to a master-worker of cutglass in the city of Munich. Here, 
as was customary in the day for an apprentice, he lived with the family of 
his master. In July, 1801, the old house in which the family lived collapsed, 
burying the mistress of the house and the boy Joseph in the debris. The 
mistress died of her injuries but the boy suffered only minor lacerations. 
The elector Maximilian, who later became king of Bavaria, was present 

* Verdet, Legons d’optique physigue, 1, 315. 
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when the boy was extricated from the ruins, as was also one J. Utzschneider 
who was a man of position and influence in the city of Munich. These men, 
taking an interest in young Fraunhofer, saw to it that he was subsequently 
allowed to attend night and holiday schools. His schooling had up to that 
time been extremely meager. The elector Maximilian presented the boy 
with some gold of which he later expended a portion to buy himself free from 
the last half-year of his apprenticeship and expended the remainder for the 
purchase of a machine for grinding and polishing spectacle lenses. 

Completing his apprenticeship in May, 1804, when he was seventeen 
years of age, young Fraunhofer set out, in times which were bad because of 
the Napoleonic wars, to earn his own living as a journeyman worker in cut- 
glass and by engraving. He eked out the barest existence at this for two 
years and devoted his spare time to study. His talents were recognized by 
those who had come to know him, and in May, 1806, the aforementioned 
Utzschneider offered to employ him as an optician in the mechanical and 
optical manufacturing firm of Reichenbach, Utzschneider and Liebherr, 
which had been founded a few years previously. Fraunhofer accepted this 
employment. In the following year the optical manufacture of the firm was 
removed to Benediktbeuren, where the glass furnaces were already located. 
This village was at some distance from Munich and Fraunhofer moved 
thither. Here he was placed in a position of increased authority and one 
which permitted him some independence of action. In the year 1819 the 
optical manufacture was moved back to Munich and Fraunhofer moved 
back with it. The genius of Fraunhofer made itself felt from the outset of 
his employment by the firm and resulted in a great enhancement in the 
quality of the optical products, with a consequent rapid rise in the demand 
for these. Fraunhofer was soon placed in full technical charge and, in 1814, 
after a reorganization, became a partner of the optical manufacturing firm 
of Utzschneider and Fraunhofer. 

Fraunhofer is famous both for the improvement which he wrought in the 
astronomical telescope and for several advances in pure science. His ad¬ 
vances in pure science were made in close association with his efforts to im¬ 
prove the telescope, but these advances were not regarded by him merely as 
a means to an end. On the contrary, he, toward the end of his career, 
cherished longings to be free from his work of optical manufacture and de¬ 
vote himself to scientific pursuit, but this longing was never realized. 

The first task of importance performed by Fraunhofer was to determine 
the index of refraction for various colors of each of given types of optical 
glass. In the course of this task he observed in the continuous spectrum of a 
lamp a line in the orange yellow which was brighter than the remaining 
spectrum. Further observation revealed that this same line was present in 
the spectrum of various types of flames. The line was what we today know 
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as the sodium line, and Fraunhofer’s observation constituted the discovery 
of this important spectrum line. He then used the line as a reference mark 
and, by means of a crude but ingenious piece of apparat us, was able to de¬ 
termine the indices of refraction at various well-established positions of the 
spectrum, thus overcoming a difficulty which had theretofore always exist¬ 
ed, namely, the difficulty of specifying precisely the spect ral position to 
which a given index determination applies. Subsequently Fraunhofer pro¬ 
ceeded to use sunlight, wishing to ascertain whether the same orange-yellow 
line could be found in sunlight. To his surprise he found a dark line at the 
same position where the bright line appears in the flame, and in addition he 
found numerous other dark lines at other positions. These dark lines are 
what we now call the Fraunhofer lines. In all subsequent, work these dark 
lines served him as reference marks in the spectrum. Fraunhofer’s account 
of the discovery of these lines was presented in 1817; the discovery itself 
had been made some two or three years earlier. * 


Fraunhofer was the first to combine a narrow slit., a prism, and a tele¬ 
scope in such a manner as to form what we would today call a “spectro¬ 
scope.” It may thus be claimed that he invented the spectroscope—but this 
claim must be advanced with some reserve. Newt on, long before Fraun¬ 
hofer, had used a slit, a prism, a lens, and a diffusing screen in combination 
in a way which may also be claimed to constitute a very crude, spectroscope' 

The development of the spectroscope was to a large extent a process of 
gradual evolution. 

A further achievement of Fraunhofer is that he succeeded in greatly im¬ 
proving the quality of optical glass. He improved the processes of melting 
and of casting glass with the result of procuring much larger masses free 
from striae. His improvement of optical glass and his development of meth¬ 
ods of computing accurately the forms which the elements of (he lens should 
have and of methods of accurately figuring each clement according to the 
computed form, brought the astronomical telescope t o a perfect ion and size 
theretofore undreamed of. Before the day of Fraunhofer a diameter of 
about five inches was the maximum, whereas Fraunhofer raised t he maxi- 
mmn to nearly ten inches, at the same time reducing the aberrations. 

Fraunhofer, like Fresnel, undertook experiments on diffraction with a 
view to learning more of the nature of light through these experiments. His 
-general objective was to make advances in the study of diffraction by apply- 
mg optical instruments to this study. Before Fraunhofer, diffraction phe¬ 
nomena had been studied without optical instruments, or, at most,, by the 
aid of an eyepiece, following the method which had been introduced by 

sev^rk 1 th6 L T d ° n phy3ifiiQri ' Dr ‘ W. H. Woihston, hml dismveml 

M8pe f T~ m 1802 - WoUa » tan ’" ‘hseovery, though published, 
was not followed up, and was forgotten until Fraunhofer rediscovered t he linos 
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Fresnel in 1815 (as described in sec. 4 of chap. 1). The results of Fraun¬ 
hofer’s investigations on diffraction were submitted in the years 1821 and 
1822. 

Fraunhofer, in studying the pattern due to a slit, sought to obtain this 
pattern with greater intensity. In order to achieve the desired result he 
made a series of slits close together by winding a hair or wire upon a frame. 
What he then found was not at all what he had expected. The pattern was 
not, as he expected, that due to a single slit only more intense; it was that 
due to a diffraction grating— he had discovered the diffraction grating. His 
discovery of the grating was thus to a large extent accidental, but he showed 
great genius in the manner in which he followed up this discovery as well 
as in the manner in which he followed up his discoveries of the sodium line 
and of the dark lines in the solar spectrum which were also to a certain de- 
gree accidental* 

Fraunhofer, like Fresnel, contracted tuberculosis, and died at the same 
age as Fresnel, namely, at thirty-nine years. He died on June 7, 1826. Like 
Fresnel also he was never married. He was one year older than Fresnel. 
Shortly before his death he was made a knight. 

The works of Fraunhofer were collected and published by the Munich 
Academy of Science in 1888 under the title Joseph von Fraunhofers (jesam- 
melte Schriften. This volume also contains a biography. There are numer¬ 
ous other accounts of the life and work of Fraunhofer of which the most 
recent and comprehensive is a book by M. von Rohr (Leipzig: Akad. 
Verlagsgesell., 1929). 

In concluding the present chapter be it mentioned that a book devoted 
to Fraunhofer diffraction phenomena, entitled Die Beugungserscheinungen, 
was written by I. M. Schwerd and published at Mannheim as early as the 
year 1835. 

* The grating had been previously discovered by the American astronomer, David 
Rittenhousc, but Itittenhouse’s discovery failed to attract any attention (in this con¬ 
nection see chap. 0, sec. 10), 



CHAPTER 6 

THE DIFFRACTION GRATING 


The diffraction grating may take any one of a large number of forms. In 
its most prized form it is produced by ruling a multitude of fine, parallel, 
equidistant lines, by means of a diamond point, upon a plate of polished 
spectulum metal. The operation is performed by a “ruling machine.” The 
grating serves to produce a spectrum and is by far our most valuable instru¬ 
ment of spectroscopic investigation. 

Gratings ruled upon speculum receive the incident light and diffract it by 
reflection. Some types of gratings diffract the incident light by transmission. 

such as, for example, the gratings common¬ 
ly used in student laboratories. These are 
copies or “replicas” made from original, 
ruled gratings. The method of making rep¬ 
licas will be described later. Another form 
of transmission grating may be made by 
depositing a film of silver upon a plate of 
glass and ruling lines through the film. The 
film then constitutes an opaque screen hav¬ 
ing narrow slits in it which are of equal 
width and are separated by small equal 
distances. The.light is diffracted by the 
slits. The theory of the grating can bemost 
lucidly presented by considering first a 
grating of this form—by explaining the 
diffraction effects produced by the slits. 

1. Diffraction by Narrow Equidistant 
Slits. Referring to Figure 100, let us 
p p suppose that 0 is a linear vertical source 

1 0 of light and that, the light., after being 

Fig. 106 made parallel by the lens L\, is incident 

perpendicularly upon the opaque dif¬ 
fracting screen D which contains the fine slits or the “lines” of the grat¬ 
ing. Beyond the screen, parallel diffracted rays are focused by the lens U 
m the plane of observation P 0 P 1 P*. The diffraction patterns formed by 
a grating fall into the Fraunhofer class of diffraction phenomena. The 
trmges run perpendicular to the plane of our figure, or vertical. We shall 
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suppose for the present, first, that the light is monochromatic, there being 
then no “spectrum” formed; and, second, that the slits are so narrow that 
each single one approaches the condition of sending Huygens’ wavelets in 
all lateral directions. The distribution of light from one slit acting alone 
will then be somewhat as represented by the height of the broken curve AB. 

A wave front reaching the diffracting screen gives rise to disturbances 
which issue from the various slits simultaneously. These disturbances will 
reinforce each other at the point Po, which lies at a common optical dis¬ 
tance from all of the slits. The disturbances will also reinforce each other 
at certain other points, Pi, Pz, etc., so located that the difference in optical 
path from adjacent slits is respectively X, 2\, etc., or in general, raX, where 
m is an integer which is known as the order of diffraction. The distance be¬ 
tween corresponding points of adjacent slits, let us say between centers, is 
known as the “grating space.” We shall denote this by the letter a, and de¬ 
note the angle of diffraction by 0. For the maximum P x we now have X = 
a sin 0, and for the maximum of rath order, for which the difference in optical 
path by way of adjacent lines is raX, we have: 

(1) raX = asin0. 

This is the form which the so-called “grating law” takes when the light is 
incident perpendicularly. This law determines the directions in which the 
principal maxima are formed. The positions of these maxima in the field 
plane, e.g., the distance PoPi, can be readily ascertained when the focal 
length of the lens Lz is given. It is to be noted that the directions and posi¬ 
tions of the principal maxima do not depend upon the number of lines in the 
grating and that they do depend upon the wave-length of the light. 

2. Formation of Spectrum.—The number of lines in the grating enters as 
an important factor in determining the complete form of the diffraction pat¬ 
tern, involving, for example, the breadth of the principal maxima and the 
number and relative height of the subsidiary maxima which are represented 
in Figure 106 as occurring between the principal maxima. The explanation 
of the complete form of the pattern will be given later. It will develop that 
when the number of lines of the grating is large the principal maxima are 
very narrow and constitute sharp images of the linear source of light and 
that the subsidiary maxima then ordinarily escape observation. The linear 
source is usually the slit of a spectroscope and hence the principal maxima 
are often spoken of as “slit images.” The maximum of zero order is known 
as the “central image” or “undeviated image.” The maximum Pi is the 
“first-order image,” the maximum Pz is the “second-order image,” etc. 

When the source of light is not monochromatic, a slit image is formed in 
each order by every wave-length which is present in the source. A spectrum 
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is formed When the wave-lengths present in the source are discrete, that is, 
separated, the slit images are separated and constitute “spectrum lines.” 
When the wave-lengths cover a certain range continuously, the slit images 
overlap—a continuous spectrum is formed. At the top of Figure 107 are 
shown the slit images Po, Pi, etc., as they would be seen in the plane of 
observation when the light is monochromatic. Below these are shown the 
slit images or spectrum lines which occur when there are three discrete 
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Fig. 107 

wave-lengths in the source which do not differ greatly from ouch other. The 
wave-lengths are denoted by \ h X 2 , and X 3 , and supposedly Xi < Xa< X«. In 
the zero order the three images are superposed in a single* “central image.” 
In the other orders the images are separated, and, ns follows from equation 
(1), they are separated by distances which are very nearly proportional to 
the difference between the wave-lengths in question. Moreover, it follows 
that in the second order the distance between two images will be approxi¬ 
mately twice as great as in the first order, and in the third order the dis¬ 
tance will be approximately three times as great, etc. The dixpvmon due to 
a grating increases in proportion to the order of the spectrum. 

If the emission lines are distributed throughout, the visible range there 
will be a complete spectrum formed in each order as illust rated in t he lower 
part of the figure. The region of short wave-lengths in ouch spectrum is 
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marked V , for violet, and the region of long wave-lengths is marked R, 
for red. 

3. Overlapping Spectra—In the lower part of Figure 107 the third-order 
spectrum has been drawn below the other orders because the violet end of 
this spectrum overlaps with the red end of the second-order spectrum. This 
overlapping or superposing of orders is a general feature of grating spectra. 
The first and second orders do not overlap in the visible region. The spec- 
tium physically considered, however, extends into the ultra-violet and infra- 
r.d, and consequently when photographic or bolometric methods of obser¬ 
vation are employed, overlapping between the first and second orders must 
also be taken into account. I 1 or example, the first order of wave-length 
MOO A, in the deep red, will coincide in position with the second order of 
'half this wave-length, namely, 3700 A, which lies in the ultra-violet only a 
little beyond the visible limit. Therefore, in photographing in the red region, 
care must be taken to absorb all of the ultra-violet by a filter. 

In general, a spectrum line of wave-length X, in the spectrum of the mth 
order, coincides in position with a line of wave-length X' in the order m' 
when the condition is satisfied that raX = m'X'. 


The so-called “method of coincidence” was used by Rowland for determining the 
wave-lengths of spectrum lines with accuracy far exceeding previous determinations. 
Rowland’s work extended through the decade 1886-96, and led to the establishment 
of the “Rowland scale” of wave-lengths. In applying the method of coincidence it is 
not necessary to find spectrum lines which actually coincide in different orders—they 
need only fall near each other. Interpolation 


can then be applied. The method of coinci¬ 
dence has now been superseded by interfer¬ 
ence methods for establishing wave-length 
standards in those spectral regions for which 
the photographic plate is sensitive or can 
be sensitized, but the method of coincidence is 
still much used in the routine of determining 
wave-lengths in an unknown spectrum by com¬ 
parison with a known spectrum. Moreover, in 
the infra-red beyond 12,000 A (1.2 /x) where 
photography fails, the method of coincidence is 
still the best available. 

4. The Grating Law.—Gratings are not 
generally used with the light incident per¬ 
pendicularly, as we have thus far supposed. 
The light may be incident at any angle, di 
(see Fig. 108), and diffracted at any angle 



Fig. 108 


0 2 . The path difference by way of corresponding points of adjacent lines 


is then ND+DE . The principal maximum of the mth order of the wave- 
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length \ will be formed when ND+DE=m\. Now ND = a sin 0, and DE 
= a sin 0 2 , where a is the grating space. We therefore have: 

(2) m\ = a (sin 0i+sin 0 2 ) . 

This equation is known as the “grating law.” When the incident beam and 
the diffracted beam both'lie on the same side of the normal to the grating, 
as illustrated, both angles are to be taken as positive. When the beams lie 
on opposite sides of the normal, the smaller of the two angles is to be taken 
as negative. 

When the angles 0i and 0 2 both approach 90°, the path difference by way 
of adjacent lines of the grating approaches the value 2a. If m equals unity, 
the value of X approaches 2 a. The wave-length \ = 2a is the great est wave¬ 
length which a grating can. diffract. 

The treatment of the grating considered as a diffracting screen will now 
be resumed. It will be supposed that the light is monochromatic, and the 
manner in which the diffraction pattern depends upon the number of lines 
of the grating will be investigated. 

5. Gratings Having a Small Number of Lines.—We shall consider in suc¬ 
cession gratings having 2 lines, 3 lines, 4 lines, 5 lines, and 6 lines. 

The 2-line grating. —The Fraunhofer pattern for a double slit, has al¬ 
ready been treated.* In discussing this we- did not assume that the slits are 

very narrow and close together. The pat¬ 
tern then considered is again shown in Fig¬ 
ure 109a. The broken curve A B represents 
the distribution of illumination from each 
slit acting alone. This shows well-marked 
maxima and minima. The solid curve P fl , 
Pi, etc., represents the closely spaced maxi¬ 
ma which arise from interference of the 
disturbances from the two slits. When the 
slits are greatly narrowed, the central max¬ 
imum of the broken curve spreads later¬ 
ally over the entire field (set 1 Fig. 1096). 
The spacing of the maxima of the solid 
curve is, however, the same as when the 
slits are wide, provided the distance between 
centers of the slits is the same in both cases. 
If now the slit separation is decreased, then the sepsir.it ion of t he maxima of 
the solid curve increases; see Figure 109c, which represent k the pattern due 
o a 2- ine grating under the conditions which we now assume, namely, that 

* Chap. 5, sec. 5. 
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the slits are very narrow and close together. The left-hand portion of this 
curve is plotted to a larger scale in Figure 110. Here, also, at several points 
of the curve, the vibration diagrams which obtain at these points are in¬ 
serted. Each vibration diagram consists of two vectors which represent re¬ 
spectively the disturbances from the two slits.* At the central point of the 
pattern P 0 the disturbances from the two slits arrive in the same phase. 
Thus both arrows point in the same direction. The vector which represents 
the disturbance from the left-hand slit 
is throughout plotted pointing hori¬ 
zontally to the right. Upon moving 
from the central point of the pattern to 
the left, the phase of the disturbance 
from the right-hand slit falls behind— 
the second arrow rotat.cs counter¬ 
clockwise. Accordingly, as we go down 
the slope of the central maximum, the 
second arrow is shown successively as 
making an angle of 45° with the first, 
then 90°, then 135°. At the first mini¬ 
mum it makes an angle of 180°, or 
points horizontally to the left. The sum 
of the two vectors represents the resultant amplitude of illumination. This 
is now zero. Beyond the first, minimum, further stages of rotation of the 
second vector are shown. When it again points horizontally to the right we 
have arrived at. the first lateral maximum in the pattern, Pi. Beyond Pi the 
cycle of rotation is repeated. Throughout, the lengths of the vectors are 
supposedly proportional to the height of the broken line. 

The 3-line grating .—We now have three vectors, one for each line (see 
Fig. Ill, upper left diagram). The vector corresponding to the left-hand 
line is again always drawn pointing horizontally to the right. At the central 
point of the pattern—right-hand end of the curve—the second and third 
vectors also point horizontally to the right. As we descend the slope of the 
central maximum we must, think of the second and third vectors as rotating 
counter-clockwise, t.he third one rotating at double the rate of the second 
one, and the three forming at all stages an equiangular and equilateral poly¬ 
gon which is an open polygon while we are on the slope. Finally, at the first 
minimum this polygon closes, forming a triangle as illustrated. Beyond the 
first minimum, the counter-clockwise rotation of the second and third vec- 

* Wo may picture each vector as the closing vector of a vibration curve drawn for the 
corresponding slit, in accordance with deductions in chap. 5, sec. 5. However, now that 
we are concerned with very narrow slits, it is simpler to consider the contribution from 
each slit as an entity unto itself represented simply by a vector. 
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tors continues and the sum subsequently attains a maximum value when 
the angle between successive vectors attains the value of tt. The polygon 
has now collapsed to one in which the three vectois double back and forth 
upon each other (in the figure they are drawn above each other). The effects 
of the first and second vectors annul each other, leaving the effect of the 
third one outstanding. At this subsidiary maximum the amplitude of il¬ 
lumination is one-third of the amplitude at the principal maximum—the 
intensity is one-ninth of that at the principal maximum. 
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Beyond this subsidiary maximum the counter-clockwise rotation of the 
second and third vectors continues, and when it has proceeded so far that 
an equilateral triangle is again formed, as illustrated, we are at the second 
minimum in the pattern. It is to be noted that this second triangle is de¬ 
scribed in the reverse sense from the first one, or clockwise. Beyond this 
second minimum, as the counter-clockwise rotation of the second and third 
vectors continues, the polygon opens up. We proceed up the slope of the 
principal maximum of first order, and when we reach t his maximum the 
vectors again all point horizontally to the right. Beyond this point the 
cycle of rotation and the pattern are both repeated except for a modulating 
factor which is proportional to the height of the broken line. 

The 4-line grating.—See upper right-hand corner of Figure 111. We now 
have four vectors. We reach the first minimum in the pal lorn when these 
vectors first form a closed polygon or, in other words, a square, as illus¬ 
trated. Beyond this we reach a subsidiary maximum when the angle be- 
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tween successive vectors is 37 t/ 4 , or 135° as shown. That this is true fol¬ 
lows from the fact that the polygon, which is in general an open one, is at all 
stages both equilateral and equiangular and may hence at all stages be in¬ 
scribed in a circle. The maximum occurs when the foot of the first vector 
and the head of the last, vector lie at opposite 
ends of a diameter of the circumscribed 
circle (see Fig. 111a). Here this diameter is 
represented by the broken arrow S, which is 
the sum of the four constituent vectors. It 
is a simple matter to evaluate this sum and 
thus determine the height of the subsidiary 
maximum.* Beyond this subsidiary maxi¬ 
mum the second minimum occurs when the 
angle between successive vectors is equal to 
7 r. The vectors now double back and forth 
upon each other as indicated in Figure 111 . p IG . m a 

Beyond this minimum the curve is symmet¬ 
rical with the portion which we have just considered. There are now two 
subsidiary maxima between the principal ones. The abscissa r is a point of 
symmetry in all of the curves which we are considering. There is a mini¬ 
mum at this point when the number of lines is even as now, and a subsidi¬ 
ary maximum when the number is odd. 

The 5-line grating .—The first minimum occurs when the five vectors in 
question form a pentagon as indicated at the lower left in Figure 111 . The 
first subsidiary maximum occurs when the vectors form an open polygon of 
one and one-half convolutions. This polygon is not shown—the polygons 
' the maxima will henceforth be omitted. The second minimum occurs 
when the vectors form the next closed figure, a five-pointed star as illus¬ 
trated. The next maximum occurs when the angle between successive vec¬ 
tors is 7 r the vectors double back and forth on each other—the effect of one 
is left outstanding. Beyond this point the curve is symmetrical. There are 
now three subsidiary maxima. 

The 6-line grating .—At the first minimum we have a hexagon as shown at 
the right. At the first subsidiary maximum the vectors form a square of one 
and one-half convolutions, and at the second minimum they form a triangle 
as shown, or rather two superposed triangles. At the next subsidiary maxi¬ 
mum the polygon has two and a half convolutions and at the next minimum 
the angle between successive vectors is t —the vectors double back and 

* Details follow: Denoting the length of each constituent vector by S lf we have 
(iSi/2)/ (S/2) -* sin (l35°/2) = .924, whenco S = 1.08 Si. The ratio of the height of this maxi¬ 
mum to that of the central maximum is therefore 1.08/4 and the ratio of intensities is 
equal to the square of this, or .073. 
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forth on each other—their sum is zero. There are now four subsidiary 
maxima. 


Each time another line is added to the grating there is an additional sub¬ 
sidiary maximum. When the number of lines in the grating is ti } there are 

n —2 subsidiary maxima. . r 

As we pass from the 3-line grating successively to the 4-, 5-, and 6-line 

gratings, there is a decrease of the intensity of the subsidiary maxima rela¬ 
tive to the principal maxima. However, this decrease 4 approaches a limit 
as the number of lines of the grating becomes very large—this fact will ap¬ 
pear in detail later. 

Finally, it is important to note that as the number of lines of the grating 
increases,’the principal maxima become proportionately narrower. For a 
3-line grating the first minimum in the pattern occurs when the phase dif¬ 
ference between disturbances coming from adjacent lines is 2ir/3, or when 
the path difference is X/3, for a 4-line grating, when the path difference is 
X/4, and for a grating of n-lines, when the path difference is X/n. The prin¬ 
cipal thus become very narrow when the number of lines becomes 


large. 

6. Gratings Having Many Lines.— Gratings used for spectroscopic pur¬ 
poses have many thousand lines—a large grating may have one hundred 
thousand. The resulting diffraction pattern cannot- well be directly repre¬ 
sented, but the principles involved in the formation of the pattern may be 
explained by considering a grating having a moderate number of lines. At 
the top of Figure 112 the pattern for a grating having t wenty-four lines is 
shown. The central maximum, P 0 , lies at the right. The first minimum is 
marked 1, the first subsidiary maximum, 1', and the second minimum 2. 
In the lower right-hand comer of the figure the portion of the curve which 
includes these points is drawn to a larger scale and above the points arc 
shown the corresponding vibration polygons, which have* respectively one, 
one and a half, and two convolutions. In the upper port ion of t he figure the 
polygons which obtain at the fourth, sixth, and eighth minima are shown. 
These consist respectively of a hexagon having four convolutions, a square 
having six convolutions, and a triangle having eight convolut ions. The con¬ 
volutions are superposed vector for vector. At other minima the convolu¬ 
tions are likewise superposed but the individual vectors are not. always su¬ 
perposed. The twelfth minimum is a point of symmetry in the pattern. 
Beyond it the vibration polygon uncurls progressively. When the polygon 
has completely uncurled, the vectors form a straight line, and this is the 
condition for the formation of the first principal maximum /'i. Beyond Pi 
the cycle is repeated. 
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Let us now suppose that the number of lines of the grating is really large 
and see what conclusions we can draw. 

The number of vectors of the vibration polygon is equal to the number 
of lines of the grating. At points in the pattern lying near a principal maxi¬ 
mum—for example, at the points 1, T, and 2 of Figure 112—the number of 
convolutions of the polygon is small. Therefore, when the number of lines 
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of the grating is large, there will be many vectors per convolution and we 
may consider the vibration polygons for such points as vibration curves — 
of circular form. It will bo recalled that the vibration curves for a rectangu¬ 
lar aperture are likewise circular in form.* For both the grating and the 
rectangular aperture the first minimum occurs when the vibration curve 
closes in one convolution, the first subsidiary maximum occurs when the 
curve forms one and onc-half convolutions, etc. The positions of the minima 
and both the positions and relative intensities of the subsidiary maxima will 
therefore be the same for the grating as for a rectangular aperture having a 
width equal to the width of the beam diffracted by the entire grating in 
the direction in question. This applies to the pattern in the vicinity of each 
of the principal maxima formed by the grating. 

The beam diffracted by a grating is commonly some 5 or 10 cm. wide, 
and a rectangular apert-urc having the same width would yield an image of 
the source having a high degree of perfection. Accordingly, each of the 
principal maxima formed by a grating is a highly perfect image a slit image. 

* Chap. 5, sec. 2, Case A. 
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For a grating, as well as for a rectangular aperture, the intensity of the 
first subsidiary maximum relative to that of the principal maximum is 
(2/3 t) 2 =1/22.2 (see chap. 5, sec. 2 1 ^.). For the second subsidiary maxi¬ 
mum the relative intensity is (2/5ir) 2 = 1/61.7. The intensities of the sub¬ 
sidiary maxima of low order are great enough so that these maxima can be 
seen when they are separated from the principal maxima. In practice they 
are not usually separated. Thus with a grating they ordinarily escape ob¬ 
servation just as they do when a wide rectangular aperture is used. 

The subsidiary maxima become progressively fainter as their order num¬ 
ber increases. The intensities and positions will bo practically the same 
maximum for maximum as for the equivalent rectangular aperture while 
the order number is, let us say, below one hundred—there will si,ill be many 
vectors per convolution of the polygon. The maxima in question are too 
faint to detect. As we proceed to still higher order numbers the intensities 
continue to diminish until we reach the point midway between two principal 
maxima. However, for subsidiary maxima of very high order we can no 
longer consider the vibration polygon even approximately as a curve—the 
polygon eventually has so many convolutions that there arc only a few vec¬ 
tors per convolution. We can form an idea of the magnitude of the inten¬ 
sities which then prevail by evaluating the intensity of the subsidiary maxi¬ 
mum which lies exactly midway between two principal maxima when we 
have a grating having an odd number of lines. At this point the vectors of 
the polygon double back and forth on each other—the effects of the lines 
cancel each other except for the effect of one line which is left outstanding. 
The relative intensity of the maximum in question is therefore 1 /n 2 or if 
the grating has 100,001 lines, the relative intensity is about 1 /10 If> . ’ ’ 

Recapitulating: When a grating has many lines the principal maxima of 
diffraction are nearly perfect images of the source—they are slit images in 
monochromatic light. The subsidiary maxima are faint and cause no 
trouble. Those of low order are ordinarily not separat ed from t he principal 
maxima and those of high order are too faint to be .seen. 

(The foregoing conclusions apply to the subsidiary maxima formed by a 

grating which is perfect. When periodic error of ruling exists, subsidiary 

mamma are formed which are known as "ghosts.” These will be discussed 
at the end of the chapter.) 

It is of interest to compare the patterns which arise from each of two 

gratings one of which has n lines and the other 2 n lines. We shall discuss 
two cases: 

gratin ® space is the same in the two gratings: In (his case 

The SeC ° nd grating must be twicc M Hint of the first, 

lhe patterns then compare as the first and second patterns of Figure 113. 
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The principal maxima maintain their position, but both principal and sub - 
sidiary maxima are narrower in proportion as the grating is wider. 

2. When the 2 n lines are crowded into the original width w = na of the 
first grating: In this case the patterns compare as the first and third pat¬ 
terns shown. The widths of both prin¬ 
cipal and subsidiary maxima are the 
same in the two patterns, but since in 
the second grating the grating space is 
half as great as in the first, the separation 
of the principal maxima is doubled. 

We shall conclude this section by de¬ 
riving a well-known equation for the re¬ 
sultant amplitude at any point of the 
diffraction pattern formed by a grating, 
in terms of the amplitude contributed 
by each line: 

The amplitude contributed by each line 
varies with the direction of diffraction, as il¬ 
lustrated, e.g., in Figure 113 by the variation 
in height of the broken curve AB. Denote 
the amplitude for one line in a given direc¬ 
tion by Si and denote by a the phase differ¬ 
ence between disturbances from adjacent 

lines. Our problem consists in evaluating the resultant amplitude, which we shall de¬ 
note by S, in terms of S h a, and n, the number of lines of the grating. The disturb¬ 
ance from each line will contribute one vector to a polygon (see Fig. 114). In this 
figure n is taken as a small number and the polygon is represented as making only 
a fraction of a convolution. The equation to be derived is, however, perfectly gen¬ 
eral—it applies for n either large or small and for a polygon making any number of 
convolutions. The angle between adjacent vectors is a. The polygon, being equi¬ 
lateral and equiangular, may be inscribed in a circle. Denote the radius of the in¬ 
scribing circle by p. The angle subtended by one vector at the center of the circle is 
equal to a, and 
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Si/2 . a 
“ =sin 2- 


Now i/', the angle indicated in the figure, equals na, and hence 


S/2 . ip . na. 

——Bin2= any . 
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Eliminating p from these two equations. 

. na 
sm 2“ 

(3) S=Sl '~Ta ' 

an j 

This is the equation which was sought.* 

In any given set-up the angle of incidence is constant and the amplitude S may be 
regarded as a function of the angle of diffraction. By introducing the general rela¬ 
tions a=2 x 5/X and 8 = a (sin 0i+sin 9*), where 8 is the path difference by way of 
adjacent lines of the grating, we may throw equation (3) into a form in which S is 

given as a function of the angle of diffraction, 0 2 , ex- 
plicitly. For example, at normal incidence sin 0!=O 
and thus a = 2tt(l sin Q%/\. This value of a may now be 
substituted in equation (3). The resulting expression 
for S will however still contain S\, the amplitude due 
to one line of the grating. 

The amplitude Si itself varies with the angle of 
diffraction; it, however, varies only slowly when the 
slits of the grating are narrow. The variation of Si 
can be taken into account when, and only when, we 
know the relative width of the transparent spaces 
and the opaque ones. The equation which then re¬ 
sults will be derived at the end of section 15. 

7. Periodic Structure as Prime Requisite.—Wc have thus far considered 
only the grating consisting of narrow slits in an opaque screen. However, 
any structure which is periodic in space—any structure which repeats itself 
at some small interval a —will serve as a diffraction grating. We can under¬ 
stand this if we consider first a wide rectangular aperture, without struc¬ 
ture, and then consider this to be replaced by a periodic structure. Consider 
the simple aperture of width w to be divided into n strips each of width a so 
that na=w. We should expect a principal maximum of diffraction to be 
formed in a direction such that the path difference by way of corresponding 
points of these adjacent strips is X (see upper portion of Fig. 115) were it 
not for the fact that in this direction the vibration curve for each strip 
closes in one convolution as indicated. In other words, when we have no 
structure we have no grating. 

A principal maximum will be formed if we can by any method open up 
the vibration curves for all of the strips in the same manner. We shall then 
have a grating. In a grating consisting of an opaque screen with slits in it, 

* The phase in which the resultant disturbance arrives is retarded with reference to 
that from the first line of the grating by (n —l)a/2. This follows from the fact that the 
angle indicated in the figure by 0 is equal to tt — (w-l)o. 
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the required opening-up of the vibration curves is accomplished by bindin g 
off a portion of the wave front in each strip. We may, however, achieve the 
same result in a different manner. We may intro¬ 
duce changes in the phase which normally exists . „ a 

upon the wave front, at regularly spaced inter¬ 
vals across the wave front. Suppose, for example, 
that grooves are ruled at an interval a in a plate 



of glass (see lower portion of Fig. 115). Owing to 
modifications in the length of optical path now 



introduced, the vibration curve for each strip of 
width a will in general be an open one as indicated. 
We now have a principal maximum formed—we 
have a periodic structure and as a result we have 
a diffraction grating. The figure is drawn suppos¬ 
ing that the ruled glass plate is used by transmis¬ 



sion. 

8. The Reflection Grating.—The principle of 


5 5 


the reflection grating is now almost self-evident. Fig 115 

A groove ruled into a reflecting surface will like¬ 
wise in general give rise to an open vibration curve. Referring to Figure 116, 
when the light is incident at an angle 0 x with reference to the normal to the 



grating, the principal maximum of the mth 
order will be formed in that direction 0 2 for 
which the path difference by way of corre¬ 
sponding points of adjacent grooves equals 
mX. The path difference is ND+DE. Since 
ND = a sin 0i and DE — a sin 0 2 , we have 
m\ = a sin 0i+a sin 0 2 . Thus the same law 
holds for both the transmission grating and 


-—- the reflection grating. 

Vl(J 1 1( * 9. Depth and Form of Grooves.—In rul¬ 

ing a grating it is aimed to rule with the 
proper depth to have the grooves practically contiguous, leaving little or 
no unruled or original surface between grooves. Such original surface when 
present reflects a maximum of light into the central image at the expense of 
intensity in the spectral images where it is needed. The form of the groove 
determines the direction into which the light will be predominantly thrown. 
If, for example, one face of the groove is flat, a maximum of energy will be 
thrown into the direction which makes an angle with this face which is 
equal to the angle made by the incident light with this face. The spectral 
order which lies in this general direction will be intense. 
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Great care is necessary in choosing a diamond for ruling. An edge is 
selected which appears under the microscope to be clean, that is, not round¬ 
ed off. With this edge, trial rulings are made, and from these it can be 
ascertained whether a sufficient amount of light is diffracted into the de¬ 
sired direction. Natural edges of the diamond were used until recently. 
Within the last few years the grinding of diamonds for ruling has proved 
successful. The faces are usually ground to make a right angle with the 
hope that the groove faces will then make a right angle. But it does not 
follow that they will do so. The faces of the grooves may not even be flat. 
The ruling is only, let us say, one twenty-thousandth of an inch deep and 
the edge may not be clean to the required degree. 

It is not possible to ascertain the actual form of the finished groove. 
Examination of the grating under a high-power microscope clearly reveals 
the individual grooves but shows little regarding their form. However, in 
coarse gratings, used for the infra-red, a fair approximation to flatness of 
groove face is undoubtedly attained (see “The Echelette,” sec. 22). Nu¬ 
merous microphotographs of gratings have been published by L. C. Glaser.* 

10. The Ruled Grating; Historical—The diffraction grating was 
originally discovered in the year 1785 by the American astronomer David 
Rittenhouse,| but he did not follow up his work and his discovery appears 
never to have attracted general attention. The grating was rediscovered by 
Joseph Fraunhofer,J who announce^ his discovery in the year 1821. 
Fraunhofer's first gratings were mad# by winding fine wire over a rectangu¬ 
lar frame which had a screw with a fine thread on each of two opposite 
edges. The threads served to space the wires equally. By this method 
Fraunhofer constructed gratings of which the number of “lines” per Paris 
inch§ ranged from 40 to 340. He despaired of making screws with more 
than 340 threads per inch, and, desiring to work with gratings of as small 
a grating space as possible, he next turned to the process of ruling. 

Fraunhofer never described the machine which he used, but it was prob¬ 
ably a “dividing machine”—a machine for dividing linear measuring scales 
—which he adapted for his purpose. Such machines are still used somewhat 
for ruling small gratings. Fraunhofer first ruled through gold foil laid on 
glass, up to nearly 900 lines per inch, and was successful up to about 1800 
lines per inch in ruling in a thin film of grease on glass. The gratings were 
all small. Finally, using a diamond as a ruling point, he ruled directly into 
the surface of glass. One of his glass gratings had as high as 8000 lines per 

* Zeit. f. Tech. Physik , 7, 31, 1926. 

t Trans. Amer. Phil. Soc., 2,201,1786; reprinted in Jour. Franklin ImL , 214, 99,1932. 

t Gesammelte Schriften , p. 67. 

§ One Paris inch = 1.06577 inches=2.70700 cm. 
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inch. This one was about ^ inch wide. It rendered him valuable service in 
verifying the grating law and in measuring the wave-lengths of the Fraun¬ 
hofer lines in the solar spectrum. 

The ruling of a satisfactory grating involves not merely the placing of a 
multitude of fine lines close together—in addition the grating space must be 
constant to within small permissible limits. Fraunhofer fully realized this, 
and while he succeeded in ruling separate lines even at the rate of 32,000 per « 
inch, the grating space was then no longer constant with sufficient approxi¬ 
mation. He estimated that the grating space would have to be constant to 
within 1 per cent, or, in a grating of this fineness, to within 1/3,200,000 part 
of an inch, and his machine was not capable of such performance. We shall 
learn when we come to consider ‘Error of Ruling” that the magnitude of 
the permitted errors depends markedly upon whether the errors are system¬ 
atic or non-systematic in their character, but the precision which is required 
is always enormous. 

Fraunhofer in his spectroscopic investigations used his gratings mostly by 
transmission. He, however, also discovered the principle of the reflection 
grating and showed that the grating law holds in either case. 

About twenty-five years elapsed after Fraunhofer's discovery of the grat¬ 
ing before anyone undertook to furnish gratings for scientific use. Then 
F. A. Nobert, an instrument maker of Pomerania, a province of Prussia, 
began to offer them. The majority of Nobert's gratings were ruled by a 
diamond directly on glass, but some were ruled through silver on glass. 
They, were ruled for the most part at either 3000 or 6000 lines per inch. 
These remained the best available for another period of twenty-five years. 

In about 1870 L. M. Rutherfurd, a New York lawyer, became interested 
in the ruling of gratings by way of an avocation. After a few years he suc¬ 
ceeded in producing gratings far superior to those of Nobert. He, moreover, 
introduced the speculum reflection grating. Speculum is an alloy of 68 per 
cent copper and 32 per cent tin. It is hard, yet softer than glass. It can be 
ground and polished much like glass, and combines high reflecting power 
with resistance to tarnish. Most of Rutherfurd’s gratings had about 17,300 
lines per inch. They were from 1 to 2 inches square. His gratings were the 
first to surpass the most powerful prisms in performance. 

We owe the diffraction grating of today to the genius of Henry A. Row¬ 
land, who was professor of physics at the Johns Hopkins University from 
1876 until his death in 1901. Rowland made two great advances. In the 
first place, he constructed vastly improved ruling machines, and was thus 
able to rule gratings of much greater size and perfection than his predeces¬ 
sors; and, in the second place, he invented the concave grating, which is of 
tremendous scientific value. Rowland, developing both theory and prac- 
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tice showed that a grating ruled upon a concave surface may be used to 
orm a sharply focused spectrum without the use of lenses The concave 
grating will bedealt with in later sections and its value will then be pointed 

° U Ey far the majority of all gratings which have been ruled up to the pres- 
ent Le been ruled upon three machines wh,ch were constructed by Row- 
, tod. and operated at first by Rowland .seated by Schneider then rte, 
Rowtod's death by J. A. Anderson, and recently by R W. Wood. Rjdmg 
machines have ate, been constructed and operated at the Umvetoy of 
Chicago at the Mount Wilson Observatory, and at the Bureau of Stand¬ 
ards A few excellent gratings have been ruled upon these. There is a 
machine for ruling coarse gratings at the University of Michigan upon 
which very effective gratings for work in the infra-red have been ruled by 
E F. Barker. In England the Blytheswood machine at the National 
Physical Laboratory at Teddington is suitable for ruling gratings of 
medium size. There are numerous machines in existence, including divid¬ 
ing machines, which are suitable for ruling small gratings. Additional 
machines for ruling large gratings are in process of construction. 

11. Rowland’s Ruling Machines.—Figure 117 may be considered to rep¬ 
resent one of Rowland’s machines schematically. It is not accurate in de¬ 
tail t The plate which is in process of being ruled, /, rests upon the “grat¬ 
ing carriage,” 2. The diamond, the ruling point, is fastened to the lower end 
of a small rod, 3. During the “ruling stroke” of the machine the diamond 
rests on the pkte, 1, and is puffed over the surface by motion of the “ruling 
carriage.” This carriage has the form of a bridge or span extending over the 
grating from 4 to 5. The ruling carriage is sometimes called the “diamond 
carriage.” The rod 3 is mounted in a mechanism which is suspended from 
the span. This mechanism involves a swivel joint having a horizontal axis. 
Each end of the ruling carriage rests upon a pair of parallel ways which ex¬ 
tend from 6 to 7 except for a lacking middle section. During the ruling 


* Rowland’s writings were collected after his death in a volume entitled Rowland's 
Physical Papers (Baltimore: Johns Hopkins Press, 1002). The first paper which Rowland 
wrote on the diffraction grating was a brief announcement which told of the improvement 
in ruling which he had been able to achieve and also told of his discovery of the focusing 
properties of the concave grating. This announcement was made in 1882. It appeared in 
several journals, e.g., Phil. Mag. (4) 13, 369, 1882. 

t The mechanism of the actual machine is intricate. The figure attempts to present 
the principal features of the machine clearly in a single drawing. To further this end 
omissions and deliberate misrepresentations of detail have been necessary. 

Rowland never published a description of his machines. A description with numerous 
scale drawings was, however, prepared after Rowland’s death under the direction of J. S. 
Ames and incorporated at the end of Rowland's Physical Papers. A description by J. A, 
Anderson is given in Glazebrook, Dictionary of Applied Physics, 4, 30. 
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stroke of the machine the ruling carriage is pulled, along these ways from 
right to left by the connecting rod 17 which is connected at its left end to a 
crank, 16 , mounted on the driving shaft, 13. This shaft turns in the direc¬ 
tion indicated by the arrow, being driven by a motor through a light belt 
and pulley omitted from the drawing. The driving shaft also has upon it 



Fig. 117 


the cams 14 and 15. When the ruling of one line or groove has just been 
completed, the ruling carriage is at the left end of its range of travel. The 
cam, 15, then raises a lever which rests upon it (omitted from the drawing). 
This lever in turn operates a mechanism which raises the rod 3 and thus 
raises the diamond from the surface of the grating and holds the diamond 
in raised position during the “return stroke" of the machine in which the 
ruling carriage is pushed by the connecting rod, 17, to the right-hand end 
of its range of travel. Furthermore, during the return stroke the grating 
carriage, 2, and with it the grating are given a minute displacement along 
the parallel ways 8 and 9, which are perpendicular to the ways along which 
the ruling carriage travels. Beneath the grating carriage and connected to 
it by a special mechanism is a rather long nut which does not show in the 
figure. This nut encircles the main screw of the ruling machine, the “feed 
screw." The fore part of this screw is shown, lying between the ways 8 and 
9 and running parallel to them. At the far end of the feed screw and rigidly 
connected to it is a large-toothed wheel, the “spacing wheel," 10. The lever 
12 is raised during the return stroke by the cam 14 , and the “pawl," 11, is 
caused to tip to the right at its lower end by a mechanism not shown, and 
engage in a tooth of the spacing wheel. The lever 12 is then allowed to fall 
again, still during the return stroke, and thus the spacing wheel and the 
feed screw are given a small rotation. The rotation of the feed screw causes 
the nut to advance along the screw a minute distance and carry with it the 
grating carriage and the grating. The mechanism which operates the pawl, 
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11, is a lever, adjacent to 12 , also resting on the cam U which is really a 
double cam. The operation of turning the spacing wheel, and thus displac¬ 
ing the grating laterally, takes place during the return stroke of the ma¬ 
chine while the diamond is in raised position. As this operation draws to 
completion the ruling carriage reaches the right-hand end of its range of 
travel and the diamond is allowed to descend gently upon the grating sur¬ 
face. All is now in readiness for the ruling of the next line. The lines are 
thus ruled one by one until the grating is complete. 

The ruling of a large grating requires from three to five days of continu¬ 
ous operation. Even a slight change in the speed of the machine is disas¬ 
trous. The machine must be mounted where there is freedom from earth 
tremors, and temperature must be maintained constant to within a hun¬ 
dredth of a degree. Before starting, the room is closed; the machine is start¬ 
ed from the outside, and no one enters until the grating has been completed. 

Rowland’s machines have a capacity for ruling gratings of over 6 inches 
in width with a length of ruled line of over 4 inches. However, few gratings 
have been ruled to either this full width or with the full length of line. 

The feed screws are 17 inches long and 1 inch in diameter; they originally 
all had twenty threads per inch, very nearly. The feed screw is an impor¬ 
tant element of the machine and it was largely through devising a method 
of making screws practically free from error that Rowland was able to per¬ 
fect the diffraction grating.* 

The spacing head of Rowland’s first machine has 2X360 = 720 teeth, or 
one tooth for every half-degree of arc. Thus when the machine is set to use 
every tooth on the spacing head (and not every other tooth, or every third 
tooth), the number of lines ruled per inch would be 20 X 720 = 14,400, if the 
pitch of the screw were exactly one-twentieth of an inch. Actually the first 
machine rules about 14,438 lines per inch. One of the ot her machines has a 
spacing head with 1000 teeth. This originally ruled 20,000 lines per inch 
almost exactly, when every tooth was used, or 10,000 lines per inch when 
every second tooth was used, or 6667 lines per inch when every third tooth 
was used, etc. In about the year 1913, Anderson substituted a new screw 
in this machine which made the fundamental spacing 30,000 lines per inch. 
The third machine rules gratings of 15,000 lines per inch. 

12. Replicas.—It is possible to make copies or “replicas” from gratings 
ruled upon glass or speculum. Excellent replicas can now be obtained and 
they are very much less expensive than original, ruled gratings. Replicas 

The innovations introduced by Rowland consisted principally in making the screw 
considerably longer than it is finally to be, and in grinding with emery by running a quite 
ongnut back and forth over the screw, and then polishing with rouge in the same manner. 
The process requires several weeks; details of technique are elaborate (see Rowland f s 
Physical Papers, p. 505, or J. A. Anderson in Glazebrook, op. at,, 4, W)J. 
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are commonly used for instructional purposes and, when of good quality, 
they are amply good also for certain phases of investigational work. 

Among the early experimenters upon the making of replicas are to be 
mentioned particularly John Strutt, who later became Lord Rayleigh,* and 
G. Quincke, t They both made their first reports in the year 1872. Ray¬ 
leigh continued his experiments at intervals for a number of years. His 
method consisted in making photographic contact prints, mainly from grat¬ 
ings on glass. He also tried making casts by pouring filtered gelatin over a 
grating, and when the gelatin had dried, stripping it off. He attributes this 
method to Brewster. He, however, rejected it in favor of the photographic 
method. 

Quincke deposited a thin film of silver chemically upon a glass grating, 
then thickened the coating by electroplating and finally stripped it off and 
mounted it upon a flat plate of glass, thus producing a reflection grating 
with a silver surface. These replicas, however, lacked permanence owing to 
tarnishing of the silver. Quincke also experimented with the making of 
casts, using collodion instead of gelatin. 

T. ThorpJ appears to have been the first who achieved real success by 
the method of casts. He used celluloid. This method was subsequently de¬ 
veloped by R. J. Wallace§ and by F. E. Ives.|| 

The excellent replicas of the present day are casts made by Wallace. His 
method is in outline as follows: Guncotton (pyroxilin) is dissolved in amyl 
acetate, and a small quantity of the resulting collodion is poured over the 
grating and allowed to dry slowly. Thereupon the grating with the cast 
still adhering is placed in a tray of distilled water. When the cast shows 
signs of loosening from the grating it is stripped off and mounted, face up, 
on a plate of glass which has been previously covered with a thin layer of 
gelatin. The cast is again allowed to dry, whereupon the replica is ready 
for use. There are many details of technique to be observed which we can¬ 
not enter into here. The casts shrink somewhat, and it is difficult, and a 
matter of prime importance, to secure even shrinkage. 

Reflection replicas, either plane or concave, are made by placing the cast, 
face down, on a previously silvered flat or concave glass base. The collodion 
film protects the silver from tarnish. 

* Scientific Papers, 1, 157, 160, 199, 504, and 4, 226. 

t Pogg . Ann., 146, 1-65, 1872; in particular pp. 33 and 44. 

t British Patent No. 11466 (1899). This patent is abstracted in Photography, an Eng¬ 
lish journal later continued as Photography and Focus, 12, 514, 1900. On p. 121 of the 
same volume it is claimed that a description of Thorp’s method had been previously given 
in this journal. A cursory search failed to reveal this. No other description appears to 
have been published. 

\ Astrophys. Jour., 22, 123, 19p5. 

|| Jour . Franklin Inst., 159, 457, 1905. 
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An alternative method of making reflection replicas which appears, how¬ 
ever, never to have been extensively used, is to place the cast, face up, on an 
unsilvered base, and then cover it with a thin film of a suitable metal, either 
by cathode sputtering or by evaporation. 

13. Crossed Gratings.—When a small source of light is viewed through 
two transmission replicas held in contact, with the lines of one replica let us 
say vertical and the lines of the other horizontal, one sees the spectra which 
would be formed by each grating acting alone, and in addition one sees 
diagonal spectra which arise from the combined act ion of the two gratings. 

The formation of spectra by crossed gratings takes place in the same man¬ 
ner as does the formation of spectra by a so-called “plane net.” The dif¬ 
fraction by a “plane net” is of importance in connection with the diffraction 
of X-rays by crystals, and the whole question will be treated in detail in the 
chapter on X-rays, chapter 8, sections 14 and 15. We shall for the present 
content ourselves with accounting in a general qualitat ive manner for the 
spectra which are formed. The reader may do well to refer in this connection 
to chapter 8, Figure 212, which represents diagrammatieally the array of 
spectra which occur in one quadrant. The plane of the figure is that of the 
photographic plate, or, when we are observing visually, of the retina of the 
eye. 

Suppose the source contains three wave-lengths, X', X", and X'", such 
that The first grating, with lines vertical, will diffract these 

three wave-lengths, in a given order, m, at three distinct horizontal angles, 
a!<a."<a!". A part of these beams will pass without further deviation 
through the second grating, thus accounting for the horizontal spectra 
formed by the first grating. But a part of each of the three beams will be 
diffracted vertically in a given order by the second grating at three angles' 
/3'</3"</3'". The resulting spectrum will evident ly lie on a diagonal. If the 
two gratings have the same grating space and the light is incident normally, 
each angle 0 will be equal to the corresponding angle o when the order of 
vertical diffraction is the same as that of horizont al diffract ion. The spectra, 
having the same order of diffraction both times, will lie on the 45° diagonal. 
By considering in succession each of the horizontal orders, /, •>, etc., and 
for each of these considering the vertical orders /, ,>, etc., all of the diagonal 
spectra may be accounted for. It is perhaps needless t o add t hat- the verti¬ 
cal spectra are formed by the second grating out of the light which has 
passed without deviation through the first grating. 

14. Wire Gratings; Gratings Ruled through a Silver Film.—-The wire 
grating, which is historically the oldest form of grating, is still used oc¬ 
casionally for investigation in the far infra-red (40 300 M ). In addition, this 
orm o grating holds a general interest becaush, being composed of opaque 
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and transparent spaces of known relative widths, it permits the calculation 
of the relative intensities of the various spectral orders. The important fea¬ 
ture of the transparent spaces is really not so much that they are trans¬ 
parent but that they are what we shall call “clear.” That is, a.sgnmina per¬ 
pendicular incidence, the phase of the disturbance is constant across each 
clear space in the plane of the grating, and is the same in all of the spaces. 
This same feature is presented by gratings formed when a deposit of silver 
on a plate of glass is ruled away in strips. We may place these two types of 
gratings in one category, namely, of “gratings composed of opaque bars and 
clear strips.” 

The most important special case is that in which the width of the bars 
equals the width of the clear strips. In making wire gratings this equality 
of width is achieved by following the method of Du Bois and Rubens.* 
The method consists in winding two strands of fine wire side by side upon 
a metal frame and then unwinding one of the strands. After soldering the 
remaining strand to the frame, the wires on the back of the frame are cut 
away, leaving the desired grating, f 

15. Intensity Ratios; Absent Spectra.—When a grating has clear strips 
equal in width to the opaque ones, the spectra of even order are entirely 
absent and the odd orders decrease rapidly in intensity with increasing or¬ 
der. Referring to Figure 118, suppose that the amplitude contributed at 

the central image by one clear strip is 
represented by the vector A.i and that 
the broken curve, B, represents the 
pattern due to one clear strip acting 



alone (amplitude of illumination). The 
first minimum in the curve B oc¬ 
curs when the vibration curve for one 


a 

-► 



Fig. 118 


Fig. 119 


clear strip closes in one convolution as indicated. At this point the path 
difference by way of the right- and left-hand edges of the strip is X (see 
Fig. 119) and the path difference by way of corresponding points in adja¬ 
cent clear strips is 2\. The first minimum in the broken curve is therefore 

* Wied. Ann., 49, 593, 1893. 

t The frame should be made in such a way that it can be slightly expanded by means 
of screws after the grating is complete, in order to draw the wires taut. 
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the point at which the grating should form its second-order principal maxi¬ 
mum, but this maximum is not formed because the contribution from each 
clear strip is equal to zero at the point in question. Similar reasoning shows 

that the other even orders are also absent. 

Gratings other than those composed of opaque and clear strips occasion¬ 
ally exhibit the phenomenon of suppressing certain spectral orders—or per¬ 
haps only a part of the spectrum of a given order. We usually have little or 
no information about the groove form in such cases and can only say that 
under the given conditions the disturbances from the individual grooves 
must be zero, otherwise the order would have to be present. 

Returning to our grating composed of equal opaque and clear strips, we 
shall compute the relative intensities of the central image, P 0 , Figure 118, 
the first-order image, Pi, and the third-order image, P 3 . If the grating has 
n fl ‘lines,” the intensity of P 0 is MO 2 . At Pi the length of arc A x forms a 
semicircle which has a closing vector of length 2A i/t r. The intensity at P x 
is hence ( 2 Aift/ 7 r) 2 , or less than that at Po by a factor 4/ 7 r = 4/10. At P 3 the 
length of arc A 1 forms a circle of one and one-half convolutions. It has there¬ 
fore a closing'vector of length 2Ai/37r and the intensity is (2 AiW./37t) 2 , or 
less than that at P 0 by a factor of 4/9 4/90 approximately. 

It should be mentioned that with wire gratings reflection of light at the 
surface of the wires may cause the actual intensities to differ somewhat from 
the calculated values. 

When a grating, of grating space a , has clear strips each of width a/3 and 
opaque strips of width 2a/3, then it may be shown by a process similar to 
that followed above that the third, sixth, and ninth orders will be absent. 
Moreover, it may be shown that these same orders will be absent- when a 
grating has clear strips of width 2a/3 and opaque strips of width a/3. The 
two gratings in question constitute complementary diffraction screens and 
not only are the same spectra absent for each of the two gratings but the in¬ 
tensities of the spectra which are present arc the same for the two gratings, 
order for order, and not only relatively, but absolutely. Only the central 
images and the subsidiary maxima in their immediat e vicinity differ in in¬ 
tensity. This can readily be proved by drawing the appropriat e vibration 
curves. The fact follows also from Bdbinet’s principle . This principle, which 
is treated in chapter 7, section 12, enables us to draw certain broad conclu¬ 
sions regarding the patterns formed by complementary diffraction screens. 

In conclusion we shall treat the case of a grating composed of clear and 
opaque strips of any relative width: 

Denote the grating space by a, the width of the clear strips by />, and the width of 
the opaque strips by c. 

Case A. Intensity of the spectral images (spectral order, m, integral).—Disturb¬ 
ances traveling byway of corresponding points of adjacent dear strips arrive at the 
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tral image of order m with a phase difference of a= 2irm. Consequently, disturb- 
S es traveling respectively by way of the right- and left-hand edges of any one 
dear strip arrive with a phase difference of fi = 2irmh/(b+c). For each clear strip we 
have a vibration curve of length of arc A\, and this curve has a closing vector of a 
length Si which can he coin putt'd by equation (2) of chapter 5, which, written in our 
present notation, becomes: 

. B . nnb 
K u' 2 sm 6+c 

ji 1 mnb 
2 6+c 


W 


(S'l = ;li 


Here Si is the amplitude of the resultant disturbance from one clear strip. The in- 
tensity'of the spectral image in question is proportional to («Si) J , where n is the 
number of lines of the grating. For a given grating n is constant and we may repre¬ 
sent the intensity simply by <+. Correspondingly, the intensity of the central image 
becomes Al Wo may now write .-1; = [A o6/(6+c)] 2 where A\ is the intensity which 
would prevail at the central image if the entire ruled area of the grating were trans¬ 
parent. Squaring equation (4) and then substituting the given value of A x , the 
intensity of the spectrum of order m becomes: 



V*2 — 


r* 


sm* 


mnh 

b+c 


Since the sine function cim novor be greater than unity, the greatest proportion of 
the original energy which can go into the spectral image of order m is l/Vm 2 . More¬ 
over the first-order image is always tlus most intense in the type of grating under 
consideration, and this image cannot have more than 1/+ or about the one-tenth 
part of the original light. In order to have this intensity we must have the sine 
equal to unity-or, in other words, b = e; that is, the width of the transparent spaces 

and the width of the opaque ones must be equal. . 

Recapitulating, for a grating having opaque and transparent strips of equal width 

(seepreceding paragraph and also beginning of section): 


If we place the intensity of the original beam 
then, the intensity of the mitral image 

the intensity of the first order 

the intensity of the second order 

the intensity of the third order 


= 1 

= l - 

* 

1 , 

= ,= i l u approx. 
m 

=0 

= si =ul “ approx ’ 


All of the foregoing holds only for gratings composed of opaque and clear strips. 
Gratings of other types may throw a distinctly larger proportion of theonginal 
energy into one spectrum, and not always the largest proportion into the fi st o 

^CaseII. Amplitude at anyjidd point, (spectral order, m, in general J ractl ?^ 1 J:~ 
The n clear strips of the grating contribute n vectors each of length & to a vibration 
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polygon. The closing vector of this polygon has a length S given by equation (3) 
which we shall repeat here: 



. na 
sin -~ 

s=sx —~. 

sin g 


In this equation a denotes the angle between successive vectors of the polygon—or, 
in other words, the phase difference between disturbances arriving by way of cor¬ 
responding points of adjacent clear strips. The phase difference a equals 2tMj 
where m, the order, is integral when we are at one of the principal maxima of diffrac¬ 
tion, but at a general point of the pattern, m will have a fractional value, namely, 
a /2ir. We obtain our desired equation by substituting in equation (3) the value of 
Si from equation (4), at the same time writing 7 Wi= a/2. 1 hat is. 



£=Ai 


ab 

si n 2 (6+c) 
ab 


2(b+c) 


. na 
sin 2 - 

CL 

sin 


The value of Ai may be expressed in terms of A 0 if desired, that is, we may sub¬ 
stitute Ai=A ob/(b+c). 

In deriving equation (3) it was pointed out that this equation could be trans¬ 
formed so that S is expressed as a function of the angle of diffraction 0 2 , instead of as 
a function of a. Equation (4") admits of similar transformation.* 

16. Polarization.—The light diffracted by a grating is always polarized to 
a greater or less degree. 

We may consider the incident, unpolarized light to be resolved into two 
components: one component having the electric vector parallel to the 
grooves and the other component having the electric vector perpendicular 
to the grooves. The presence of polarization in the emergent beams means 
that the parallel component of the incident beam is distributed by the grat¬ 
ing among the central image and the spectral images in one proportion of 
intensity and the perpendicular component is distributed in different pro¬ 
portions. 

The polarizing effects of gratings were discovered by Fraunhofer, who 
found, when he was using one of his glass gratings by reflection, that at a 
certain angle of incidence the diffracted light of a given wave-length and 

* Formulae giving the amplitude or intensity, for gratings of several types, including 
gratings composed of opaque and clear strips for which the formulae are here given, were 
developed during the early seventies principally by Lord Rayleigh and by O. Quincke 
(see Rayleigh, op. cit. y 1,199, or the article ‘'Wave Theory’ 7 in Encijc, Bril. [9th ed.J, 24, 
421, and Quincke’s long series of articles, “Optischc ExperimcnLil-Untersuchungen,” in 
Pogg. Ann ., e.g., article No. 15 of the series in 146, 1, 1872). 
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spectral order was completely polarized. As the angle of incidence varied 
the wave-length at which complete polarization occurred was found to van/ 

If in Fraunhofer’s experiment the incident light had been polarized at 
right angles to the azimuth in which he found the diffracted beam to be 
polarized, then the diffracted spectrum would evidently have had a dark 
band at the wave-length in question. A part of one spectral order would 
have been absent. Such local suppression has since been found when prop- 
erly polarized incident, light, is used. ^ 

A detailed discussion of the polarization effects produced by gratings 
would carry us too far afield. Attention having been called to the existence 
of such effects, the reader is referred for further information to the sources 
mentioned in the foot-note.* 

One of Hertz’s numerous experiments with electromagnetic waves con¬ 
sisted in showing that a grating formed of parallel wires is almost opaque to 
electromagnetic waves when the electric vector is parallel to the wires, but 
is almost transparent to them when the electric vector is perpendicular to 
the wires. This experiment, is related to the polarization effects produced by 
optical gratings. However, in Hertz’s experiment the wave-length is many 
times as great, as the grating space, whereas in the optical case the wave¬ 
length is usually smaller than the grating space. 

The effects found in the central image when fine 
wire gratings are used optically arc the reverse of 
those found in Hertz’s experiment. 

17. The Laminaiy Grating.—A grating of the 
type represented in cross-section in Figure 120 is 
known as a luminary grating, f Let us suppose 
that the grating is a transmission grating of glass 
and that monochromatic light of wave-length X is 
incident. If the optical path AB, which lies entire¬ 
ly in glass, exceeds the optical path CD, which lies partly in air, by an amount 
X/2, then the central image will be suppressed because disturbances from 
the raised portion at B will arrive out of phase with the disturbances from 
the depressed portion at D, With a given grating this holds only for a given 
wave-length. The light which would normally go into the central image is 
thrown into (he diffracted images. In the first order, the vibration curve for 

* Du Bois and Rubens, Annnlrn, 49, 593,1893, and Berichtc, 2, 77,1904. R. W. Wood, 
Phil. Mag. (9), 4, 390, 1902, and Physical Optics (Macmillan, 1914), p. 632; Geiger and 
SchecI, Handb. d. Phyx,, 20, 300; Lord Rayleigh, op. cit., 6, 388, 405, and 410. The afore¬ 
mentioned observations of Fraunhofer are described in his Gesammelte Schriften, ed. E. 
Lommel (18S8), p. 134. 

t The theory of the laininary grating was developed by Quincke, Pogg. Ann., 132, 
364,1867. 
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each raised portion is a semicircle, as indicated in the figure, and the vibra¬ 
tion curve for each depressed portion is an identical semicircle. The inten¬ 
sity of the first order is hence four times as great as it would be if, for ex¬ 
ample all of the depressed strips were, opaque. Corresponding conclusions 
apply for the other odd orders. The images of even order are absent. 

When a laminary grating is correct for sodium light, then a sodium flame 
cannot be seen through it, although every element of the grating is in itself 
clear That is, the flame cannot be seen in its true position. Images of the 
flame, corresponding to the various odd spectral orders, are seen in deviated 

positions. 

Reflecting laminary gratings have also been constructed. In these the de¬ 
pressions are one-quarter of a wave-length deep. Reflecting laminaries have 
recently been used in some investigations in the far infra-red. * The trans¬ 
mission laminary has found little or no application in spectroscopic work. 

The Plane Grating in Practice 
(Secs. 18-22) 

18. Direct Vision.—The simplest method of using a plane grating is to 
hold it before the eye and, supposing it is a transmission grating, to look 

through it at an illuminated slit. Referring to Fig¬ 
ure 121, let S represent the source of which the 
spectrum is to be examined. Light from this passes 
through a slit, which we shall suppose to be verti¬ 
cal, and is incident upon the grating (7, which is 
held with the lines vertical. A portion of, for exam¬ 
ple, the first-order diffracted beam of wave-length 
X enters the pupil of the eye and is focused upon 
the retina, let us say at the point R. This beam ap¬ 
pears to come from a point A, which is a virtual 
diffracted image of the slit. There will be other 
images in other wave-lengths and in other orders. 
Thus the observer sees spectra projected into 
space. These will occur symmetrically on both 
sides of the slit. The slit, seen in its true position, 
is itself the “central imago” in this arrangement. 

The direction in which a given diffracted image 
lies is determined by the grating law. When it 
is desired to determine the wave-lengths of given spectrum lines by di¬ 
rect vision through a grating, it is most convenient to keep the angle 

* Badger and Cartwright, Phys. Rev., 33, 692, 1929; C. H. Cartwright, JOS A, 21, 784, 
1931. 
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of incidence constant, throughout. The grating should be placed in a sup¬ 
port and the eye should be moved to one side or the other as may be nec¬ 
essary in order to view the various spectral images always through the 
same portion of the grating, let us say through the center. An index should 
be placed in contact with the grating to facilitate doing this. Then, when 
the light is incident perpendicularly, the grating law becomes mX=a sin 0 2 . 
The angle 0 a can be determined by placing a meter stick, M, at some con¬ 
venient distance, d, from the grating, just above or just below the line of 
sight, and then observing the position of a given image, A, as read on the 
meter stick. Denoting the distance from A to its counterpart on the right- 
hand side of the central image, again as read on the meter stick, by 2e, we 
have e/d =tan 0 2 , and, knowing the tangent, the sine can be found. The 
grating constant a must be known in advance or may be determined from a 
known spectrum line. Wave-length determinations made by direct vision 
through a grating lay no claim to high accuracy. 

The distance of the image A from the point at which the beam penetrates 
the grating may be determined according to a formula which will be derived 
in discussing the concave grating (sec. 26, eq. [18]); the plane grating is a 
concave grating of infinite radius of curvature. 

When a divergent beam of light falls upon a grating, as in the case under 
consideration, the virtual diffracted image A is well defined only while the 
effective aperture of the beam is not all too wide. When it is desired to use a 
wide beam and secure the best attainable definition, it is necessary to use a 
collimator to make the light parallel before it falls upon the grating. 

19. The Common Spectrometer.—Figure 122 represents a transmission 
grating mounted in a spectrometer designed for visual observation. Light 
from the source enters the slit of the instrument and passing down the col¬ 
limator C loaves this as a parallel beam. The light is incident at an angle 0 2 
upon the grating G. Parallel rays diffracted by the grating at an angle 0 2 
enter the telescope and are brought to a focus on the crosshair within the 
tube at a point, opposite P. Observations are made through the eyepiece E. 
The angles of incidence and diffraction are determined by reading the set¬ 
tings of the collimator and telescope with reference to the divided circle D 
above which the grating is mounted. The wave-length of a given spectrum 
line is calculated according to the grating law, m\=a sin 0i+a sin 0 2 . 

The circular scale in the lower part of the figure represents a scale of 
wave-lengths. Each unit of the scale is to be taken as representing 1000 
Angstrom units of wave-length, the grating having supposedly a grating 
space of the proper magnitude for this to hold true. The position of the 
central image, zero wave-length, lies on the continuation of the axis of the 
collimator. The telescope is represented as being set at the position of about 
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6000 A. It is to be noted that the wave-length scale is nearly uniform over 
the interval from 0 to 5. In this interval the angle of diffraction 0 2 is small. 
As the angle of diffraction increases the scale becomes less uniform, and 
beyond the point 7 the scale is markedly non-uniform. The divisions be- 



Yig, 122 Fig. 123 Fig. 124 


coming farther and farther separated, the dispersion increases enormously. 
It is readily seen why the scale has these characteristics. Differentiating the 
grating equation, we have: 

md\ = a (cos 0id0i+cos 02 ^ 0 2 ) . 

When the angle of incidence 0 X is constant, as here supposed, then d0i = O. 
Consequently: 

dd 2 __ m 

® d\ a cos 02 ’ 

Now dd 2 /d\ is the angular dispersion. For directions of diffraction which 
lie near the normal to the grating, 0 2 is a small angle, and the cosine func¬ 
tion varies slowly in the vicinity of zero angle. It is for this reason that the 
wave-length scale is nearly uniform from 0 to 5. If, by way of approxima¬ 
tion, we take cos 0 2 = 1 over this interval, we have for the angular dispersion 
m/2, a constant. A spectrum in which the dispersion is constant over a 
given interval is said to be “normal” within this interval. It so happens that 
a grating spectrum is normal in the vicinity of the normal to the grating. 
This is a coincidence from the point of view of terminology but it is a coinci¬ 
dence worth bearing in mind. Equation (5) tells us further that the disper¬ 
sion is proportional to the order of the spectrum, m, and inversely propor¬ 
tional to the grating space, a. 
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A. the angle of diffract™ «, approaches 90°, cos approaches sero, and 
the dispersion approaches infinity. It is for this reason that the divi i™ 
of our scale are far separated in the rccion of large values of », The disne? 
sion of a grating becomes infinite in the grazing direction ' P 

20 The Spectrograph -Figure 123 represents a spectre graph, an instru¬ 
ment for photo raping the spectrum. Light from the source, Renters the 
slit of the spectrograph A condensing lens is generally used for forming an 
image of the source on the slit, as here illustrated. The light passes down the 
collimator and is incident, upon the grating 0, which is represented as being 
a reflection grating. Parallel rays diffracted by the grating are focused by 
the camera lens L upon the photographic plate. A given spectrum line in 
the violet portion of the spectrum is focused, let us say, at F, a given fine 
m the yellow at Y, and a given line in the red at R. When the camera faces 
the grating squarely, as here indicated, the linear dispersion is practically 
normal over the length of the photographic plate. To indicate this fact a 
uniform scale of wave-lengths has been inserted in the figure. If dx is an 
element of length taken along the photographic plate and f is the focal 
length of the camera lens, then dd 2 = dx/f and the linear dispersion is: 


(5') 


dx _ mf 
d\ a cos 8< 


In specifying the dispersion of a spectrograph, instead of giving the dis¬ 
persion itself, i/he reciprocal of the dispersion, d\/dx } is commonly stated 

for example, 100 Angstrom units of wave-length per centimeter alone the 
spectrum. 

A spectrometer is provided with an accurate circular scale, but a spectro¬ 
graph is not usually provided with any accurate scale. Instead, a known 
spectrum, or comparison spectrum, is photographed in juxtaposition with 
the unknown spectrum in which the wave-lengths of the lines are to be de¬ 
termined. When the dispersion is normal, if \i and X 2 are the wave-lengths 
of two lines in the known spectrum and x x and x 2 are the positions of these 
lines in the spectrogram, as measured upon a comparator, from an arbi¬ 
trary zero, then (X 2 —Xi)/(#<>—£i) = &, a constant, and the wave-length X 
of any spectrum lino in the unknown spectrum is given by the relation 

(X X|)/(#—#i) = A-, where x is the position of the spectrum line in question. 
Whence: 


( 6 ) 


X = for-|-(Xi“/c£i). 


A small 4/5° reflecting “comparison prism” is mounted just outside of the slit and the 
comparison spectrum is thrown on from the side, or a diaphragm with complementary 
apertures in it is arranged to slide over the face of the slit and the unknown spectrum and 
the comparison spectrum are photographed in succession. 
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The quantity in parentheses is constant and the calculation of the unknown 

wave-length is therefore a simple matter. * 

The spectrograph of Figure 123 may be used with a transmission grating, 
in place of a reflection grating, by altering the relative positions of the colli¬ 
mator and the camera. Similarly, the spectrometer of Figure 122 may be 
used with a reflection grating. 

Figure 124 represents a Littrow type of spectrograph. The distinguishing 
feature of this type is the fact that a single lens serves both for collimating 
and for focusing. Light from the source, S } is focused upon the slit of the 
spectrograph whence it passes to the lens, L, and thence to the grating. 
The slit lies just a little below the axis of the lens, or let us say just a 
little below the plane of our diagram; the incident beam consequently 
strikes the grating in a slightly upward direction. The diffracted beams are 
hence also directed slightly upward. The beam which is diffracted at the 
same angle, measured horizontally, at which the original beam is incident, 
is brought to a focus just above the slit, that is, above the plane of the fig¬ 
ure. The photographic plate is situated in the plane PP\ just above the 
slit, and parallel beams diffracted at angles slightly greater or less than the 
angle of incidence are brought to a focus at various points along the photo¬ 
graphic plate. 

The spectrum is not normal. When only a short spectral range is under 
consideration, calculations may nevertheless be made upon the basis of a 
normal spectrum, employing equation (6). The deviations from normality 
can be taken care of by plotting a correction curve (sec previous footnote). 
When a longer spectral range is under consideration, wave-lengths may be 
calculated by an equation which involves only one additional constant, a 
correction curve being finally plotted in any case. 

The spectrographs represented in Figures 123 and 124 can be used for 
work in the visible, for work in the ultra-violet to the limit of transmission 
of the lenses, and for work in the infra-red to the limit to which photo¬ 
graphic plates can be sensitized, which is about 12,000 A (1.2 jj.). 

21. The Infra-red Spectrometer.—Figure 125 represents a spectrometer 
for work in the infra-red beyond the photographic limit. An image of the 
source, S, is formed by the mirror Mi upon the slit Si. The beam which 
passes through this slit falls upon the mirror and is reflected as a parallel 
beam to the grating G. The parallel diffracted beam leaving the grating, 

* In order to minimize the errors due to slight non-uniformity in the dispersion, the 
positions of numerous lines in the known spectrum, in addition to X; and Xa, are always 
determined. The wave-lengths are then calculated by eq. (0) and the results so obtained 
are compared with the already known wave-lengths of the linos in question. From the 
differences a correction curve is plotted; the corrections obtained from this curve are 
thereupon applied to the wave-lengths of the unknown lines as calculated by oq. (0). 
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which is indicated by the broken lines, falls upon the mirror M 2 where it is 
reflected as a converging beam toward the plane mirror M h whence it is 
reflected to the thermopile T, which is connected to a galvanometer. The 

deflection of the galvanometer is proportional 
M i to the intensity of the radiation falling on the 

/V thermopile. The directions of the incident and 

s I* ji diffracted beams remain fixed. The spectrum is 

$i explored by turning the grating by small steps, 

\ steps of the order of a minute of arc. The set- 
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Fig. 126 


ting of the grating is read on the divided circle D. Wave-lengths are deter- 
mined from the grating equation, which is used in a modified form. This 
form will be derived and some general information will be given: 

Referring to Figure 12(5, suppose A and E are corresponding points in adjacent 
grooves of the grating, the groove form being represented by the curved hue ACE. 
The straight line joining A and E is parallel to the face of the grating and EN repre¬ 
sents the normal to this face. The angle 0i represents the angle of incidence and 0, 
the angle of diffraction. The line EB represents the bisector of the angle between the 
incident ray and the diffracted ray, and 6 represents the angle which this bisector 
mftlfPH with normal EN. Denoting the angle between the incident and the diffracted 
ray by 4>, wo have ?-(*/2) and fc-0+(*/2). Inserting these values in the 
grating equation and then applying well-known trigonometric formu ae. 

' ' <j>\~ 

m\ = a sin 0— 9 +sin 0+ 9 / 

sb 2a cos t sin 0 

Zs 


m\-K sin 0, 
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where K = 9 a cos W>/2) is a constant which is known as the spectrometer constant. In 
order to determine the value of 8 which corresponds to a given angular setting of the 
grating, as read upon the divided circle, the setting for which 8 equals zero * deter¬ 
mined At this setting the normal EN coincides with the bisector EB and then the 
central image falls upon the thermopile. The setting at which this happens is deter¬ 
mined experimentally. The spectrometer constant is usually determined by making 
observations upon a spectrum line of known wave-length but may also be deter¬ 
mined by computation from the grating constant and the value of the angle <f>. 

In the spectrometer which is represented in Figure 125, the incident beam and the 
diffracted beam each make a small angle with the axis of the principal mirror M 2 , 
and the result is that the diffracted image of the slit & which is formed upon the slit 
of the thermopile is not as perfect as it would be if these beams traveled parallel to 
the axis of the mirror in question. A spectrometer which avoids this difficulty has 
been described and successfully used by A. H. Pfund,* and spectrometers of the 
Pfund type or of some other type in which the beams travel strictly parallel to the 
axis of the principal mirror or mirrors will undoubtedly be extensively used in the 

Tbavoid the overlapping of spectral orders which, as we have learned, is a com¬ 
mon feature of all grating spectra, a so-called “foreprism spectrometer” or “mono¬ 
chromator” may be used in conjunction with the grating spectrometer. Radiation 
from the source is allowed to enter the monochromator which produces a spectrum 
of low dispersion of which a limited region in the infra-red enters the slit of the grat¬ 
ing spectrometer. This region is not narrowly limited but comprises a rather wide 
range of wave-lengths which is selected by setting the monochromator. The function 
of the monochromator is to select energy of a given range of wave-length and to 
inhibit the passage of energy of one-half this wave-length, or one-third, or one- 
fourth, etc. It is not usually necessary to use the monochromator when investiga- 
ing emission spectra, but it is necessary to use it when investigating absorption spec¬ 
tra, particularly when investigating the band spectra of gases. 


22. The Echelette.—Gratings for use in the infra-red arc ruled with a 
relatively large grating space because of the relatively great wave-length of • 
the radiation which is to be investigated. When the grating space is large 
the grooves must be correspondingly deep, and even a diamond will not 
standfup under the stress of ruling deep grooves in a hard metal such as 
speculum. Accordingly, coarse gratings are ruled in comparatively soft met¬ 
al. Copper, aluminum, tin, and solder have been used with success. 

R. W. Wood, who, with A. Trowbridge, explored the effectiveness of 
coarse gratings with flat grooves, has given the name “echelettes” to such 
gratings, f Wood, at first, ruled the gratings with a carborundum crystal, 


* JOSA and RSI, 14, 337, 1927; see also J. D. Hardy, Rhys. lieu., 38, 2162, 1931. 

t Phil. Mag., 20,770, 1910; Trowbridge and Wood, ibid., p. 880; also Trowbridge and 
Crandall, ibid., 22, 534,1911; or, summarized account in Wood, Physical Optics (Macmil¬ 
lan, 1914), pp. 227-31. 
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They are now ruled with a dhmond which has been ground, surd it is at¬ 
tempted not only to have the sides of the grooves Sat, but also to have them 
meeting perpendicularly (see Fig. 127). 

This form of groove can be reasonably 
well attained in coarse gratings. 

The flat face of one groove acting 
alone reflects a maximum of energy into 
the direction for which the angle of re¬ 
flection from this face equals the angle 
of incidence upon it. The spectral order 
which lies in this general direction will 
be stronger than other orders. A selec¬ 
tive effect is thus obtained. When the Fig. 127 

angles of incidence and diffraction are varied by rotating the grating 
as in the infra-red spectrometer which has been described, a given grat¬ 
ing yields satisfactory intensity over a range of rotational angle of 10° or 
more. The selective effect is not a sharp one, and it is not to be expected 
that it should be sharp. The reflecting groove face constitutes the equiva¬ 
lent of a slit having the width of the face. This width is as a rule only one 
or two wave-lengths of the radiation under investigation, and we know that 
so narrow a slit must scatter energy over a wide range of angle. Consequent¬ 
ly, it is unavoidable that the grating should waste some of the available 
energy in the central image, and, depending upon conditions, perhaps also 
in spectral orders other than the one under examination. 

When visible light falls upon an echelette grating much shorter wave¬ 
lengths are involved and each groove face then reflects more nearly ac¬ 
cording to the laws of geometrical optics. The central image may then be 
practically absent. When one views the image of one’s face in an echelette, 
one sees the reflection not on the normal to the grating as ordinarily, but off 
to one side, on the normal to the groove face. There are also other interesting 

effects. For an account of these the above-cited references should be con¬ 
sulted. 

There is no sharp line of demarcation to be drawn between what consti¬ 
tutes an ordinary grating and what constitutes an echelette. Speculum 
gratings of 15,000 or even 20,000 lines per inch are used for investigating 
the infra-red adjacent to the visible and extending to nearly 2/z. In passing 
thence to regions of greater wave-length, it is advantageous to use succes¬ 
sively coarser gratings and there is no abrupt transition in type. 
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Theory of the Concave Grating 
(Secs. 23-27) 


Rowland discovered in the year 1881 that a grating ruled upon a con¬ 
cave surface focuses the spectra which are formed, without the aid of lenses 
or mirrors.* The concave grating is of value for three principal reasons: 

1. It saves the very considerable cost of the large and highly perfect 
lenses which are necessary with plane gratings. 

2. It focuses overlapping spectral orders accurately along the same focal 
curve. This is a matter of importance when an unknown spectrum is photo¬ 
graphed in a given order and a comparison spectrum is photographed in a 
different order, as is often done. When plane gratings are used in conjunc¬ 
tion with lenses, overlapping spectra of different orders are never quite in 
focus at the same time, because of the residual chromatic aberration of the 
lenses. 

3. The concave grating renders inestimable service in investigating the 
ultra-violet, especially the extreme ultra-violet region, where the opacity of 
materials largely precludes the use of lenses for collimating and focusing. 
The use of mirrors for this purpose is also impracticable because the reflect¬ 
ing power of all substances is extremely low throughout this region. 

23. General Properties.—Referring to Figure 128, which we shall consider 
as lying in a horizontal plane, the grating is represented in central cross- 
section at G. The lines or grooves are perpendicular to the plane of the 
figure, or vertical. Denoting the radius of curvature of the grating surface 
by R, a reference circle of radius R/ 2, represented in broken line, is drawn 
tangent to the grating at its center. The diameter of this so-called “Row¬ 
land circle” is equal to the radius of curvature of the grating. The center of 
curvature of the grating thus lies on the reference circle diametrically op¬ 
posite the grating. The grating surface lies slightly outside of the reference 

circle, not along it, except at the central point where the two circles are 
tangent. 

Light from the source 8 passes through the slit, which lies on the refer¬ 
ence circle, and is incident upon the grating. The slit may, theoretically at 
least, lie at any point on the circle. We shall take up the theory later. Prac¬ 
tically , positions of the slit close to the grating are to be avoided—except in 
raie special type of mounting which will be discussed in its proper place. 
Designating the angle of incidence at the center of the grating by 8 h and 

it. ,. , *, ^ . normal at an angle equal to di, 

this-line leads to the central image which is formed on the reference circle 


Phil Wfio S ie“ ounced “ 8 ? veral journals during the following year, e.g, 
hil. Mag. (5) 13, 469, 1882, or see Rowland’s Physical Papers, pp. 487 and 492. 
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at Po. A given, spectrum line, of wave-length X and spectral order m, is fo¬ 
cused by the grating on the circle in a direction determined by applying the 
grating law at the center of the grating. Thus a given line in the violet may 
be focused at Vito the left of Po and at Y{ to the right of Po, and a given 
line in the yellow may be focused at Y\ and Y[. The dispersion in the vicini- 


G 



ty of Pi, near the normal to the grating, is practically normal. A given spec¬ 
trum line in the red may be focused at Ri and R[. All of the aforementioned 
images are supposedly of the first spectral order, and it may be supposed 
that there will be no possibility of the formation of second-order images in 
the visible spectrum between R[ and the grating, the dispersion being too 
great in this region. However, a second-order image of our violet line will 
be formed to the loft of Pi—let us say at V,. The second-order image of our 
yellow line may perhaps coincide in position with the slit, the diffracted 
beam in this case doubling back on the incident beam. The second-order 
image of the rod line may fall at Ri- The red of the second order overlaps 
with the violet of the third order, which is represented at V 3 . Positions of 
the third-order yellow and red are indicated at Y } and R 3 . In this region 
there will be overlapping with a considerable portion of the fourth-order 
spectrum and even with the violet of the fifth order. . 

When the slit is moved clockwise along the Rowland circle,.the spectral 

images move counter-clockwise along this circle. 

The concave grating is ruled on a spherical surface and not on a cylinder 
or on a parabola. The radius of curvature of Rowland s large gra mgs is 
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usually 21 feet, or 640 cm, and the width of the ruled portion is commonly 
about 5 inches—or, let us say, 12.8 cm. The angular aperture is thus about 
12.8/640 = .02 radians. Small concave gratings are often ruled with more 
than proportionately smaller radii of curvature, and these may subtend aper¬ 
tures as high as .08 radians. Other things being equal, the difficulty of ruling 
increases with the angular aperture subtended. The concavity of the sur¬ 
face of a large grating is so slight that it is likely to escape notice at a cursory 

glance. The depth of the concavity, 
the distance DG of Figure 129, may 
be evaluated by the sagittal rela¬ 
tion. For a large grating this depth 
is DG=AD 2 /2R = (6.4) 2 / (2 X 640) = 
.032 cm. 

Theory requires, as we shall learn, 
that the lines of a concave grating 
should be equally spaced along a 
chord drawn across the surface and 
not equally spaced along the arc of 
the surface. A concave grating is 
ruled in much the same manner as 
a plane grating—this manner of rul¬ 
ing obviously causes the lines to be 
equally spaced along a chord as they 
should be. In Figure 129 the arc 
AGB represents the grating surface 
and the straight line AB represents the chord. Perpendiculars erected at 
equal intervals along the chord strike the grating surface at corresponding 
points of adjacent lines or grooves of the grating. These positions are indi¬ 
cated by dots along the right-hand portion of the arc. Along the left-hand 
portion of the arc small crosses indicate what would be corresponding points 
of adjacent grooves if the lines were equally spaced along the arc. In pass¬ 
ing from the center outward the crosses fall progressively farther behind the 
corresponding perpendiculars. There is a cumulative difference in position 
involved. 

4 We shall henceforth, for the sake of brevity, instead of speaking of “the 
positions of corresponding points of adjacent lines or grooves” simply speak 
of “the positions of adjacent lines.” This is merely for purpose of abbrevia¬ 
tion and does not imply that the grooves are narrow compared to the in¬ 
tervening unruled portion of the surface. The grooves practically fill the 
ruled surface. 

Since the lines are equally spaced along the chord, there is a very slight 






/ 
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increase in the spacing measured along the arc in passing from the center of 
the grating toward either edge. Denoting the variable grating space along 
the arc by a', and the constant, grating space along the chord by a, we have- 




a 

cos * 


where t is the angle between the chord and the arc at the point in question, 
or the equal angle indicated in the figure between the normals erected re¬ 
spectively at. the center of the grating and at the point in question. 

The grating space along the arc has a minimum value of a'=a, at the 
center of the grating, but even at the edge of the grating, a ' is greater than 
a by only one part, in twenty-thousand, as will develop later. 


24. Theory of Focusing along Rowland Circle.—The theory of the con¬ 
cave grating is usually given following the treatment of C. Runge. This 
treatment is complete from a mathematical standpoint but fails to impart a 
clear physical concept ion of t he cause of the focusing. The Runge treatment 
is accessible in numerous places.* It would be superfluous to repeat it here. 
In its stead a treatment will be given 
which emphasizes the physical aspects of 
the theory. 

Referring to Figure ISO, let us denote 
the angle of incidence 4 at the center of the 
grating by 6 1 and the angle of incidence 
at any other point, M of the surface by 
The angle 6[ varies as the position of M 
varies, and this angle passes through a 
maximum value of 0{« 0, at the center, as 
is evident from the following considera¬ 
tions: At various points lying on a circle 
—for example, at points U and A —a given 
arc—for example, 0(1— subtends equal 
angles. Any point- M of the grating not 
coinciding with (! lies outside of the cir¬ 
cle OGAC , the Rowland circle, and hence the angle 0J, subtended at any 
point M by the arc 0(1, is less than the angle Si subtended at the center of 
the grating by the arc OC. Hence 6[ passes through a maximum value of 
“0i at the center. In the same way the angle of diffraction, ftj, not indi- 



* Itungo never published the treatment himself. It was first published in abstract by 
H. Kaysur in Winkolmarm, JIundb. (1st cd.), 2, Part I, 407, and later in full by Kayser in 
his Ifandb. d. Spvfdrosfcopw, 1,452. Abstracts arc to be found also, e.g., in Wood, Physical 
Optics, p. 233, and Schuster and Nicholson, The Theory oj Optics (3d ed.), p. 126. 
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cated in the figure, passes through a maximum value of 0 2 — d 2 at the center. 
The variations of Q[ and d 2 are very slight. 

We now apply the grating law at every element of the grating surface: 
The path from 0 by way of one line of the grating to P differs from the path 
by way of the next adjacent line by an amount 8 } which is determined by 
the equation 5 = a! sin Q[+a! sin 0 J, where a ' is the grating space measured 
along the arc. The element of the grating surface is to be thought of as. 
being wide enough to include numerous lines—a millimeter wide, let us say. 
The mathematical condition that P shall be a diffracted image of 0 is that 
as the grating is traversed 8 shall remain constant. If 8 is constant there 
will be a spectral image of order m and wave-length X formed according to 
the grating law, 8 = rnk=a f sin 6[-\-a' sin d 2 . From a physical standpoint we 
may say that an image will be formed if the variation of 8 does not exceed 
some extremely small permitted value. 

The grating space along the arc, a', passes through a minimum value at 
the center of the grating, hence the differential of a f is there equal to zero, 
that is, da f = 0 . When 0 and P lie on the Rowland circle, 6[ and d 2 pass 
through maximum values at the center, hence d sin = 0 and d sin d 2 = 0 at 
this point. Therefore, in the vicinity of the center of the grating: 



d8 = d(a' sin 0[+a r sin d 2 ) =0 


and hence in the vicinity of the center: 

( 10 ) 5=m\ = a' sin 6[ +a' sin d' 2 = Const. 

This equation, interpreted physically, tells us that when 0 and P both lie on 
the reference circle, the condition for the formation of a diffracted image is 
satisfied for at least a certain width on either side of the center of the grat¬ 
ing. How wide the grating may be will depend upon how nearly the de¬ 
crease in sin 6[ and sin Q 2 which occurs in passing from the center of the 
grating outward is compensated for by the increase in o! which occurs in 
passing from the center outward. We shall learn that the compensation is 
complete to within a degree of approximation used in evaluating one small 
term which is involved in the proof. 

% Consider the path difference 5=o' sin B[+a' sin divided into two parts, 
Si=a' sin &[ and S 2 =a' sin d’ 2 . We shall show that the path difference 5 i re¬ 
mains constant in traversing the grating, and we shall then be able to infer 

that $2 also remains constant because Si and 52 play similar roles in the 
theory. 

For an element of the grating surface chosen at the center 5 i =a sin 6 : . If 61 
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■ to have this same value for a lateral element chosen at M (Fig. 130), we 
must have o' sin 0[ = a. sin 0i, or: 



a'_sin 0i 
a sin 0( ‘ 


We must therefore show that this equation holds for a grating ruled with 
constant spacing along the chord. Introducing the value of a'/a obtained 
from equation (8) and referring to Figure 131, where the angle OAC has a 
value equal to 0i and the angle OMC is &[, we have: 

a 1 1 CG CM CA+AM_. AM 
(12) a ~ cos i ~ CA ~CA CA ^ CA ‘ 


GM 




Fig. 132 


This equation is exact-there is on approximation involved Proceeding 
now to evaluate sin 0,/sin 0{, we have sin B^OD/OA and sm 8,-OD/OM. 

Hence: 



sin 0, OM OA + (O M-OA) = 1+ (QM^OA) _ 
sin 0[ = OA ' 6A OA 


The distance represented by ( OM-OA ) is indicated at the topi of ® 

,o a large scale. Now (OM-0A)=AM cos 0(=AM cos 0,, to a^gree of 

approximation which is ample for evaluating the fina ter ^TMoreover 
Mch is small and plays only the r61e of a “correct™ term. Moreover, 
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OA = CA cos 0i approximately, when M lies close to G. The distance from 
M to G is much exaggerated in our figure, where the width of the entire 
grating if drawn to scale would be only about a millimeter. According to 
the foregoing approximations, (OM—OA)/OA=AM cos di/CA cos 0* = 
AM 1C A. Substituting this value in the right-hand side of equation (13), 
the right-hand sides of equations (12) and (13) become identical. Hence the 
left-hand sides of these equations are equal. In other words, equation (11) 
is verified, and from this it follows that 5i = a/ sin 8[ is constant. The con¬ 
stancy of 5 2 = a' sin 0£ may be demonstrated in the same manner, and hence 
we conclude finally that 5= 5 i+5 2 is constant across the grating. 

We have now shown that when the grating is ruled with constant spacing 
along the chord, the variation in the spacing a', along the arc, compensates 
for the variations in the angles of incidence and diffraction which occur 
across the grating, provided the source and field point lie on the Rowland 
circle. Thus, when the slit lies on this circle, diffracted spectral images are 
formed on this circle. However, our proof has involved an approximate 
evaluation of one small term, and to be quite sure of our ground we must 
convince ourselves that this approximation is sufficiently close. The per¬ 
missible error in the approximation is evaluated toward the end of the next 
section, and it will become evident that, actually, this is not exceeded. 

It is possible to obtain a higher approximation than the one which we 
have used. With the aid of this higher approximation the “aberration” of 
the concave grating may be deduced. This is small under ordinary cir¬ 
cumstances. The calculation is carried out in Appendix D, the reading of 
which should, however, be deferred until the next section has been read. 

25. Some Numerical Evaluations.—The theory of the concave grating 
can be thoroughly appreciated only when the magnitudes of the quantities 
involved are understood. Accordingly, we shall evaluate some of these, tak¬ 
ing as an example a large Rowland grating. 

Let us begin by determining the value of the grating space along the arc, 
a', in terms of the constant grating space, a, along the chord, at a point 
halfway out to the edge of the grating, and again at the edge. According to 
equation (8), ol — aj cos i/'. The development of cos \p in series is cos \p- 
1 — /2+4 .Since \p is small, we may write 1 /cos — 1+ \p 2 /2 t neg¬ 

lecting higher terms. If the angular aperture of the grating is .02 radian, 
then: 

At a point halfway out to the edge: 

.005 radian, and a' = a 1+tT =c/l+ 1 N 

v 2, V 80,000, 
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and: 

At the edge: 


* 


/ 

— .01 radian, and a' = a 1+ 


1 

20,660, 


Thus the variation in a' is very small, but it has nevertheless a decided sig¬ 
nificance. 

If the small variat ion in the grating space did not occur, then the posi¬ 
tions of the lines would fall behind I heir actual positions in the manner il¬ 
lustrated in the left-hand portion of Figure 129. At a given point of the sur¬ 
face the position difference, in question equals the difference between the 
length of the arc from the coni er of the grating to the given point and the 
length of the semichord t o this point.. The length of the arc is Rip, where R 
is the radius of curvature, and the length of the semichord is R sin ip. De¬ 
veloping sin ip in series, sin ip = ip-ip % /3+^/ 5.We need retain only 

the first two terms of this series, and hence: 



Position 


difference = Rip—R sin 



Rf 
6 ‘ 


At a point, halfway out. t o t ho edge of the grating, this yields [640X (.005) 3 ]/6 
= .13X10 •' cm, which is about one-tenth of a grating space for a grating 
having 20,000 line's per inch (for which <*-1.27X10-* cm). If the remainder 
of the grating wen* blended off on each side, the position difference at the 
edge of the effective portion of the grating would thus be about one-tenth 
of a grating space. A posit ion error of this magnitude at the edge of a grat¬ 
ing may be tolerated. Therefore, if we were to content ourselves with a 
grating of half the. width of the actual one, the grating would render about 
equally good service whether the variation in a' occurred or not. But if we 
wish to use a gral ing of t he full actual width, the situation is quite different. 

A position error of one-half a grating space will cause the disturbances to 
arrive at the diffracted image in just, the reverse of the phase in which they 
should arrive, in t ho first-order spectrum. In the second-order spectrum an 
error of one-quarter of a grat ing space will produce the same result. The 
error of optical path would in each case be X/2, and such an error shou 
obviously not, occur. However, a path error of X/4 for disturbances coming 
from the edge of the gral ing might, be tolerated—no great loss of definition 
or of intensity would result from an error of this magnitude.. A pat error 
of X/4 is produced in the /nth-order spectrum when the position error is the 

* For further details s<v sec. 1 of chap. 7, on “Permitted Aberration. 
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l/4m part of a grating space, or a/4 m cm. If we wish to work in the 
third-order spectrum, a position error of one-twelfth, or .083 of a grating 

space, may just be tolerated. _ , 

Let us now see how great the position difference at the edge of the actual 
grating would be if the variation in a' did not occur. At the edge of the 
grating f = .01 radian. According to equation (14), the position difference is 
[640 X ( 01) 3 ]/6 = 1.07X10“ 4 cm, or about .84 grating space. This position 
difference of .84 grating space equals the value of the position error which 
would obtain at the edge of the grating if the variations in the angles of inci¬ 
dence and diffraction which occur across the grating were not compensated 
by a corresponding variation of the grating space along the arc. This error 
is about ten times the error, .083, which we have learned is permissible for 

work as high as the third order. 

Our previous proof indicated that the variations in the angles of incidence 
and of diffraction are exactly compensated when the grating is ruled with 
equal spaces along the chord. However, the proof involved an approxima¬ 
tion. Now we see, according to the foregoing paragraph, that if there were 
no compensation at all, the resulting error would be ten times the permis¬ 
sible error. Accordingly, the vo/riations in the sines of the angles of incidence 
and of diffraction need to be compensated to the extent of 90 per cent, but 
only to this extent. In other words, as much as 10 per cent of the total varia¬ 
tion, in itself extremely small, does not need to be compensated. Thus the 
approximation which we made in our proof might permissibly be in error by 
as much as 10 per cent. Evidently it is not in error by as much as this. 
Therefore the compensation is sufficient— the aberration does not exceed the 
permitted limit.* 

The aberration is evaluated in Appendix D. 

It is a fortunate coincidence that theory requires the lines of a concave 
grating to be equally spaced along the chord since this is the manner in 
which the machine naturally rules them. However, if theory required that 
the lines should be spaced otherwise, they could be so ruled. In the process 
of ruling, the long nut which fits over the main screw of the ruling machine 
would be given a slight rotation as it advances along the screw. A very 
slight rotation would suffice. By way of example let us suppose that it were 
required to space the lines equally along the arc. The requisite rotation of 
the nut, in ruling the entire grating, would then be less than one one-thou¬ 
sandth of a turn, or less than the angle subtended by one tooth of the spac- 

* The approximation which was made in the previous proof is very (jlose when the 
angular aperture subtended by the grating is small, which it always is, and so long as 
neither the incident nor the diffracted beam nearly grazes the grating. When one or both 
of the beams nearly graze the grating the aberration becomes appreciable. 
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ing wheel at the center of this wheel. That this is true follows from the fact 
that the correction of the positions of the lines, even at the edge of the grat¬ 
ing, would amount to only .84 grating space, as we have learned. 

26. General Focal Relation. Referring to Figure 133, suppose the arc G 
represents the surface of the grating, C the center of curvature, and 0 a 
point source of light lying anywhere in the plane of the figure. We'shall seek 
an equation which relates the position of the diffracted image of order m 

and wave-length X, indicated by the point P, with the position of the source. 

We shall apply the grating law to 
every element of the grating surface M<-e- - +M! 

and in doing this shall introduce the 
grating space as a constant. It may 
seem upon first thought that this pro¬ 
cedure will limit our result to gratings 
having constant spacing along the arc 
and thus exclude concave gratings as 
actually ruled, with constant spacing 
along the chord. This limitation does 
not apply, however. If we were to dis¬ 
cuss aberration—or, in other words, 
discuss the perfection of the image— 
the objection would be well founded. 

But we shall limit ourselves to discus¬ 
sing the 'position of the image, and this 
position will be the same whether the 
spacing be constant along the chord or 
constant along the arc. For a suffi¬ 
ciently narrow grating the two types of spacing are physically indistinguish¬ 
able, and it is obvious that the position of the image must be the same for 
a narrow grating as it is for a wide one of which the narrow grating may be 
considered to form a part. 

Denote the angle of incidence at any point M of the grating surface by 
0 i, as indicated in the figure, and the angle of diffraction by 0 2 , not indicated. 
The angles 0i and 62 both vary across the grating, and, moreover, since 0 
and P do not, in general, lie on the reference circle, these angles may now 
vary by considerable amounts. 

The grating equation must apply at every element of the grating surface. 
Differentiating this equation d(mX) = d[a(sin 0i+sin 0 2 )] = 0. Since the grat¬ 
ing space a is to be regarded as a constant, we have: 

♦ 



d(sin 0i+sin 0 2 )=O 
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or 

H 5 ) cos 6id6i~\-cos 0 2 d0 2 = O . 

If an image is to be formed, the variations in 0i and 0 2 must be such as to 
compensate for each other, according to the foregoing equation. 

Let M' be a point on the grating surface which lies at a small distance e 
from M. Denote the radius of curvature of the grating by R and the dis¬ 
tance OM by n. We shall derive an expression for d0i in terms of e, R, 0,, 
and n, and shall then be able to write by analogy a similar expression for 
dd 2 in which r 2 will be used to denote the distance PM. We have the follow¬ 
ing relation between angles indicated in the figure: 


whence: 



ai+0i = |8i = Y+(0i - M0i) j 


bi e e cos 0i e 

d0i—ai—y — — — 



e cos 0 2 

n 


e 



Substituting these equations in equation (15) and dropping the common 
factor e } we have: 



cos 0i 


cos 0i 

Ti 


1 

R 


-(-COS 02 


COS 02 
r 2 



This is the desired equation. The grating law is to be invoked in conjunc¬ 
tion with it when necessary. 

This equation is satisfied when the source and field point both lie 
on the Rowland circle. Then, referring to Figure 134, r x = R cos 0i, or 
[(cos 0i)/ri-l/E] = O, and, similarly, r 2 = R cos 0 2 or [(cos 6 2 )/r 2 — l/R] = 0. 
Thus we again arrive at the focal relation as given by the Rowland circle. 
For a plane grating R has the value <», and equation (17) becomes: 

(18) cos 2 0i cos 2 0 2 _q 

ri r 2 

This equation enables us to calculate the position of the virtual diffracted 
image when a divergent beam falls upon a plane grating. This case was 
discussed in a general way in section 18. 

We shall have occasion to make further use of equation (17). This equa¬ 
tion was first derived by Rowland, by a much longer process, however, and 



Sec. 27 


ASTIGMATISM 


157 


in different form. It was independently derived by E. Mascart* in the inter¬ 
val which elapsed between Rowland’s first brief announcement of his suc¬ 
cess with concave gratings and the publication of his later more detailed 




X oS 


Fig. 134 


Fig. 135 


account, f Tho equation may be transformed by simple algebraic steps into 
the following form in which it is frequently given: 

/- Q v _ Rr x cos 2 02 _ 

^ ' 2 n(cos 0i+cos $ 2 ) —R cos 2 0i * 

This form permits a direct evaluation of T 2 —the distance from the grating 
to the point P (Fig. 133) where the image is formed. 

27. Astigmatism.—Wc have thus far considered the focusing of only 
those rays which lie in the central horizontal plane, or, referring again to 
Figure 134, of those rays which lie in the plane of the figure. This plane is 
frequently referred to as the “.XY-plane,” a system of co-ordinates being 
taken as indicated, with the center of the grating surface as origin, the X - 
axis perpendicular to the surface, and the F-axis tangent to the surface and 
perpendicular to the direction of the ruling. The F-axis is then taken parallel 
to the direction of ruling, out from the plane of our figure, or vertically up¬ 
ward when the grating is set up with the lines vertical as usually supposed. 
The rays, originating from the source 0, which lie in theXF-plane, consti- 

* Jour. d. phya, (2), 2, 5, 1883. 

f Other treatments of the concave grating which were submitted shortly after Row¬ 
land’s discovery are W. Baily, Phil, Mag, (5), 16, 183, 1883, and R. T. Glazebrook, ibid., 
p. 414, and ibid. (5), 16, 377, 1883. 
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tute what we may call a horizontal fan. This fan, after diffraction by the 
grating in a given wave-length and spectral order, forms another horizontal 
fan intersecting at P. However, the rays of any vertical fan originating from 
0 do not, after diffraction, all pass through P, but, as will appear presently, 
the rays which are incident above the AF-plane pass above P, and those 
incident below this plane pass below P. That is, it will develop that the rays 
of any vertical fan all pass through a vertical line through P, a line perpen¬ 
dicular to the plane of the figure. Thus all of the vertical fans from the 
point 0, considered collectively, form a vertical line image through P. In 
other words, a -point source gives rise to a line image. Such an image is said 

to be “astigmatic.” The images formed by a grating are, in general, astig- 
* 

matic. 

Let us now consider how this astigmatism arises in the simplest case, 
namely, when a point source of light lies at the center of curvature of the grat¬ 
ing, C (Fig. 135). The rays from C which strike the grating are each normal 
to the surface and are consequently also normal to the ruled lines at the 
point of incidence. This applies to rays striking above or below the XF- 
plane as well as to those lying in this plane. The rays diffracted at a given 
point of the grating surface therefore lie in the plane which is perpendicular 
to the ruled lines at the point in question. This plane erected at any point 
of the surface always passes through the line CD, which is that diameter, or 
that axis of the sphere of which the grating surface forms a part, which is 
perpendicular both to the ruled lines and to the direction CG. The hori¬ 
zontal fan of rays from C, after diffraction, converges to P and then di¬ 
verges, spreading over the line segment qq', along the axis CD. If now the 
incident horizontal fan of rays is rotated about CD as an axis, both the in¬ 
cident and the diffracted rays remain at all times perpendicular to the ruled 
lines, and it obviously follows that the diffracted rays will always pass 
through the line segment qq f . A given ray of the rotating horizontal fan 
always passes through a given point of the line segment qqf . Moreover, a 
given ray of the rotating .horizontal fan generates a vertical fan. Conse¬ 
quently, the rays of a given vertical fan intersect at a given point along qq f . 
When the horizontal fan is rotated about CD as axis, the point of intersec¬ 
tion of this fan, originally P, generates what is, strictly speaking, a short 
segment of a circular arc about CD as axis, through P, perpendicular to the 
plane of the figure. However, this segment of arc is so short that, practical¬ 
ly, it constitutes a vertical line segment through P. The length of the seg¬ 
ment, for a given position of P on the Rowland circle, is directly proportion¬ 
al to the length of the ruled lines of the grating, and for a given length of 

ruled lines is greater for a position of P far removed from C than for one 
close to C. 
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The astigmatism which results when the source occupies a general posi¬ 
tion on the Rowland circle is discussed in Appendix E, where, further¬ 
more, several pertinent formulae are developed. It is shown in this Appen¬ 
dix that there are always two focal lines which are mutually perpendicular. 
One of these focal lines is vertical and passes through the given field point 
on the Rowland circle; the other is horizontal and lies outside of this circle 
—it is the line qq' in the case which we have just discussed. The two focal 
lines are similar to those produced by a concave mirror when the incident 
beam makes an angle with the axis of the mirror. 

The astigmatism of the concave grating carries with it certain conse¬ 
quences which are of importance to the experimentalist: 

When a point source of light is used there is a loss of intensity due to the 
elongation of the image into a line. This loss is, however, at least partially 
regained when a vertical slit is used as the source. A slit may be regarded 
as a succession of point sources along a line. When the slit is vertical the 
astigmatic images due to the several points of the slit overlap, and 
all of the lost intensity may be regained when it is feasible to use 
a slit of sufficient length. More will be said on this subject pres¬ 
ently. 

The slit should be erected accurately parallel to the lines of the 
grating. Suppose, for example, that the lines of the grating are 
vertical and that the slit is slightly inclined. Discrete points of the 
slit will now produce discrete vertical line images, as indicated by 
the individual lines of Figure 136. But since a slit is really equiv¬ 
alent to a continuous succession of point sources, the resulting yig. 136 
images, instead of being separated, will in reality fill an area, the 
area of our figure. Consequently, when the slit is inclined with reference 
to the rulings, the spectrum lines are broader than they should be and taper 
off obliquely at the top and bottom. It is thus evident that the slit should 
be adjusted to parallelism with the ruled lines. 

It is to be noted in Figure 136 that the lower end of the vertical line which 
lies farthest to the right is just opposite the upper end of the line which lies 
farthest to the left. When it is feasible to illuminate a length of slit great 
enough so that this condition obtains, then all of the intensity originally 
lost due to the astigmatism is regained at the mid-height of the spectrum 
line—this, however, applies only when the slit is parallel to the rulings, for 
it is only in this case that the images due to the different points of the slit 
all lie along the same vertical line. The intensity of the spectrum line is 
then greatest at mid-height and decreases toward top and bottom. 

It is often not feasible to illuminate a sufficient length of the slit to regain 
all of the intensity originally lost due to the astigmatism. The net loss of 
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intensity which then results is a serious drawback in the investigation of 
faint spectra. However, the amount of astigmatism varies widely with the 
conditions under which the grating is being used; moreover, there is one 
type of concave-grating mounting which is free from astigmatism. 

Now as to a different consequence of astigmatism: In a spectrograph 
which is stigmatic, one in which a point in the source gives rise to a point 
(and not a line), in the image, it is common practice to place a small reflect¬ 
ing “comparison prism” just outside of the slit. This prism serves to reflect 
light from an auxiliary source, located off to one side, into the spectrograph. 
A comparison spectrum may thus be placed as a central horizontal strip in 
a spectrogram, with the unknown spectrum above and below. In a spectro¬ 
graph which is astigmatic , a comparison prism placed just outside of the slit 
will not separate the two spectra into distinct horizontal strips. However, 
as first pointed out by J. L. Sirks,* a comparison prism placed at the proper 
distance from the slit will separate the spectra in the desired manner. Re¬ 
ferring again to Figure 135, suppose the primary source of the unknown 
spectrum is placed at S, and a convex lens at L focuses the light from S on 
the slit which is placed at P. If a broad but low comparison prism is placed 
at qq' and a comparison spectrum is reflected in from the side, a sharp sepa¬ 
ration of the comparison spectrum and the unknown spectrum, in horizontal 
strips, will occur over a considerable range in the vicinity of C, the center of 
curvature of the grating. Or, as also pointed out by Sirks, in place of the 
comparison prism, complementary diaphragms may be used in succession 
at qq'. When for some reason the use of Sirks’s method is inconvenient, the 
spectra may be separated by using complementary diaphragms in front of 
the photographic plate. 

To sum up, the astigmatism has the following consequences: Generally 
speaking, it causes a loss of intensity; it necessitates careful adjustment of 
the slit to parallelism with the grating lines; it necessitates resorting to a 
modification of the methods which are generally used for separating two 
spectra which are to be photographed in juxtaposition. 

For references to the literature on the astigmatism of the concave grating 
see the end of Appendix E. 


- Concave-grating Mountings 
(Secs. 28-33) 

The various mountings which will be described are all except one based 
upon the general principle discovered by Rowland that when the source lies 
upon the reference circle then the spectra will be in focus on this circle. All 

* Astronomy and Astrophysics , 13 , 763 , 1894 . 
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mountings based upon this principle may properly be called “Rowland- 
circle mountings,” but among them only one is commonly called “the Row¬ 
land mounting.” The principle of the Rowland circle has been applied by 
various investigators, including Rowland, in a number of specific ways 
Each way of applying the general principle carries with it its own optical 
and mechanical characteristics, and the mountings are given different names 
when these characteristics differ. Let us consider first the mounting which 
is simplest in conception. 

28.—The Paschen Mounting.*—This mounting is represented in Figure 
137. The main portion of the figure is in a horizontal plane. The grating, (?, 
faces a circular metal frame, PP f , which constitutes an embodiment of the 
Rowland circle. This frame plays the r61e of 
photographic plate-holder. A vertical slit is 
mounted at some more or less arbitrarily 
chosen position, 0, on the Rowland circle. A 
convenient construction for the frame PP f is 
shown in vertical cross-section in the inset 
in the lower right-hand corner of the figure 
where the frame proper is indicated by / and 
/'. Supporting members, mm', are provided 
outside of the frame proper, at intervals of, 
let us say, one or two feet along the circle. 

The frame has a horizontal slot in it which 
is narrower than the photographic plates 
which are to be used. A plate, p, is pressed 
against the outside face of the frame proper 
over the slot, and bent to the curvature of 
the circle by means of clamps. Theoretically 
the outside face of the frame lies along the Rowland circle. In practice it 
may deviate from this position by one or more centimeters. The reason for 
this is that the grating may have so-called “error of run” of a type which 
may cause the best focus to be a little off of the reference circle. The effect 
of error of run will be discussed in section 40. The frame must be carefully 
adjusted to the position of best focus at every point along its length. Once 
this adjustment has been made, a photographic plate may be placed at any 
point along the frame*and thus any portion of the spectrum may be photo¬ 
graphed in any of the available orders without altering the adjustments of 
the spectrograph. This is a great advantage and has led to popularity of 
the Paschen mounting. As over against this advantage there are some minor 
disadvantages. 

* Runge and Paschen, Abhand , d. K. Akad. d. TFiss. z. Berlin , Anhang, p. 1, 1902. 
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Fig. 137.—Paschen mounting 
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With the Paschen mounting the spectrum is in general not normal. It it 
normal only in the region directly opposite the grating, and it is only here 
too that the diffracted beam is incident perpendicularly upon the focal 
curve. For example, at P or P f the beam falls quite obliquely upon this 
curve. This is somewhat of a disadvantage in two ways. First, in making 
observations with an eyepiece, only so to say one spectrum line at a time is 
in focus. Second, in photographing, if the surface of the plate is not flat but 
is wavy, there will be small but appreciable displacements of the spectrum 
lines from their normal positions. These displacements are, however, in gen¬ 
eral taken care of when a correction curve is plotted from the measurements 
made upon the plate. 

The Paschen mounting demands a considerable amount of space. For a 
large grating an entire large room, with a solid steady floor, is required. To 
insure steadiness of the mounting, a circular cement pier is usually built for 
supporting the frame PP f . An additional small pier suffices as a base for t> 
grating. The spectrograph is not easily housed, and for this reason + lf: 
source of light is commonly housed instead, the spectrograph proper tein 
left open. This procedure in turn requires that provision be made for dart 
ening the room completely. Moreover, the installation must be made wher. 
there are no marked temperature fluctuations. Such fluctuations cai & spec i 
trum lines to shift position during long exposures leading to a broadening | 
of the photographic images. Often too they cause a shift in the relative 
positions of the comparison spectrum and the unknown spectrum, even 
when, as is common in practice, the comparison spectrum is thrown on to 
the plate both before and after the exposure of the unknown. Change of 
temperature is deleterious mainly because it causes expansion or contrac¬ 
tion of the grating and thus causes the grating space to alter. Change of 
temperature of, for example, the circular frame, or of the photographic 
- plate, is relatively innocuous. Consequently much can be done to lessen the 
harmful effects of temperature change in the room by housing the grating 
alone, leaving only the necessary aperture for passage of the incident and 

emergent beams. The housing must be lagged or controlled in temperature 
by a thermostat. 

When the Paschen mounting is used, two or more slits may be placed at 

different points along the Rowland circle in order to facilitate working at 
different angles of incidence. 

29. The Abney Mounting.*—Referring to Figure 138, the plate-holder oi , 
camera, C, is situated on the normal to the grating, G . The photographic 
plate, P, is bent to the curvature of the Rowland circle. The slit is erecte 
at some position, 0, on this circle, so chosen that the desired spectral orde 

* Phil. Trans., Part II, p. 457, 1886. 
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md region fall into the camera. To pass from one spectral region to another 
the slit is moved along the circle as may be necessary. Some refocusing is 
required each time. The slit is usually mounted at the end of a radius arm, 
which has a length equal to the radius of the reference circle and is pivot- 
td at the center of this circle. 


\ 
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Fig. 138.—Abney mounting 



Fig. 139.—Rowland mounting 


, The spectrum is normal in the region where observation is carried out, 
and, moreover, in this region the beam falls perpendicularly upon the focal 
curve. These advantages led to a former popularity of the Abney mounting. 

, The demands made by the Abney mounting resemble those made by the 
Pachen mounting. However, the Abney mounting admits of housing fairly 
easily. 

30. The Rowland Mounting.*—The mounting upon which Rowland de¬ 
cided for his own use is represented in Figure 139. It involves a motion of 
the grating, (7, and of the camera, G Y , in changing from one spectral region to 
another. The slit is situated at 0 and remains fixed in position, and the in¬ 
cident beam remains fixed in direction. The grating and camera are mount¬ 
ed at opposite ends of a trussed girder, GC —at opposite ends of a diameter 
of the Rowland circle. The lines GO and OC are, together, inscribed in a 
semicircle, and hence these lines make a right angle with each other. Mak¬ 
ing use of this fact, a track is laid along GO and another along OC and each 
end of the girder GC rests upon a car, one car running on each track. The 
3nds of the girder are pivoted over the centers of the cars. When it is de- 
tired to change from one spectral region to another, the end C , of the girder, 
arrying the camera, is moved, let us say away from 0, whereupon the end 
?, carrying the grating moves, let us say, to G r . When the grating moves we 


*PM. Mag. (5), 16, 197, 1883, or Physical Paj>m, No. 30, p. 492. 
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think of the Rowland circle as moving with it and, under the given me¬ 
chanical conditions, the circle moves in such a manner that the slit lies 
always upon it. The circle slides, so to speak, through the slit, changing its 
inclination with the face of the slit in the course of the motion. 

In the Rowland mounting the spectrum is normal in the region where it 
is observed, and in this region also the beam falls perpendicularly upon the 
focal curve. Further, as previously stated, the slit and the incident beam 
remain fixed in space. Rowland, using this mounting, carried out extensive 
investigations upon the solar spectrum, and in these it was a great advan¬ 
tage to have the slit and incident beam remain fixed. Rowland adopted the 
mounting which now bears his name because of a desire to combine the 
various aforementioned advantages. The mounting, however, involves a 
considerable amount of mechanism and when spectrographs are contem¬ 
plated which are to be used only for the investigation of the spectra of port¬ 
able terrestrial sources of light, this mounting is now not often chosen. In 
addition to the difficulty of mechanical construction, a drawback of the 
Rowland mounting lies in the fact that the motions of the grating and cam¬ 
era introduce difficulty in maintaining adjustments 
which are not encountered in the Paschen and the 
Abney mountings. 

The Rowland mounting and the Abney mountings 
resemble each other closely. They are alike except 
for the fact that what moves in the one remains fixed 
in the other, and vice versa. 

31. The Eagle Mounting.*—This mounting is rep¬ 
resented in Figure 140. The slit is located at 0 and a 
small internally reflecting prism, i, directs the light 
upon the grating, G. The virtual image of the slit 
formed by reflection in the prism falls at O'. The 
camera, C, holds the photographic plate, P. The slit 
and reflecting prism are situated just below the cen¬ 
tral horizontal plane through the grating, and the 
photographic plate is situated just above this plane, 
and consequently the prism does not obstruct any 
part of the beam returning from the grating to the. 
photographic plate. 

To pass from one spectral region to another, the grating, 0, is moved 
along the track, I 7 , and also rotated by the proper amount to cause the Row¬ 
land circle, which we must think of as moving with the grating, to pass al¬ 
ways through O'. The camera is pivoted about an axis through O' and must 

* Astrophys . Jour., 31, 120, 1910. 




/ T 

/ T 


/ 


/ 


* * 



0 


Fig. 140—The Eagle 
mounting. 
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be given a corresponding rotation in order that the surface of the plate may 
always lie along the Rowland circle. 

The Eagle mounting is an adaptation of the Littrow principle to the con¬ 
cave grating. The distinguishing feature of the Littrow mounting of a prism 
or plane grating is that the return beam doubles back on the incident beam, 
and this is also the distinguishing feature of Eagle’s concave-grating mount- 


xug* 

The slit, instead of being placed at 0, may alternatively be placed at O', 
the small prism being dispensed with. The slit in this case again lies slightly 
below the central horizontal plane and the photographic plate slightly above 

this plane. 

The Eagle mounting requires much less space than the other mountings 
which have been described and is much more easily housed, and when 
housed the temperature may be more easily controlled. Moreover, with this 
mounting the astigmatism is less than half as great, at a given wave-length 
and spectral order, than in the Abney or Rowland mountings. (This fact is 
demonstrated in Appendix E.) Furthermore, higher spectral orders can be 
attained than with the Abney or Rowland mountings.* 

The one drawback of the Eagle mounting is that it involves both transla¬ 
tion and rotation of the grating and in addition a rotation of the camera. It 
is apparently this fact which has prevented the mounting from receiving as 
wide an adoption as it otherwise so well merits; but it is being increasingly 
used. The spectrograph is ordinarily provided with a linear scale along the 
track and with circular scales at the grating and at the camera. Correspond¬ 
ing settings of these three scales for each of numerous contiguous or over¬ 
lapping spectral regions are determined and recorded in advance of under¬ 
taking investigation. The record then serves as a basis for future setting in 
any desired spectral region. Some refocusing by trial is necessary, however, 
after each change—except when the mechanical parts are extremely well 

made. . . . . . 

32. The Mounting in Parallel Light. f-This mounting which, for reasons 

which we shall learn, is also called the stigmatic mounting, is represented 

in Figure 141. It is the only well-known mounting which is not based on 

the principle of the Rowland reference circle. Light from the slit, which is 

located at 0, is reflected by a concave mirror, M, and, leaving tbs as a 

parallel beam, is incident upon the grating, G. The camera, C, holding e 

plate, P, is situated on the normal to the grating. The gra ing is moun e 


* No corresponding simple comparisons with the PaBchen mounting are possible. 

t F. L. 0. Wadsworth, Axtraphys. Jour., 3, 47 1896; in 
Fabry and Buisson, Jour. do. phy«., 9, 929,1910; Meggers and 8tmd - 

18,185,1922, where details of construction and further references gi 
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at one end of an arm, GB. This arm is pivoted about a vertical axis at the 
end G , the pivot being located under the grating. The arm is thus free to 
rotate about the end (?, in the plane of the figure, and when the arm rotates, 

the grating rotates with it. To pass from one 
spectral region to another the end B of the arm 
is caused to slide over the ways WW\ The 
camera rests on the arm and is carried with it. 
With each change of position of the arm the 
distance from the grating to the photographic 
plate must be altered in order to maintain the 
focus. Accordingly, provision is made for slid¬ 
ing the camera lengthwise along the arm GB. 

The distance from the grating to the point 
along its normal where the diffracted rays are 
focused is a function of the angle of incidence 
upon the grating, 0i. This distance is derivable 
from equation (19). Divide both numerator 
and denominator of this equation by ri. Since 
the incident light is parallel, we must consider the virtual image of the slit 
formed by the concave mirror to he at infinity. Accordingly, place ri=oo. 
Since the field point lies on the normal to the grating, the angle of diffrac¬ 
tion, 0 2 , is zero, or cos 0 2 = 1. We thus obtain for the distance from the grat¬ 
ing to the photographic plate: 



Fig. 141.—The mounting in 
parallel light. 



r 2 = 


R 

COS 01 + 1 ■ 


When the end B of the arm GB is moved toward W', the angle of incidence 
increases, and, in accordance with equation (20), the camera must be moved 
away from the grating. 

In designing a mounting of the type in question, provision should be made 
for a variation of the angle of incidence in the range from about zero to 45°. 
Correspondingly, r 2 will vary from a value of about R/2 to .612. By way of 
comparison, mountings based upon the Rowland circle require provision for 
a maximum distance from grating to photographic plate of r 2 = 12. Thus the 
parallel light mounting is only a little more than half as large, in linear di¬ 
mension, for a grating of a given radius of curvature, as are the mountings 
based upon the Rowland circle. The dispersion is reduced in proportion to 
the reduction of the distance from the grating to the photographic plate. 
The visual resolving power is unaffected, however. 

In the present mounting the astigmatism is equal to zero on the normal 
to the grating. This is proved in Appendix E. Practically speaking, the astig- 
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matism is zero over the entire length of the photographic plate, and it is for 
this reason that the mounting is called stigmatic. The lack of astigmatism 
carries with it a gain in intensity in comparison with astigmatic mountings 
and there is a further gain in intensity because the grating, being used at a 
shorter image-distance, subtends a larger angular aperture than in other 
mountings. The over-all gain in intensity has been estimated as being be¬ 
tween five- and tenfold. The lack of astigmatism furthermore makes it 
possible to use a comparison prism at the slit in the usual manner or to use 
complementary diaphragms at this point. The spectrum is normal. 

The parallel light mounting was first conceived by Wadsworth, who, 
however, used a lens for collimating instead of a concave mirror. The 
mounting is not usually referred to as the “Wadsworth mounting” for fear 
of confusion with the well-known Wadsworth prism mounting. It has been 
used effectively by Runge and Paschen, by Fabry and Buisson, and at the 
United States Bureau of Standards by Meggers, Burns, Kiess, and others 
(for references see previous footnote). 

33. Mountings for the Extreme Ultra-violet.*—The extreme ultra-violet 
region of the spectrum is defined, somewhat arbitrarily, as extending from 

Q O 

about 1850 A to about 140 A. This is a region of great opacity for all known 
solids—excepting only fluorite which is transparent down to 1200 A. Even 
most gases are highly opaque, and hence a well-evacuated spectrograph is 
required. 

The first penetration into the extreme ultra-violet was made by means of 
a prism spectrograph—a diminutive vacuum spectrograph provided with a 
fluorite prism and fluorite lenses. The instrument in question and the spe¬ 
cial photographic plates which are necessary for work in the extreme ultra¬ 
violet were developed by V. Schumann, whose labors bore fruit principally 
during the decade 1890-1900. Schumann explored the spectral region 1850— 
1200 A, which is now known as the “Schumann region.” However, since he 
used a prism spectrograph, he could not measure the wave-lengths of the 
spectrum lines which he photographed. But he estimated the wave-lengths 
of the lines which he found, by extrapolating the dispersion curve for 
fluorite from the ordinary ultra-violet into the Schumann region. 

From about the year 1906 onward, T. N. Lyman applied the concave 
grating to the Schumann region and was able to determine wave-lengths 
with much-needed improvement in accuracy. Lyman, moreover, extended 
the known ultra-violet from 1200 A to about 500 A. 

* For further information sec Theodore Lyman, The Spectroscopy of the Extreme Ultra¬ 
violet (Longmans, Green & Co., 1928), where a Bibliography is given through 1927. See 
also Thomas H. Osgood on the related subject, “The Spectroscopy of Soft X-rays,” 
Phys. Rev. Supply 1, 228, 1929. 
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The concave-grating mountings which are used today in the extreme 
ultra-violet are of two principal types. The older type, represented in 
Figure 142, is the one which was used by Lyman. A heavy brass tube, T, 
having a diameter of some 15 or 20 cm, serves as a housing. This tube is 
provided with flanges to which end plates, E , are sealed and bolted, and the 
spectrograph is highly evacuated. The same type of mounting was also used 

by Millikan and Sawyer and Bowen in their marked 
further extension of the spectrum to 140 A. The dis¬ 
tinguishing feature of this type of mounting is that 
the radiation falls upon the grating at a small angle of 
incidence and is photographed at small angles of dif¬ 
fraction. 

In the figure, S represents the source, which con¬ 
sists either of an electric discharge in a gas at low 
pressure, or of a short spark in high vacuum, a so- 
called “hot spark.” The source is placed close to the 
slit, 0, in order that the light passing through the slit 
may fill the grating, (?, as nearly as possible, and in 
order that as little radiation as possible may be ab¬ 
sorbed in the small chamber containing the source, 
before entering the slit. The state of evacuation of 
the spectrograph is controlled by two pumps, one con¬ 
nected to the chamber containing the source and the 
other to the main chamber. The two chambers connect only through the 
slit, 0, which is very narrow, perhaps .01 mm wide, and often very short, 
perhaps only .2 mm long. The source chamber usually contains much more 
residual gas than does the main chamber. 

The central image formed by the grating falls, let us say, at C, to the right 
of the photographic plate, P, which is some 8 or 10 cm long. The plate re¬ 
ceives that part of the first-order spectrum extending from let us say 150 A, 
falling at the right-hand end of the plate, to 1500 A falling at the left end. 
The major portion of the extreme ultra-violet region can be covered at a 
single setting of the spectrograph. The remainder can be reached if desired 
by turning the grating slightly and then resetting the plate-holder to the 
position of best focus. ■ 

The gratings used as a rule have about 15,000 lines per inch, although 
20,000 lines and 30,000 lines per inch have been used. The ruling must be 
very light. Moreover, glass has a higher reflecting power than speculum in 
the extreme ultra-violet and is less subject to deterioration caused by the 
products of the electric discharge; accordingly gratings ruled upon glass are 
frequently used. They are originally ruled with an even more shallow groove 
than is finally desired, as this procedure avoids the appreciable wear of the 
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diamond which otherwise occurs when ruling on glass. After ruling, the 
grooves are etched deeper in dilute hydrofluoric acid by a process developed 
by R. W. Wood.* The gratings used in the extreme ultraviolet are not of 
the largest a ruled surface of 8 cm wide by 5 cm high is about the maxi¬ 
mum. A radius of curvature of 1 m has been the most common in the type 
of mounting which we have been discussing—however, gratings having radii 
of as high as 7 m are now coming into use. 


The photographic plates, the so-called “Schumann plates,” differ from 
ordinary plates principally in having a minimum amount of gelatin present 
in the sensitive coating. Gelatin absorbs the extreme ultra-violet and when 
present in too great quantity prevents the radiation from reaching the grains 
of silver bromide. 

Various individual spectrographs, even when they are of the same general 
type, may differ markedly from each other in construction. The differences 
have to do mainly with the manner of mounting and housing the source and 
photographic plate. Such details assume importance when, as in the ex- 





treme ultra-violet, the technique of investigation is elaborate and difficult. 

In the newer type of mounting (see Fig. 143) the radiation falls upon the 
grating at a large angle of incidence. This 
feature was introduced in the year 1927 in 
so far as the concave grating is concerned. o 
The method of grazing incidence had, 
however, been previously developed by 
A. H. Compton and others for the diffrac- p IG 143 

tion of a narrow pencil of X-rays by a 

plane grating, and in the year mentioned an investigation was carried out 
by T. H. Osgood,f at Compton's suggestion, which showed that the grazing 
method also promised valuable results in the extreme ultra-violet when a 
concave grating is used. 

The angle of incidence must be 80° or more, or, in other words, the angle 
between the beam and the surface of the grating, the so-called “glancing 
angle,” must be 10° or less. The slit, 0, lies on the Rowland circle near the 
grating, G, and the photographic plate, P'P, lies on the other side of the grat¬ 
ing, also near it and on the Rowland circle. The central image falls at C and 
the spectrum is photographed on both sides of this, principally in the region 
CP but also along CP'. The dispersion is very great, especially along CP'. 
The extent of the spectrum on this side is definitely limited, however. The 
spectrum is far from being normal anywhere along the plate. 

The grating used by Osgood had a radius of curvature of about 2 m. The 

* Phil. Mag . (6), 48, 497, 1924 (in particular p. 507), and also Wood and Lyman, ibid. 


'7), 2, 310, 1926. 
t Phys. Rev ., 30, 567, 1927. 
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distances from slit to grating and from grating to central image were each 
35 cm or less. 

The advantage of the large-angle mounting lies in the large dispersion 
which is obtained at large angles and in the fact that the reflecting power 
of the grating (which in the extreme ultra-violet is less than 10 per cent at 
normal incidence)* is much greater at nearly grazing incidence. The large 
angle of incidence entails increased astigmatism of the grating and this, if 
it were the only factor which is operative, would result in a loss of intensity. 
The gain in reflecting power is, however, more than enough to offset this 
loss, leaving a considerable net gain in intensity at nearly grazing incidence. 
A phenomenon of total reflection occurs in the extreme ultra-violet when a 
beam is reflected externally at nearly grazing incidence which is analogous to 
the phenomenon of total internal reflection of ordinary optics. The same 
phenomenon occurs in the reflection of X-rays, only with these the critical 
glancing angle is even smaller. This matter is discussed in the chapter on 
the diffraction of X-rays (chap. 8, sec. 22). 

Osgood conducted his investigation as an extension of the soft X-ray 
region from the then existing limit of 27 A. toward longer wave-lengths, that 
is, toward the then short wave-length limit of the extreme ultra-violet, 
136 JL He succeeded in bridging the gap which had existed up to that time, 
and in fact overlapped into the extreme ultra-violet region. It should be 
mentioned, however, that A. Dauvillier,f just before Osgood, had success 
in bridging a part of the gap in question, but by a quite different method— 
by a method which does not concern us here. 

When the concave grating is used at a large angle of incidence the aberra¬ 
tion becomes large (see Appendix D). It has recently been shown by Mack, 
Stehn, and Edlen,J and by I. S. Bowen,§ that in the Osgood mounting the 
optimum width of the grating may be quite small, perhaps only 1 cm. 


Error of Ruling 
(Secs. 34-43) 

A diffraction grating must be ruled with great precision if it is to fulfil its 
function, and hence it becomes a matter of importance to know the effects 
of errors of various types. 

34. General. An ideal grating is defined as one having grooves which are 
straight and parallel, are equally spaced, and all have identical form. Iden¬ 
tity of form includes exact equality of depth. 

* P. R. Gleason, Proc. Nat. Acad., 16, 551, 1929. 

t Jour de phys. et le rad., 8, 1, 1927. 

t JOSA, 22, 245, 1932. 


§ Ibid., 23, 313, 1933. 



Sec. 35 


CURVATURE OF GROOVES 


171 


The foregoing definition does not touch upon such questions as disper¬ 
sion or intensity which are questions of great practical importance. Ac¬ 
cordingly, the most nearly ideal grating is not always the best. 

The theory which we shall develop applies equally well to the plane and 
to the concave grating. However, for the sake of simplicity we shall always 
speak in terms of the plane grating, it being supposed that lenses are used 
for collimating and focusing, in the usual manner. It will be assumed that 
the lenses are perfect and that the surface of the grating is accurately 
plane. 

Corresponding to the desiderata that the grooves be straight and parallel, 
equally spaced, and all have the same form, we shall designate three pri¬ 
mary classes of error: 

1. Curvature and lack of parallelism of the grooves. 

2. Error of spacing. (This is by far the most important of the three classes.) Any 
groove which is out of its proper position contributes a disturbance at a given point 
of the focal plane which is out of its proper phase. Accordingly, error of spacing is 
alternatively designated as 'phase error. 

3. Variation of groove form. When the grooves differ from one another in form 
they scatter different amounts of light in a given direction, or, in other words, con¬ 
tribute disturbances which differ from one another in amplitude. Therefore this 
class of error is alternatively designated as amplitude error. 

35. Curvature and Lack of Parallelism of the Grooves.—Several cases 
which fall into this class are discussed by Lord Rayleigh.* We shall here 
discuss only two cases—general curvature and general lack of parallelism— 
and these only briefly. 

Slight general curvature of the grooves introduces only a small amount of 
astigmatism which is practically harmless. Let us see how the astigmatism 
arises. Suppose a parallel beam originating from a point in the slit of the 
spectroscope is incident perpendicularly upon the grating. Referring to Fig¬ 
ure 144, a strip b of the grating acting alone gives rise to a dot d as central 
image and to a dot e as first-order spectral image on the left, whereas the 
strip c acting alone gives rise to d as central image and f as spectral image. 
The entire grating therefore yields a short line, ef 7 as the spectral image of a 
point of the source. 

The diffracted wave front, as it leaves the grating, instead of being plane 
is a cylinder, with elements horizontal, slightly converging, for a spectral 
image on the left of the normal. 

The astigmatism is rendered evident by the fact that the familiar dust 
marks which appear when the slit is almost closed, focus farther in, under 
the supposed conditions, than do the spectrum lines. 

* Op. cit 3, 112, or Encyc. Brit. (9th ed.), Vol. 24, “Wave Theory of Light.” 
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Similar slight astigmatism is introduced by one type of “error of run,” 
as we shall learn later. 

Rowland estimated, as the result of a test, that the lines of his gratings 
deviate from straightness by less than 1/100,000 inch. A considerably great¬ 
er curvature than this amount could however be tolerated. 


b 

c 





-1 _ j Fig. 145 

I • a 

e 

Fig. 144 

Lack of parallelism of the grooves, as soon as it becomes appreciable, is 
a serious fault. Referring to Figure 145, the grating space which obtains for 
the strip 6 of the grating, acting alone, is greater than that for the strip c. 
Therefore the spectral image due to b lies nearer the central image than 
that due to c. Consequently, when the entire grating is effective at once, we 
have too broad a spectral image, entailing loss of definition and resolving 
power. 

The grooves will be parallel only if the “ways’■’ along which the grating 
carriage travels are perfectly straight. The ways may deviate from straight¬ 
ness by 1/100,000 inch without harmful result if this deviation arises from a 
uniform curvature. But a deviation from straightness of as much as 
1/10,000 of an inch would be damaging when a large grating is ruled.* 

36. Periodic Error of Spacing.—We shall now take up in succession vari¬ 
ous errors of Class 2, namely, “Spacing Errors,” and among these shall con¬ 
sider first the most important of the systematic errors of spacing. 

Periodic error of spacing is a systematic error and is important because 
it gives rise to false lines in the spectrum, so-called ghosts. These always 
exist; though with a good grating only intense spectrum lines show them, 
and then only faintly. This type of error does not affect the perfection of 
the principal spectral images or their positions. 

Early gratings, those of Nobert and of Rutherfurd, had what we would 

* Taking the length of the ways as 20 inches and assuming uniform curvature, which 
is the least harmful, a sagitta of .0001 inch leads to a radius of curvature of 5 X10 6 inches, 
or about 8 miles (in place of an infinite radius). Simple considerations of geometry and 
grating theory now lead to the conclusion that the spectral images would be considerably 
broader than for a large ideal grating. 
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today call large periodic error, which arose perhaps mainly from error of 
the screw of the ruling machine. The slope of the thread was not strictly 
constant but varied slightly in a manner which was repeated with every 
turn. Rowland devised a method of cutting, and especially of finishing, 
screws so that they were practically free from error; but he had still to con¬ 
tend with periodic error introduced by imperfection of the bearings in which 
the screw is mounted, by imperfection of alignment of the axis of the screw 
thread with the bearings, by slight eccentricity of the spacing head, etc. 

J. A. Anderson* has pointed out that if all parts of the machine were truly 
rigid , the periodic error could be held to such low limits that its effect could 
scarcely be detected, if at all. But a considerable force must be applied to 
overcome the friction of moving the grating carriage along its ways, and 
elastic deformation of the parts results. The over-all elastic deformation is 
1/10,000 inch or more, or, for a grating of fifteen or twenty thousand lines 
per inch, is about 2a, where a is the grating space. If, as the screw turns, the 
friction varies by as much as 1/200 of its value, the elastic deformation, 
varying correspondingly, will vary about 1/2,000,000 inch, or about a/100. 
This, as will develop, is sufficient to produce ghosts of intensity near the 
limit of what can be tolerated for a good grating. Thus we must always 
reckon with a periodic error which repeats itself with every turn of the 
screw or, what is the same, with every turn of the spacing head. 

In Figure 146 the equally spaced tiny circles at the top of the figure repre¬ 
sent the lines of an ideal grating, and the dots, in the next row, represent 

* 6 9 P f . 7 . ? 

j). . — CF—o ■ IQ... 6 . o - M A M l . »— » - ‘ " Q ■ .Q ■ ' i -o — o j) 0 -o — A e » —A 




the lines of an actual grating. At A the position is correct, at B it is too far 
to the right, at C it is correct, at D it is too far to the left, and at E it is again 
correct. We have now completed one period of the error one turn of the 

* JOS A and RSI , 6, 434, 1922, and Glazebrook, Dictionary of Applied Phys, } 4,30. 
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spacing head. Another period, another turn, is represented from E to G. 
With a screw having twenty threads per inch, a grating five inches wide in¬ 
volves one hundred turns of the screw and spacing head. 

In the same figure, H represents the vibration diagram for the ideal grat¬ 
ing—at any spectral image, including the central image. This same diagram 
also obtains for the central image of the actual grating. At the central image 
the optical paths by way of the various lines of the grating are all equal; 
hence error of position of a groove does not alter the path and consequently 
does not affect the central image. 

The curve J represents the vibration polygon, or curve, for the actual 
grating at the first principal maximum on the left of the central image. If 
the grating is to be a good one, the maximum slope of the curve, represented 
by the angle ^i, must be small. The maximum displacement of the grooves 
from their correct positions should not be greater than about a/100, and 
hence the angle ^ should not be greater than about .0lX27r = 3.6°. 

The curve K represents the vibration curve for the second order. A given 
displacement of a groove from its correct position now causes twice as great 
an error in phase angle. If the maximum displacement is a/100, the angle 
indicated by \fa, will be .02X2 t= 7.2°. The amplitude of curve K is twice 

as great as that of curve J. The effect of the peri¬ 
odic error increases with the spectral order. 

Let us now consider what happens to the vibra¬ 
tion curve as we leave the center of one of the prin¬ 
cipal maxima and pass, let us say, to the left. Re¬ 
ferring to Figure 147, while we are on the slope of 
the maximum we have some such curve as L, in 
which the portions AE and EG each correspond to 
one turn of the screw. Proceeding further, the vi¬ 
bration curve will close when it makes one convo- 
A E ^ lution, curve M , and it will likewise close when it 

Fig. 147 makes two, three, etc., complete convolutions. The 

periodic error has practically no effect—until we 
reach a stage in which there is one convolution of the vibration curve for 
each portion of the grating ruled in one turn of the screw; then it does have 
an effect, as will develop in the following section. 

37. Rowland Ghosts. The stage in which there is one convolution of the 
vibration curve per turn of the screw is represented in Figure 148. The up¬ 
per half of this figure applies on the left of the principal maximum, and the 
lower half of the figure applies on the right. In each case the curve ACE 
represents the first convolution of the vibration curve. On the left of the 
principal maximum, the curvature is less at (7, upper right-hand corner 
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of the figure, than at A or E. As a result there is an error of closure 
AE represented by the vector Si. On the right of the principal maxi¬ 
mum the curvature is greatest at C, lower left-hand comer of the figure. 
The curves in the center of the figure represent the complete vibration 
curve in each case. What is of importance is that in each case the errors of 
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\ 

Fig. 148 

closure, AE, EG, etc., of successive convolutions are all in the same phase 
and hence each set adds up to yield a false spectrum line, a so-called ghost. 
The ghosts are symmetrical with reference to the parent-line in the posi¬ 
tions which they occupy and as a rule also in regard to their intensities, but 
not always. If n r be the number of turns of the screw involved in ruling the 
grating—supposing for convenience of discussion that this be integral— 
and Si be the error of closure per convolution of the vibration curve, then 
the intensity of the ghost will be (n'si) 2 . If the parent-line be in the first- 
order spectrum and the vibration curve make only one convolution per turn 
of the screw, then we will be dealing with the so-called ghost of the first 
order of a spectrum line of the first order. 

In the second-order spectrum the ghosts of the first order are formed 
in the same general way as in the first-order spectrum, only now, when 
the vibration curve makes one convolution per turn of the screw, the error 
of closure per convolution is twice as great as before. This follows be¬ 
cause the phase error for each individual groove is now twice as great. Thus 
the error of closure per convolution is 2si and the intensity of the ghosts is 
( n f X 2$i) 2 , or four times as great as before. In the same way in the spectrum 
of order m, the intensity of the ghosts will be (* n'msi ) 2 . That is, the intensity 
of the ghosts increases proportionately to m 2 , the square of the order of the 
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spectrum. This refers to the intensity of the ghosts relative to the intensity 
of the parent-line, the latter in general changing from one spectral order to 
another. 

The distance of the ghosts from the parent-line is the same in the spectra 
of different orders. Each ghost lies where we should have the minimum of 
number n f > where n f is again the number of turns of the screw involved in 
ruling the grating. If n is the total number of lines of the grating, we have 
n/n' = N , where N is the number of lines ruled per turn of the screw, for 
example, 1000. When the vibration polygon makes one convolution per turn 
of the screw, the phase change is 2tt per turn of the screw or per N lines of 
the grating. Now, in passing from one principal maximum to the next the 
phase change is 27 t per line. Hence the distance of these ghosts from the 
parent-line is the 1/N part of the distance between principal maxima, for 
example, the 1/1000 part. 

At the distance 2/N from the parent-line, in the spectrum of each order, 
the vibration curve makes two convolutions per turn of the screw and we 
must in general suppose that these two convolutions may exhibit an error 
of closure. Hence there may be ghosts of the second order at the distance 
2/N on each side of the parent-line. 

In the same way, at the distance 3 /N, when the vibration curve makes 
three convolutions per turn of the screw, there may be ghosts of the third 
order. Similarly, at the distances 4 /N, 5/N, etc., there may be ghosts of 
the fourth order, fifth order, etc.* 
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Fig. 149 

Figure 149 represents a typical case of various ghosts of one parent-line 
in different spectral orders. The central image is PoJ there are no ghosts 
present there. The first-order image is Pi, the second-order is P 2 , etc. The 

* We need consider only integral numbers of convolutions of the vibration curve cor¬ 
responding to one turn of the screw or fundamental period of the error. If the number is 

n “ 6gra1, the successive closing vectors will have progressive differences of phase and 
will fail to yield an appreciable sum, in the same way that the disturbances from the 
grooves 0 an i eal grating fail to yield an appreciable sum except when the phase differ¬ 
ences are integral multiples of 2x, i.e., at the principal maxima. 
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intensities of the ghosts relative to the parent-line and their distances from 
the parent-line are exaggerated for purposes of representation. Ghosts of 
marked intensity are to be expected only in high spectral orders. For a 
given grating the ghosts of different orders have always the same relative 
intensity among themselves in the spectra of different orders. However, for 
different gratings there is no constant relation between the intensities of 
the ghosts of various orders. The first-order ghosts are usually the most 
intense. The next in intensity are often those of the third or the fourth 
order, most often the latter, as illustrated. 

Ghosts of the type which we are considering were discovered in 1872 by 
G. Quincke,* who had at his disposal principally gratings ruled by Nobert. 
The theory of their origin was first treated in 1879 by C. S. Peirce,f who re¬ 
ferred to the ghosts shown by Rutherfurd’s gratings. Rowland, in building 
and perfecting his ruling machines, materially reduced periodic error and 
thus reduced the intensity with which the ghosts appear. He also greatly 
elaborated the theory. % Michelson later contributed a further elaboration. § 

Ghosts of the type under consideration have today become known as 
“Rowland ghosts.” They are characterized by the fact that they lie close 
to the parent-line and are symmetrical with respect to it. These features 
make it easy to identify them. They are 
further characterized by the fact that they 
originate from a periodic error having a fun¬ 
damental period equal to one turn of the 
screw. 

Let us now derive an equation for the ap¬ 
parent wave-length of any Rowland ghost. 

Reference will be to Figure 150, which is 
drawn on the basis of normal incidence; the result will apply, however, for 
any direction of incidence. The symbols will have the following meanings: 

X wave-length of parent-line 
X' apparent wave-length of ghost 

m, order of spectrum 
m', order of ghost 

n, number of lines of grating 
n\ number of turns of screw 

Nj number of lines per turn; hence n-n'N 

The diffracted wave front for the parent-line is AC; thus BC~mri\. The 
diffracted wave front for the ghost is AD; thus CD = m'n'\. Hence BD = 

* Pogg. Ann., 146, 1, 1872; in particular p. 57. 

t Amer. Jour. Math., 2, 330, 1879. 

t Physical Papers, p. 525. § Astrophys. Jour., 18, 278, 1903. 
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mn\+m'n'\. The apparent wave-length of the ghost is that wave-length, 
X', for which the wave front AD is the same as for the ghost. The value of 
X' is determined by the fact that: 

BD = mnV . 


Hence ranX' = mnX+mVX, or, introducing an alternative minus sign to 
include also ghosts formed on the other side of the parent-line: 


( 21 ) 

Or, since n/n'=N, we have: 

( 22 ) 


v= x'i±^ . 

v mn) 


x'=x'i±™' N . 

^ mN j 


If for a given grating N is not known, it can be determined.* 

The ghosts may be regarded, in so far as their positions are concerned, as 
being formed by superposing a grating having one groove per turn of the 
screw upon an ideal grating having the same grating space as the actual 
grating. Each parent-line is then to be regarded as a central image for the 
coarse superposed grating. The ghosts occupy the positions which they 
would occupy if the actual grating had one extra line ruled at each complete 
turn of the screw. 

When the eye is placed at one of the spectral images of, for example, the 
green mercury line, the periodic error of the grating is strikingly revealed to 
observation. 

The relative intensities of the ghosts of different order are determined by 
the nature, the form, of the periodic error. The connection involved can best 
be made clear by taking a new point of view regarding the effect of the error 
of position of each groove. Referring to Figure 151, suppose the vector A f 
represents in amplitude and phase the disturbance contributed at a given 
point of the focal plane by a given groove of the actual grating. The vector 
A may be taken to represent the disturbance which would be contributed 
by this groove if it were in its correct position. Since the error of position of 
all grooves is small, the effect is to add small vectors such as v perpendicular- 

* The number of lines ruled per turn of the screw is equal to the grating space divided 
into the pitch of the screw. The grating space is known or can be determined from a 
known spectrum line. The pitch of the screw will in general be one-twentieth of an inch, but 
if this be in question, it can be determined from the grating itself by a method described 
by R. W. Wood (Phil. Mag., 48, 497, 1924). This method is a photographic one. An 
alternative, visual adaptation is to place a scale some distance in front of the grating and 
focus on this with a small telescope placed in the beam. 
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ly along the vibration polygon for an ideal grating. Thus when the vibration 
polygon makes one convolution per turn of the screw, we may represent each 
convolution as shown in Figure 152. 

The closed equilat eral and equiangular ^ q 

polygon ACE is for the ideal grating. "\ 

The small vectors erect ed perpendicu- ^ \ 

laxly along this represent' the effect of ^ 3 

the errors of position of the rulings. ^ ^ 

Adding up the small vectors we obtain, n 



Fig. 15 L 


Fig. 152 


overlooking inconsistencies of drawing, a vector Sj which is identical with 
the vector Si of Figure 148 representing the error of closure of one convolu¬ 
tion of the vibration curve, or polygon. 

When the vibration polygon makes two convolutions per turn of the 
screw we have Figure 153. The perpendicular vectors point inward during 

the first convolution and outward during the sec¬ 
ond one. If the periodic error is a pure simple har¬ 
monic one, the sum of the small vectors will now 
be zero. In other words, the ghosts of the second 
order will vanish. Furthermore, it is obvious that 
for four, six, etc., convolutions of the polygon per 
turn of the screw, the sum of the small vectors will 
be zero. For three, five, etc., convolutions per turn 
of the screw the sum will also be zero, but this re- 
Fici. 153 quires proof. (The proof is given in Appendix F.) 

Accepting the fact, we may say by way of conclu¬ 
sion that if the error is a pure simple harmonic one, with a period equal 
to one turn of the screw, we shall have ghosts of the first order, and of this 
order only—the ghosts of higher order will all vanish. 

It follows that when the error is not simple harmonic, then the ghosts as 
actually revealed by the grating represent by their intensities a Fourier 
analysis of the periodic error. The intensity of the first-order ghosts is a 
measure of the amplitude of the fundamental period; the intensity o t e 
second-order ghosts is a measure of the amplitude of the first harmonic, etc. 





180 


THE DIFFRACTION GRATING 


Chap. 6 


The foregoing conclusions are more fully brought out in Appendix F 
where, in addition, an equation giving the intensity of the ghosts in terms 
of the amplitude of the error is derived, and the magnitude of the permitted 
error is discussed. 

A careful study of the ghosts formed by several gratings has recently 
been made by W. Rudolph.* 

The extra-focal images formed by gratings are of interest in connection 
with the subject of error of ruling, especially in connection with periodic 
error. These images have been studied by R. W. Woodf and by S. Fager- 
berg.J 

38. Lyman Ghosts.—In the year 1901 T. N. Lyman§ discovered ghosts 
of a type which are characterized by the fact that they lie far from the parent¬ 
line and originate from a periodic error which is not associated with the 
period of the screw. These ghosts are so faint that they ordinarily cause no 
trouble, but under certain spectrographic conditions to be discussed later 
they are likely to be mistaken for real spectrum lines, and they hence de¬ 
mand attention. 

We shall consider a hypothetical case chosen with a view to the possibili¬ 
ty of drawing corresponding figures. The ghosts may be represented as 
shown in Figure 154. Here Pi and P 2 are respectively the principal maxima 
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of the first and second order of a parent-line X. The ghosts are shown in 
groups of three to the right and left of each principal maximum, each group 
cen enng roughly, but not exactly, about the points which are distant from 

* Zeit. f. Physik, 82, 372, 1933. 
t PM. Mag. (6), 48, 497, 1924. 
t Ibid. (7), 5, 204, 1928. 

§ Phys. Rev., 12, 1, 1901, and 16, 257, 1903. 
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the principal maxima by one-third the distance between principal maxima, 
as indicated. 

Applying what we know about the formation of Rowland ghosts to the 
present case, we reason as follows: The ghosts in question may originate 
from some periodic error, of as yet unspecified origin, the error having such 
a nature, such a form, that the fundamental and the harmonics of low num¬ 
ber are all weak, so weak that the ghosts of corresponding order are too faint 
to observe. But, for some reason, several of the harmonics of high order, and 
presumably of consecutive order, are relatively strong—strong enough to 
produce the observed ghosts. Now we know that ghosts of consecutive order 
are separated by 1/N of the distance between principal maxima, where N is 
the number of lines ruled per fundamental period of the error. In the ex¬ 
ample given the distance between the ghosts is the 1/28 part of the dis¬ 
tance between principal maxima, hence on the foregoing basis the funda¬ 
mental period of the error would be N= 28. Moreover, the distances of the 
ghosts from the parent-lines are respectively 8/28, 9/28, and 10/28, of the 
distance from Pi to P 2 , hence the strong harmonics are those having fre¬ 
quencies respectively 8, 9, and 10 times that of the fundamental. 

The fundamental period of the error, in our case N= 28, and the order 
numbers of the strong harmonics, 8, 9, and 10, are all determined in a 
somewhat involved way by the driving 
mechanism of the ruling machine. Re¬ 
ferring to Figure 155, suppose M is the 
motor pulley, B is the belt, and D is the 
driven pulley on the driving shaft (in 
Fig. 117, representing the ruling machine, 
this shaft is numbered 13). The belt is Fig. 155 

made as uniform in thickness and flex¬ 
ibility as possible, but it cannot be made perfectly uniform. Any out¬ 
standing non-uniformity will introduce periodic variation in the strain on 
the machine, and periodic error will ensue. The pulley D makes in our 
case about three revolutions for one revolution of the belt, but not exact¬ 
ly three; if it made exactly three revolutions the remaining non-uniformity 
of the belt would introduce a periodic error having a period N =3 grooves 
and there would then be relatively strong ghosts at the points exactly 1/3 of 
the distance between principal maxima.* In order to avoid these relatively 
strong ghosts, the belt is made of such a length that it makes one revolution 
for a number of revolutions of the pulley D differing from an integral num¬ 
ber. In our case the number would be 3 1/9; in an actual case the difference 
from an integral number would be much less than 1/9. But in any case, if 

* See Rowland's Physical Papers , p. 536. 
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Q and Qi are points respectively on the belt and pulley which are in contact 
at some arbitrary zero stage, then after one revolution of the belt the point 
Q will coincide with some point Qz, and after two revolutions with some 
point Q z , etc., until Q again coincides with the original point of the pulley. 
Let us suppose that exact coincidence of Q and Qi recurs after nine revolu¬ 
tions of the belt or, in other words, after 9X3 1/9 = 28 revolutions of the 
pulley. There is one line of the grating ruled for every revolution of the 
driving shaft carrying the pulley, hence there would be 28 lines ruled. One 
fundamental period of the error would now be completed, N = 28. (In an 
actual case the number of lines ruled before the original coincidence recurs 
is several times larger. However, sooner or later the original coincidence 
must recur, practically speaking. The highest recorded case is N = 348.) To 
continue, the strongest Fourier component of the error will, in our case, be 
that multiple of 1/28 which has the value nearest 1/3, this being 9/28, and 
the corresponding ghost will be the strongest, as illustrated. This will ap¬ 
pear more fully in the following paragraphs. Next in order of strength will 
be 10/28 and 8/28. 

Referring to Figure 156, suppose the row II of twenty-eight vectors rep¬ 
resents the portion of the vibration diagram for one fundamental period of 



Fig. 15G 


the error for an ideal grating corresponding to our actual one, at one of the 
principal maxima. The effect of the errors of position of the grooves may be 
represented by perpendicular arrows (see diagram J). (The lengths of the 
perpendicular arrows are much exaggerated.) Let us suppose that the ideal 
grating is so placed with reference to the actual grating that all grooves 
having error of position will lie to the right of their correct positions. Then, 
following previously used conventions, the perpendicular arrows will all 
point upward, as illustrated. The variation in the strain on the ruling ma¬ 
chine due to the non-uniformity of the belt will repeat itself every revolu¬ 
tion of the belt (see curve L). The error of position of any line will sup- 

a 
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posedly be proportioned to the added strain which existed at the time the 
line was ruled. In accordance with this supposition the heads of the per¬ 
pendicular arrows arc represented as falling always on the curve L, Now it 
is to be noted that the errors of position, measured by the lengths of the 
arrows, show a tendency to repeat themselves with each revolution of the 
belt, but they repeat themselves exactly only every nine revolutions of the 
belt. Therefore the fundamental period of the error is N = 9X3 1/3 = 28. 

Let us now reflect upon what happens as we leave the center of a principal 
maximum. As i.he vibration curve begins to wind up, the perpendicular 
vectors will all point inward. For reasons explained in discussing Rowland 
ghosts, there can be ghosts only for integral numbers of convolutions of the 
vibration curve per fundamental period of the error—and there will not 
always be ghosts then. When the curve makes one convolution per funda¬ 
mental period of the error, the perpendicular vectors will be distributed 
almost symmetrically around the circle. Their sum will be practically zero. 
For the same reason the sum will be practically zero for any low number of 
convolutions per period of the error. When, however, the curve makes a 
number of convolutions which, in our case, is close to nine, then the sum 
may attain a value sensibly different from zero, that is, there may be a 
ghost; and for nine convolutions the sum will be a maximum—we shall then 
have the strongest ghost. 

The foregoing discussion is intended to convey a general idea of how Ly¬ 
man ghosts come into being. However, the reader is not to suppose that 
these ghosts always appear in groups of three. The number appearing is a 
question of intensity; only the strongest one may be intense enough to be 
recorded. Moreover, the groups, however constituted, do not always fall 
near the points 1/3 of the distance between principal maxima. They fell near 
these points for the gratings studied by Lyman, but for the gratings ruled 
by Anderson on Rowland’s 15,000 machine, the groups center about 1/5, 
2/5, etc. (In ruling the gratings the pulley made very approximately 5 revo¬ 
lutions for each 2 revolutions of the belt.) 

The following remarks may be helpful to the spectroscopist who fears 
mistaking Lyman ghosts for real spectrum lines: The intensity of the ghosts 
seldom exceeds 1/10,000 of the intensity of the parent-line, hence the danger 
of recording them is ordinarily not great. However, there is great danger 
whenever there is scant energy in the spectral region being recorded, con¬ 
sidered, for example, in photographic work from the point of view of the 
required length of exposure, and when, at the same time, there is much 
energy in wave-lengths which are not wanted but are nevertheless permitted 
to enter the spectrograph. (The parent-line may fall far away from the 
photographic plate or other recording device and the ghosts fall upon it.) 
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The situation is particularly dangerous in photographing in the infra-red or 
the extreme ultra-violet. Visual exploration of a spectrum having a few 
strong lines will reveal those Lyman ghosts which are most to be feared be¬ 
cause of their intensity. A strong green parent-line, for example, may give 
rise to a faint green line falling among red spectrum lines; the faint green 
line appears in a region of the spectrum where it does not at all belong. By 
determining visually, upon a circle spectrometer or otherwise, the apparent 
wave-length, X', of the ghost, and knowing the wave-length X, of the parent¬ 
line, a constant X'/X = Ci may be determined. Other ghosts of the same 
parent-line, if found, will lead to constants c 2 , c 3 , etc. The constants so 
found are to be applied, when photographing, to the most intense lines of 
the spectrum (regardless of whether they fall on the plate or not), intensity 
being judged from the point of view of exposure time. The corresponding 
ghosts, if present upon the photographs, are then readily identified. If these 
ghosts are quite faint, as they usually are, there is little danger from addi¬ 
tional, fainter Lyman ghosts. A more thoroughgoing method of exploration 
is to admit to the spectrograph only a single wave-length (or a close group 
of lines), and then, making long exposures, photograph throughout the in¬ 
tervening region between adjacent principal maxima. 

We shall close with some remarks of a historical nature, at the same time 
giving additional references: Lyman, upon discovering the ghosts in 1901, 
sent his photographic plates to C. Runge, who thereupon ingeniously hy¬ 
pothecated a type of error which would account for them. Runge’s theory 
was outlined in Lyman’s second paper. Then the study of Lyman ghosts 
rested, at least in so far as published accounts are concerned, for about a 
score of years. In 1922 Meggers and Kiess,* having been troubled by the 
presence of ghosts of this type in their photographic explorations of various 
spectra in the infra-red, made a detailed report regarding the Lyman ghosts 
shown by two of their gratings. (Two other gratings failed to show them.) 
They had communicated their results in advance to Runge and to Ander¬ 
son, who each joined a discussion to the report (see footnote). Anderson 
contributed the important information connecting the source of the periodic 
error with the driving belt of the ruling machine. A year later Runge f pub¬ 
lished a mathematically elaborated presentation of his theory (still based 
on the same type of error which he had originally hypothecated). In 1924 
R. W. WoodJ gave an account of some interesting experiments, and some 


* <n 


Spectra from Diffraction Gratings,” JOSA and RSI, 6, 417, 1922: Part I, 
S r?°^ by W „ F - Me ^ ers and C. C. Kiess; Part II, “Theory of Lyman 
Sdereon by ^ Runge ’ Part m > “Periodic Errors in Ruling Machines,” by J. A. 


t Annalen d. Phys. (4), 71 , 178, 1923. 
t PhU. Mag. (6), 48, 497, 1924. 
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observations regarding the driving belt. He also introduced an elastic drive 
designed to eliminate the appearance of the ghosts. 

The explanation of Lyman ghosts which we have given is related to 

Runge s explanation, but modifies the supposed type of error in the light 
of later developments. s 

39. Ghosts Very Close to the Parent-Line.-Very faint ghosts are occa¬ 
sionally found between the parent-line and the first-order Rowland ghost. 
They are most likely to be found with grating spectrographs of high dis¬ 
persion and resolving power. There is danger of confusing these ghosts with 
real hyperfine structure. They have upon occasion been attributed to error 
which is accidental yet does not follow a Gaussian error curve closely, but it is 
doubtful whether this be the correct explanation. (Accidental error will be 
discussed later.) The ghosts in question have recently been studied by R. W. 
Wood,* who in an abstracted report of his study attributes them to non¬ 
periodic error of spacing arising from variation of friction in the ruling 
machine. A detailed report has not as yet been published. 

40. Error of Run. This is an error which is progressive across the grat¬ 
ing; it must be very small if the grating is to be fit for use, and may consist 
either in variation of spacing or in variation of groove form. Progressive vari¬ 
ation of spacing may arise from the fact that the pitch of the screw of the rul¬ 
ing machine varies slightly along its length, in which case the screw itself is 
said to have error of run. Again, this error is introduced when, by accident, 
variation of temperature occurs during the process of ruling. A more fre¬ 
quent cause is variation of friction, resulting in variation of elastic deforma¬ 
tion. Variation of groove form may arise from gradual wear of the diamond, 
but such wear seldom occurs to a marked degree. The discussion of this 
section will be limited to variation of spacing. 

An ideal comparison grating will be chosen which has the same spacing as 
the actual grating in the vicinity of the center, with the two gratings coin¬ 
ciding groove for groove in this vicinity. 

There are two principal types of error of run and these will now be con¬ 
sidered : 

In the first type the spacing increases (or decreases) all the way across the 
grating. Referring to Figure 157, the equally spaced circles at the top of the 
figure represent the ideal grating and the dots below represent the actual 
grating. Referred to this ideal grating, the lines of the actual grating de¬ 
velop error of position as we pass to either side, the error increasing progres¬ 
sively until we reach the edge of the grating where it amounts in the illustra¬ 
tion to one-quarter of a grating space. This is the accumulated error in rul¬ 
ing many thousand lines; it is obvious that the variation of the grating space 

* Phys. Rev., 40, 1038, 1932. 
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must be very small indeed. It is to be noted that, with error of this type, the 
mean spacing taken across the entire grating is equal to the spacing of the 
ideal grating. 

Let us suppose that the incidence is normal and consider the line AB to 
represent a diffracted wave front for the principal maximum of order m and 
wave-length X, for the ideal grating. The corresponding vibration polygon 


i 

o ooooooooooooo 



Fig. 157 


is CD. For the actual grating the vibration polygon will take the general 
form of C'D\ Moreover, when m= 1 it will take the particular form il¬ 
lustrated, because then, when the error at the edge is a/4, the ends of the 
vibration polygon, or curve, must make an angle of t/2 with the central 
element, as illustrated. For m= 2, 3, etc., the ends of the vibration curve 
would make respectively angles of ?r, 3 tt/ 2, etc., with the center—the effect 
of the error increases with spectral order. 

The diffracted wave front, for the actual grating, represented by A r B r is 
slightly convex. When m = 1 the distance AA' or BB' is X/4. The wave 
front A B f will not focus accurately in the principal focal plane of the focus¬ 
ing lens and there will hence be a loss of definition—in this plane. However, 
by refocusing, by moving, under the illustrated circumstances, to a point 
somewhat farther from the lens, the lost definition may be regained, either 
wholly or in part. If A'B' forms part of an accurately circular cylinder, the 
lost definition may be completely regained. Then the only remaining effect 
of the error will be a small amount of astigmatism arising from the fact 
that a vertical cross-section through the diffracted wave front remains a 
straight line. That is, the horizontal focus remains in the principal focal 
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plane of the lens; the vertical focus alone moves farther out. (It will be 
recalled that curvature of the grooves also causes slight astigmatism.) If 
A'B' is other than accurately circular, much of the lost definition may in 
general still be regained, but not all of it. The precise form of A'B' is de¬ 
termined by the precise manner in which the error of position of the grooves 
varies as we pass from the center of the grating toward either edge. Some¬ 
thing more will be said upon this subject later. 

For diffracted beams on the right of the central image, the focus will be 
displaced toward the lens. 

The following characteristics of this first type of error of run are to be 
noted: The lines of the grating are spaced unsymmetrically with reference 
to the central line, but the error of position at equal distances on either side 
of the center is the same in both magnitude and algebraic sign, the lines 
lying, in our figure, always on the right of their correct positions. Counting 
from the center, to the right as positive, a line of running number v on the 
right has the same error of position in magnitude and sign as the line of run¬ 
ning number — v on the left of the center. Hence, when the error of posi¬ 
tion, Ej is represented by a power series in v , only even powers of v appear, 
that is, E = cv 2 +ev*+ . . . , where c, e, etc., are constants which may, in 
general, be either positive or negative. The foregoing facts distinguish what 
we are designating as the first type of error of run. Further, the vibration 
polygon for the actual grating has point symmetry about the center, this 
referring to the polygon corresponding to the position of the maximum for 
the ideal grating. Hence the pattern for the actual grating is symmetrical 
about this point and the center is not displaced from its correct position. 
But, depending upon the magnitude of the error at the edge of the grating, 
the center may be a minimum instead of a maximum. The pattern is sym¬ 
metrical in every field plane, including, in particular, the principal focal 
plane of the lens and the plane of best focus. 

Additional facts, unimportant for the general reader, are as follows: 

Speaking in terms of the representation of the error E by a power series, when the 
constant c alone has a value, the diffracted wave front will be circular (the reason for 
this will become clear upon referring to eq. 5 of chap. 2, which applies to any wave 
front of circular cross-section; our present v is proportional to q in this equation, and 
E is proportional to 5). It follows that the vibration curve for any point in, e.g., the 
principal focal plane of the lens will be a section of a Cornu spiral; the pattern may 
be derived by sliding a constant length of arc along the spiral, in close analogy 
with the method of deriving the Fresnel pattern for a slit. Finally, higher terms of 
the error, terms in v* } p 6 , etc., lead each to a wave front which is not circular and 
hence has variable curvature. Each such term leads to a spiral of higher order than 
the Cornu spiral; or rather, since the curvature of the wave front varies from point 
to point, each point in the pattern calls for one of a family of spirals, and there is a 
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different family for each, term of the error. The problem becomes involved but it is 
still possible to derive the pattern (for details see reference given farther on). 

In the second principal type of error the spacing increases (or decreases) 
in passing from the center toward either edge of the grating (see Fig. 158). 
This type represents in numerous obvious respects a counterpart to the 
first type. Taking the error of position at the edge of the grating again as 
a/4, and ra=l, the error of path at the edge of the grating is X/4 and the 

vibration polygon or curve for the ac¬ 
tual grating will hence be C'D'. This 
is the curve for the point P which rep¬ 
resents the position of the maximum 
for the ideal grating. (The line F rep¬ 
resents the principal focal plane of the 
focusing lens L.) The curve C'D' is 
symmetrical about a perpendicular 
erected at its center, as are likewise 
other vibration curves which will be 
referred to later. The diffracted wave 
front is A'B' and it is obvious that 
any wave front having this general form 
will not come to an accurate focus 
either in the principal focal plane or 
elsewhere; refocusing will not improve 
the situation. Hence this form of er¬ 
ror constitutes a serious fault. It is 
damaging in the important respect of 
definition and resolving power. 

It is to be noted that the mean spac¬ 
ing of the actual grating is greater, in 
our figure, than that of the ideal grat¬ 
ing which we are considering. Consequently, an ideal grating having a spac¬ 
ing equal to the mean spacing of our actual grating would have the corre¬ 
sponding principal maximum slightly closer to the central image, let us say 
at M. 

By considering the actual grating by portions—by a central portion and 
two outlying portions—and considering corresponding portions of the dif¬ 
fracted wave front, it is easily deduced that the maximum of the pattern 
falls to the right of P, and that the pattern is not symmetrical. It is possible 
to derive the form of the pattern by following the vibration curve through 
various stages. Suffice it, however, to point out that as we leave P and pass 
to the left, the curve curls up yielding, for example, RS. In passing from P 
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to the right the curve uncurls, the closing vector at first increasing in length. 
The closing vector passes through a maximum, curve TU, representing the 
maximum of illumination on the right of P, which occurs before reaching M. 
At a certain later stage we have 

curve VW which has horizontal ends. PM M' 

This stage is for the point M in the j 


pattern where the maximum would 
lie for an ideal grating having the 
same mean spacing as the actual one. 
In comparison with this ideal grating 
the grooves at the edges would be in 
their correct positions. Referring 
now to Figure 159, the curve drawn 
in broken line represents the pattern 
for an ideal grating having the same 
grating space as our actual grating 
at the center. The center of this 


i 



curve is the position which we have Fig. 159 

designated by P. The solid curve is 

for an actual grating when the maximum error of path is X/4 (the case which 
we have been supposing). To the right of the maximum of the solid curve, 
M indicates the position of the maximum for an ideal grating having the 
same mean spacing as our actual one. The dotted curve and the position M' 
have corresponding significance when the extreme path error is X/2. 

The foregoing, second type of error of run is characterized by the fact 
that the error when represented by a power series involves only terms hav¬ 
ing odd exponents of v . The term in v z usually dominates the series. This 
term is really the first term of the series; when the ideal grating is chosen to 
have the same spacing as the actual grating in the vicinity of the point where 
v equals zero, then the term in v to the first power drops out.* The curves of 
Figure 159 are drawn on the supposition that the error is represented by the 

term in v z alone. 

Any actual error of run may be represented by a power series having 
both odd and even terms. The even terms represent an error of the first 
type and the odd terms represent one of the second type. Any actual error 
of run can thus be resolved into two errors, one of these being of each type. 


* We may see this by considering two ideal gratings, I\ and Ii, having different spac- 
ings, and referring J 2 to h as a standard. The “error” of position of the groove of number 
v of the grating / 2 then becomes E = bv } where b is a constant. That is, the first-power 
term arises from choosing as an ideal grating one having, so to say, the wrong spacing, 
and this term drops out when the correct spacing is chosen. 
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The first type and the second type correspond respectively to aberrations 
of even order and odd order of optical systems in general. 

The reader who desires further information is referred to the excellent 
article, “Theory of Imperfect Gratings,” by C. M. Sparrow.* 

The explanation of the focal peculiarities of gratings was first given by 
A. Cornu.t Rowland also treated the subject briefly.:]: 

41. Accidental Error.—The errors thus far considered have been sys¬ 
tematic. The error now to be considered is distinguished from these by the 
fact that the error of position of the grooves (when error of spacing is in 
question) follows the so-called “law of error”—the law of accidental error. 
The groove of running number v may be supposed to have an accidental 
error of position E which is a small fraction of the grating space a. In the 
direction of the central image the vector polygon is a straight horizontal line s 
of n vectors of equal length, n being the total number of lines of the grating. ! 
In the direction of a principal maximum other than the central image, the 
polygon is a slightly zigzag line, the angle which any given vector makes 
with the horizontal being 2Trm(E/a) J where m is the spectral order. The 
effect of the error increases with spectral order. We can resolve each vector 
along and at right angles to the direction it would have for an ideal compari¬ 
son grating of the same mean spacing. Since E is small compared to a, the 
component along this direction will have practically the same length as for 
the ideal grating (as explained in detail in the latter half of sec. 37) and we 
need consider only the effect of the short perpendicular vectors. 

Let us consider their effect at some point far removed from a principal 
maximum—for example, at the position of the pth minimum for the ideal 
grating. The vibration polygon for the ideal grating now makes p convolu- 
tions, or sweeps out an angle of 2rp; and the successive vectors of the poly¬ 
gon make small equal angles of 2irp/n with each other, n being the total 
number of lines of the grating. The small perpendicular vectors may now 
be placed all with their points of origin at a common point. They will radi¬ 
ate out from this common point, each making an angle of 2irp/n with the 
next. Their lengths are purely accidental and positive and negative values 
are equally probable. Their sum will however not in general be zero. There 

* Astrophys. Jour., 49, 65, 1919. In this article the theory is developed in somewhat 
different terms than those used above. The derivative of the error of position with refer¬ 
ence to the groove number, i.e., dE/dv in our terms, is proportional to the curvature of 
the vibration curve due to the error. The theory is developed in terms of curvature of the 
vibration curve. As the result of the differentiation involved, the errors designated above 
as those of the second order, the third order, etc., become respectively those of the first 
order, the second order, etc. 

t Comptes rendus, 80, 645, 1875; 116, 1215, 1893. 

t Op. cit., p. 542. 



Sec. 42 


ABRUPT ERROR 


191 


is a certain small “expectation” for the magnitude of this sum, which is de¬ 
termined by the law of error as applied to this case.* Hence there will be a 
small amount of light at the position of what would be the minimum for the 
ideal grating in question. The position of a minimum was chosen merely 
for convenience of consideration. The situation is much the same at other 
points of the field plane, as the reader may conclude for himself. The gen¬ 
eral conclusion is that a wave-length X will send a small amount of light to 
all parts of the field plane. That is, accidental error causes scattered light. 
The amount of this is small for any one spectrum line of ordinary intensity, 
but when contributed to by the numerous lines of a given spectrum it may 
be appreciable. The intensity of the scattered light due to accidental error 
of spacing is zero in the vicinity of the central image and increases with the 
square of the spectral order. 

Accidental variation of groove form may be caused by the crystalline 
structure of the speculum plate upon which the grating is ruled. This leads, 
at each of the principal maxima including the central image, to a vibration 
polygon consisting of vectors of slightly unequal length , however all lying 
accurately in a straight line. By considering each vector to be the sum of a 
“mean length,” plus or minus an “error,” it is readily deduced that acci¬ 
dental variation of groove form will also produce scattered light. However, 
the amount will now be independent of spectral order; there will be scat¬ 
tered light also in the vicinity of the central image. 

42. Abrupt Error—This is neither systematic nor accidental error. The 
effect of a single abrupt error of spacing occurring at the center of the grat¬ 
ing has been considered by Michelson.f Each half of the grating is sup¬ 
posedly ideal and both halves have the same spacing a, but at the center of 
the grating there is one space differing markedly from a. Sparrow, in the 
aforementioned article (p. 79), gives the vector treatment for this case. 
There is some question about the actual occurrence of such error; in any 
event it is not one of great practical importance. The effect of the error is 
very similar to that of error of run of the second type. 

Abrupt variation of groove form may be caused by breakage of the ruling 
point. This case is also discussed by Sparrow (on p. 85 of his article), it is 
not a case of great importance. Suffice it to call attention to the fact that a 
breakage resulting in a loss of light from all of the grooves ruled subse¬ 
quently is equivalent to screening off a proper length of the ends of the 

* For details see p. 82 of the article by C. M. Sparrow referred to at the close of the 

previous section. . _ „ , ,, 

For a mathematical treatment of the effect of accidental error see also E. Buchwald, 

Annalen d. Phys. } 80, 279, 1926. 

t Astrophys . Jour ., 18, 278, 1903. 
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grooves of an ideal grating, from the point where the breakage occurred, for 
the remainder of the grating. 

43. Variation of Groove Form.—This is the third of the primary classes of 
error designated at the beginning of the discussion of error of ruling (sec. 
34). Accidental variation of groove form and abrupt variation have just 
been touched upon. Theoretically, to each type of spacing error (otherwise 
known as phase error) there corresponds a type of variation of groove form 
(otherwise known as amplitude error). Actually, amplitude error is of much 
less importance than spacing error. 

The analogue of periodic error of spacing does not occur. However, it 
may be of interest to point out that if periodic amplitude error did occur it 
would give rise to ghosts in the same positions at which they occur due to 
corresponding spacing error. The reader may readily deduce this fact. The 
principal difference would be that, for amplitude error, the intensity of the 
ghosts would be independent of spectral order, and accordingly, there would 
also be ghosts in the vicinity of the central image. 

Amplitude error of run, arising from gradual wear of the diamond, is the 
analogue of spacing error of run of the first type. The case is briefly dis¬ 
cussed by Sparrow (p. 83 of his article). While wear of the diamond un¬ 
doubtedly occurs, it develops that the effect is negligible for any reasonably 
assumed value of the variation of the light contributed by the grooves. The 
analogue of the second type of spacing error of run would not be expected to 
occur. 

The effects produced by amplitude error of a given type bear a general 
resemblance to the effects produced by the corresponding type of spacing 
error. For example, periodic error would in both cases produce ghosts, and 
accidental error in both cases produces scattered light. There is, however, 
always this difference: Whereas the effects of phase error are absent at the 
central image, and increase with spectral order, the effects of amplitude 
error are revealed with equal relative intensity in the vicinity of the central 
image and the various spectral orders. 



CHAPTER 7 

SUNDRY RAMIFICATIONS OF DIFFRACTION THEORY 

In this chapter we shall consider several applications of diffraction theory 
to the theory of optical instruments, and to certain optical methods of meas¬ 
urement. We shall also consider several hitherto barely mentioned general 
aspects of diffraction theory without direct regard to their applicability. 
Further, there will be some matters treated which do not properly fall under 
the heading of diffraction at all, in order to prepare the way for the discus¬ 
sion of other matters which do properly fall into this field. 

1. Permitted Aberration.—To say of an optical system, or, for example, 
of a single lens, that it is perfect with regard to given conjugate object and 
image points, means that the various optical paths from the object point by 
way of various portions of the lens to the image point are all equal. The 
image will then be as nearly perfect as the wave nature of light permits it to 
be, and it is only because the wave-length of light is as short as it is that we 
are able to obtain as highly perfect images as we do obtain. 

The question arises: Within what limits must the aberration or error of 
path be held if it is to cause no marked impairment of the most perfect image 
which we can hope to form with an optical system of given general charac¬ 
teristics? This question was raised and fairly well answered in 1859 by L, 
Foucault. * The answer was later given more accurately and with more com¬ 
plete explanation by Lord Rayleigh.t It may be stated thus: If an image 
formed by any optical system is to be sensibly perfect the error of optical 

path should nowhere greatly exceed X/4. 

We shall refer to the last two figures of the preceding chapter—namely, 
to Figures 158 and 159—which were previously considered as applying to a 
grating having error of run, the error of optical path being supposedly in¬ 
troduced by error of position of the grooves. From our present point of view 
the cause of the error of path is unmaterial and the two figures in question 
may be supposed to apply to any optical system. However, referring first 
to Figure 158, we shall suppose that the error is introduced before the beam 
passes through the final, focusing lens L, and we shall consider this lens to be 
perfect. The vibration curve C'D f is drawn on the supposition that the 
wave front A'B f deviates from being plane by an amount X/4 at each edge 
of the aperture. That is, the error of path at the edge is supposedly X/4. 

* Ann. de VObserv. Imperial de Paris , 6, 197, 1859. 

t Scientific Papers , 1, 428 and 436. 
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If the aperture of the system were extended, widened, with a corresponding 
increase in the maximum error, the contributions from the added portions 
would add sections to the vibration curve which would cause the closing 
vector of this curve to be shorter, resulting in a decrease of intensity. How¬ 
ever, the ensuing decrease of intensity would not in itself be the most dam¬ 
aging feature of the situation. Since the total light which goes into the image 
is determined by the size of the aperture and is unaffected by the error, the 
light which is lost at one part of the image spreads into other parts—the 
image broadens and, with the particular type of error under consideration, 
a cubic error, a lateral maximum develops on one side of the principal maxi¬ 
mum (see Fig. 159). Here the solid curve is for a maximum path error of 
X/4 (in accordance with the previous figure). The image is slightly im¬ 
paired, but only to an amount which can be tolerated. But for a path error 
of X/2 at the edge of the aperture, dotted curve, the image has broadened 
appreciably and the lateral maximum has attained damaging intensity. We 
can no longer hope to attain very near to the definition and resolving power 
of which the system is theoretically capable. 

A path error of X/4 allows a mirror to have an error of only X/8 at normal 
incidence, because an error of figure of this amount will introduce a path 
error of X/8 at incidence and an equal error upon emergence. On the other 
hand, with a lens, if e be the error of figure and jjl the index of the glass, we 
have e(/x— 1) = X/4. Since for glass (ju—1) = 1/2 roughly, we have e = X/2. 
That is, the allowable error of figure for a lens is about four times as great 
as for a mirror. 

There is perhaps some danger that the foregoing principle may be mis¬ 
interpreted. The error of path may exceed X/4 when there is a possibility 
of compensating by refocusing (see chap. t 6, sec. 40). Further, aside from 
this possibility, an optical system does not, for all uses, need to be held to 
an error of path of X/4. For example, a lens may deviate considerably from 
correct figure without impairment of its usefulness as a reading lens or as a 
condensing lens. The reasons for this the reader will no doubt divine. 

2. Resolving Power of the Telescope.—Foucault also ascertained the 
conditions which determine whether two small objects close together will be 
“resolved” by a telescope or whether they will be seen as a single object. 
Again we are indebted to Lord Rayleigh* for clarifying discussion. 

Let us suppose that the objective lens of the telescope is perfect and that 
the images are consequently as perfect as the nature of light allows. Refer¬ 
ring to Figure 160, let 0 represent a point source of monochromatic light of 
wave-length X, and L the objective of the telescope. Ordinarily the beam 
entering a telescope is limited only by the aperture of the lens itself, but we 

* Ibid., pp. 418 and 488; 2, 410, etc. 
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shall suppose for the sake of discussion that a diaphragm, DD, is situated 
close in front of the objective; there is no loss of generality in supposing this. 
Let MN represent a wave front incident from 0. This is brought to a focus 
in the plane PP'. The image is not a mathematical point but is a diffraction 
pattern p. This image is viewed through the eyepiece of 
the telescope represented by e. 

Suppose 0' is a point source similar to 0. The image 
of 0' will be a diffraction pattern similar to p but dis¬ 
placed to the left. Suppose, to begin with, that 0' lies 
farther to the right of 0 than illustrated. Then the two 
diffraction patterns will be separate as shown by p and 
p ' of Figure 161a, and thus the images will be seen sep¬ 
arately. If now O' approaches 0, the pattern p' ap¬ 
proaches p and when the central maximum of each 
pattern lies over the first minimum of the other pat¬ 
tern we have the condition represented in Figure 1616. 

The resultant illumination is obtained by summing up 
the two intensity curves and is represented by the dot¬ 
ted curve, which, it will be observed, has a slight 
minimum at the center but only a slight one. A 
finite fall in the intensity, between the two maxima, 

is required if the images 
^ i 7 are to be resolved. If O' 

approaches 0 more close¬ 
ly, the minimum will rap- 
idly disappear and soon be 
converted into a maxi- 
mum. Accordingly, the 
/ \ condition that each maxi- 

* m 

mum should fall on the 
first minimum of the other pattern is regarded 
as the criterion which establishes the limit of 
resolution. If the maxima he at this distance 
or farther apart, they will be seen separately; if they he closer together, 
they will be seen as one image. However, there is a certain degree of arbi¬ 
trariness in selecting exactly the point where each maximum falls on the 
first minimum of the other pattern. 

If the aperture in the diaphragm D is rectangular, the first minimum in 
the diffraction pattern p of Figure 160 will come when the distance NE be¬ 
tween the right-hand edges of the actual wave front MN and the dif¬ 
fracted wave front ME is equal to X. The angle between these two wave 


a 







Fig. 160 
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fronts is then X/w, where w is the width of the aperture. If the maximum 
of the pattern due to O' is to fall on the first minimum of the pattern due to 
0,'then ME must be an actual wave front for O'. That is, the actual wave 
fronts from 0 and O' must make an angle \/w with each other. The angle 
which these wave fronts make with each other is also the angle subtended 
by the sources 0 and O' at the telescope objective (incidentally, this is 
furthermore the angle subtended by the images at the objective). Denoting 
the distance from 0, or O', to the objective by b, and the distance from the 
objective to the plane in which the images are formed by F', we have: 

m 00'_\ ? _PP'' 

W b w ’ v F' , - 


When the distance b is large, as it usually is, then the distance F' is very 
nearly equal to the focal length of the objective. The foregoing equation 
tells us that the theoretical least angle or resolution is equal to the wave¬ 
length divided by the width of the aperture. 

The verification of equation (1) presents an instructive laboratory exer¬ 
cise. A rectangular aperture of variable width should be used, the sources 
0 and O' being conveniently maintained at a fixed separation and at a 
fixed distance from the telescope. Point sources may to advantage be re¬ 
placed by narrow vertical slits or, better still, by a grid having a series of 
narrow slits in it, the grid being backed by a sodium flame. The grid may 

be obtained by ruling lines upon a chart and photographing this to reduced 
scale. 

If the aperture limiting the beam is circular, then the first minimum in 
the diffraction pattern does not occur until the distance NE= 1.22X (see 
chap. 5, sec. 3). Therefore, for a circular aperture: 



QO'_ 1.22X 
b d ’ 


where d is the diameter of the aperture. The verification of this equation 
may also be carried out as a laboratory exercise, but it is less convenient 
than the verification for a rectangular aperture.* 

The resolving power of a telescope is defined as the reciprocal of the least 
angle of resolution. However, the least angle itself is often stated, in place 


in Hi p ter^ThT+T^ f° r this: A circular aperture cannot be varied continuously 

wlft t v Th t . heoretlcal resolving power is usually exceeded by 10 per cent or more— 

explanatlon: the theoretical limit for a circular aperture the 

„ . ,, ® X rr } c j re pronounced than is required for resolution—more pronounced 

used it is not rmiten ™ 1 - K1 ° r , a rec t an gular aperture. Also, when a circular aperture is 
b$2 «s”3 M5)x™— "Pi*™* «* point 
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of the reciprocal, this angle being smaller in direct proportion as the resolv¬ 
ing power is larger. Equations (1) and (2) respectively determine the so- 
called theoretical resolving power for telescopes provided with rectangular 
and with circular apertures. We cannot hope to attain the resolving power 
determined by these equations if the objective lens is markedly imperfect 
or when the instrument is imperfectly focused. However, in practice the 
theoretical resolving power is attained by a good telescope. There is, more¬ 
over, no occasion for surprise when a given set of observations indicates that 
the theoretical resolving power has been slightly surpassed, for, as has been 
pointed out, there is a certain degree of arbitrariness in the establishment 
of what we call the “theoretical limit.” 

It is to be noted that the resolving power of a telescope is independent of 
the focal length, and also that it increases as the wave-length of the light 
decreases. 

Supposing that a telescope objective resolves two object points, it is 
further necessary that an eyepiece of sufficient magnification be used in 
order to see the images separately. The least angle of resolution for the 
normal human eye is about one and one-half minutes of arc. Accordingly, 
the eyepiece must be one of sufficient power to cause the beams from the 
two images formed in the focal plane of the objective to leave the eyepiece 
and enter the eye at an angle of at least one and one-half minutes of arc. 

When two object points are to be resolved photographically, the grain 
of the photographic plate must be sufficiently fine to permit the formation 
of two separate images at the separation which the images have in the focal 
plane. In other words, the resolving power of the photographic plate must 
be sufficiently great. 

The power of a telescope to resolve double stars of approximately equal 
intensity may be somewhat increased by placing a circular stop of, let us 
say, one-fourth of the diameter of the object glass centrally over this glass. 
The effect of the stop is to reduce the radius of the central diffraction disk. 
Such a stop was at one time frequently used. However, there results an in¬ 
crease in the intensity of the first bright ring surrounding the central dif¬ 
fraction disk, and this is a disadvantage in general observation and also in 

observing double stars of markedly unequal brightness. 

3. Resolving Power of the Grating—We shall suppose that a parallel beam 
is incident normally upon a plane grating. The theory applies, however, at 
any angle of incidence and applies to either a plane or a concave grating. 
Referring to Figure 162, suppose MB is the grating and MN is the diffracted 
wave front for the principal maximum of order m and wave-length X. The 
distance BN is then equal to mn\, where n is the total number of lines of 
the grating. There arises the diffraction pattern p in the focal plane of the 
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focusing lens L. The first minimum in this pattern will occur in the direc¬ 
tion for which the diffracted wave front is ME, the angle which this wave 



A 


then BE = mn\ f = mn X (X+AX). 
previously found, we have: 


front makes with MN being determined 
by the fact that the distance NE must 
be equal to X. Hence BE = (mn-{- 1)\. 
Further, a wave-length greater than X by 
an amount AX, namely, X' = X+AX, will 
give rise to a diffraction pattern lying 
to the left of p. The path increment at 
the edge of the grating for X' will be 
mn\'. The wave-length X' will just be re¬ 
solved with reference to X if the diffrac¬ 
tion pattern for X' has its center coinci¬ 
dent with the first minimum of p, as 
illustrated by p f . The principal diffracted 
wave front for X' will then be ME &nd 
Equating this value of BE to the value 


(mn+l)X = mn(X+AX) , 


whence, canceling mnX, which is common to the two sides of the equation, 
and dividing through by AX, we have: 



X 



The resolving power of a spectroscope or spectrograph of any type is 
defined as being equal to X/AX, where X is the wave-length of one of two 
spectrum lines which can just be resolved and AX is the difference in wave¬ 
length between the two lines. For example, the two sodium lines have wave¬ 
lengths X=5890 A and X' = 5896 A. Hence AX = 6 A and the power required 
to resolve them is: 


X 

AX 


5890 

6 


= 982. 


The value of AX is always small compared to X. Since resolving power is 
not a quantity which can with reason be evaluated to a high degree of ac¬ 
curacy, it becomes a matter of indifference as to which of two just resolvable 
wave-lengths we place in the numerator; thus, in the example above, 
placing the greater of the two wave-lengths in the numerator, we have 
5896/6 = 983, which differs inappreciably from the previous value. 
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It is evident from equation (3) and the* example given that a grating of 
about 980 lines will just resolve the sodium lines in the first-order spectrum 
and will easily resolve them in all higher orders, and a grating of about 490 
lines will resolve the sodium lines in the second and higher orders. 

The product mn, the order of the spectrum times the number of lines of 
the grating, is the theoretical resolving power of the grating. This obtains 
when there are no imperfections in the optical system. When there are im¬ 
perfections the value of AX required for resolution will be greater, and X/AX, 
which is always the actual resolving power, will then be smaller than mn. 

The theoretical resolving power of a grating is proportional to the total 
number of lines of the grating and is independent of the width of the grating 
and the grating space. Or rather, the foregoing statement is the most illu¬ 
minating brief statement which we can make of what determines the re¬ 
solving power. However, the question of what determines the value of a 
given quantity is often a matter of point of view, the value itself being at 
the same time quite definite. So it is in the present case, as we shall now 
show. Denote the angle of diffraction by 8 (the angle of incidence we shall 
suppose always equal to zero). Denote the width of the grating by w, Then 
n—w/a , where a is the grating space, and further, according to the grating 
law, m = (a sin 0)/X. Referring to equation (3) and to Figure 162, we have: 




Distance BN 
X 


w sin 8 
X~ 


That is, we may regard the resolving power at a given wave-length as being 
determined solely by the distance BN, and we are at liberty to regard this 
distance as being determined, among other factors, by the width of the 
grating and the grating space, of which we previously considered the re¬ 
solving power as being independent. Again we may regard the resolving 
power at a given wave-length and angle of diffraction as being determined 
solely by the width of the grating, and the resolving power is in this sense 
independent of both the number of lines and the grating space. There is of 
course no real contradiction between these various points of view. Sup¬ 
pose we have two gratings having the same number of lines but different 
grating spaces. When we say that the resolving power is independent of the 
width of the grating and the grating space, we tacitly assume that we shall 
alter the angle of diffraction as may be necessary. When, on the other hand, 
we keep the width and the angle of diffraction fixed, then if we double the 
number of lines we shall halve the spectral order. 

4. The Law of Extreme Path—This law is a generalized formulation of 
Fermat's principle of least time , and is a law of geometrical optics which 
does not properly fall within our province. It is here taken up only for the 
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purpose of deriving certain conclusions of which we shall want to make use 
The treatment is not a complete one. 


When a ray travels a distance d in a medium of index of refraction p, the 
optical length of the path in question is by definition equal to iid. Now 
n=c/v, where c is the velocity of light in air or vacuum and v is the velocity 
of light in the medium of index p. Hence pd=cd/v, and since d/v=t 
where t is the time taken, we have pd=ct. That is, the optical length of any 
path is the product of the time taken, and the velocity of light in air or vacu¬ 
um—or, in other words, it is the geometrical distance which the disturbance 



would travel in the same length of time in 
air or vacuum. Optical distance and time 
taken are related by the absolute constant c 
and hence any theorem which applies to one 
applies to the other. In case a ray travels 
through more than one medium, the indi¬ 
vidual optical distances are to be added, 
and the same, of course, holds for the indi¬ 
vidual lengths of time. 

Referring to Figure 163, suppose 0 is a 
point source in air or vacuum, index of re¬ 
fraction equals unity, and A B is the bound¬ 
ing surface of a second medium, let us say 
glass, of index p. Let P be an arbitrarily 
chosen field point in the second medium and 


Fig- 163 let OMP represent the ray reaching this 

field point. We shall now show that the op¬ 
tical length of the actual path, OM+pMP, is less than the optical length of 
any path which is not an actual path, less than, for example, OM'+pM'P, 
this holding true whether M' lies as indicated or on the other side of M. 

At the point of the surface AB which lies along the actual path, namely, 
at M, erect a surface N'N such that if it were the bounding surface of the 
second medium, in place of AB, all rays refracted at N'N would be directed 
toward the point P. The surface N'N would then be a so-called “aplanatic” 
surface for the medium of index p with reference to the conjugate points 0 
and P. The word “aplanatic” is derived from the Greek a, “not,” and 
TXamnKos, “wandering,” and is simply descriptive of the fact that the rays 
from 0 are to pass accurately through P and not wander from this point. 
Of course P would then be an image of O’and any wave front in the second 
medium would be a sphere converging about P. Disturbances from various 
points on a given wave front would all reach P at the same time. That is, 
the periods of transit from 0 by way of various points of N'N to P would all 
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be equal, and hence it follows further that when a surface is aplanatic with 
reference to two points 0 and P then the lengths of the optical paths from 0 
by way of various points of the surface to P are all equal. 

In view of the foregoing, the optical path OM+^MP must be'equal to 
the optical path from 0, in air or vacuum to N', and thence in glass to P, 
and this path is less than the path OM'+jiM'P (which obtains when AB is 
the bounding surface) because the last-mentioned path has a greater length 
in glass than the path by way of N' when N'N is the bounding surface. This 
holds, whatever the position of N' and M' may be with respect to M. Hence 
when AB is the bounding surface, the actual path OM+uMP is short¬ 
er than all other paths. That is, when the bounding surface between two 
mediums is plane, the actual path is a minimum. This is the case which 
Fermat treated. 

Further, the actual path will be a minimum also if the bounding surface 
under consideration, AB , instead of being plane, is curved, yet still falls 
outside of the aplanatic surface, N'N, everywhere except at M. The point 
M is in general, by hypothesis, that point of the bounding surface, what¬ 
ever this may be, which lies along the actual path, and the aplanatic refer¬ 
ence surface, N'N, is made tangent to the surface under consideration at 
M , by construction. 

When the actual surface is such that it lies inside of the aplanatic refer¬ 
ence surface, N'N, everywhere except at M , it follows by similar reasoning 
that the actual path is a maximum . 

Thus the actual path is cither a maximum or a minimum—it is an ex¬ 
treme. But see also the next paragraph and its accompanying footnote. 

There are additional general conclusions to be drawn. Suppose M'M is a 
small distance. The path OM'P exceeds OMP , but because OMP is an ex¬ 
treme value (i.e., a minimum) the increment of optical path by way of 
OM'P is even much smaller than M'M. Consider the point M' as moving 
along AB. Expressed in terms of limits: Mxcim'mlo (increment /M'M)=0. 
Geometrically, the extreme smallness of the increment is a result of the 
fact that the surface under consideration, AB, and the aplanatic surface, 
N'N, are tangent to each other at M. The length of the path OM'P varies 
as the position of M' varies, but this length is stationary for paths in the 
vicinity of OMP, the actual path.* 

* The fact that the path is stationary in the vicinity of the actual path is really the 
most general statement which can bo made, and the name 'law of stationary path" 
would more accurately describe the facts and bo more inclusive than "law of extreme 
path." The latter name appears, however, to have the sanction of usage. While the point 
corresponding to the actual path must always lie on a horizontal portion of the curve ob¬ 
tained when the path length is plotted against position on the surface, the horizontal por¬ 
tion in question may be neither a maximum nor a minimum, but, in cases which we have 
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A further conclusion, follows: If we are interested in distances down to the 
order of magnitude of the small distance M'M and are not interested in 
distances of lower order of magnitude, we may consider various paths in the 
vicinity of the actual path as all equal. That is, OM'P differs from OMP by 
much less than MM', and hence if we are not interested in quantities which 
are much smaller than MM', we may say OM'P = OMP. We may arrive at 
this same conclusion also in another way: Consider the refraction which 


takes place at the plane surface AB. The rays MP and M'P' are refracted 
rays, and PP f is a refracted wave front. The optical paths OMP and OM'P' 
are accurately equal. Now since M'P' is perpendicular to PP', we may re¬ 
place M'P f by M'P without sensible increase in length. Hence the path 
OM'P may be considered equal to OM'P' and hence also to OMP —so long 
t as we are not interested in quantities of lower order of mag- 
- P P nitude than PP 'or MM'. 

j There is one more conclusion of which we shall want 

I to make use. Referring to Figure 164, suppose 0 is an object 
I point on the axis of a lens and P is the corresponding 
I image point. Denote the optical distance from 0 to P by 8. 
I Suppose O' is an object point close to 0. Denote the optical 


/ 



O'O 


Fig. 164 


distance from O' to P' by S'. Considering in each case the 
route by way of the center, C, of the lens, it is obvious, af¬ 
ter what we have learned in the foregoing paragraph, that 
the optical distances 8 and 8' differ only by a quantity 
which is small compared to the small distances 00' or PP'. 
That is, we may consider 8 and 5' equal if we are not in¬ 
terested in distances which are small compared to 00' or 


PP'. This conclusion holds, however, only when 0 and O' both lie near the 


axis of the optical system. 


The following relation is of incidental interest: The optical path from 0 
by way of the edge of the lens, E, to P is of course equal to the path by 
way of the center. That is, OEP = OCP. Further, the equal path 0'CP' = 
O'EP'. Thus OEP = O'EP', whence (0E-0'E) = (EP'-EP). 

6. Resolving Power of Prism—Referring to Figure 165, suppose ab is a 
parallel beam from the collimator of the spectroscope, incident upon the 
prism, P. Let MoNq represent an incident wave front just striking the 
prism at No. This will be a wave front for light of all wave-lengths. In 
passing through the prism the light is dispersed according to wave-length. 


not discussed, may be an inflection. The word “stationary” is then descriptively correct, 

but extreme is not correct. Again, when the surface under consideration is itself an 

aplanatic surface, the path length is constant, i.e., “stationary,” but not properly “ex¬ 
treme.” 
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Let N 0 C represent the ray direction within the pris m for light of wave¬ 
length X, and let CN, or AM parallel to CN, represent the ray direction after 
leaving the prism. Then MN will be a wave front for the light of wave¬ 
length X. The lens, L, of the telescope, 
causes the light to converge and there 
arises a diffraction pattern (not shown) in 
the focal plane of this lens. The first mini¬ 
mum in this pattern will occur in some di¬ 
rection for which the corresponding dif¬ 
fracted wave front is represented as ME, 
the angle which ME makes with MN be¬ 
ing determined by the fact that the dis¬ 
tance NE shall be equal to X. Further, a 
wave-length X' = X+AX will be just re¬ 
solved with reference to X if an actual 
wave front for X' falls along ME, for then 
the central maximum of the pattern for X' 
will fall on the first minimum of the pat¬ 
tern for X. The ray direction for the light 
of wave-length X' is represented by NqC' 
in the prism, and by C'N', or AM' paral¬ 
lel to C'N', outside of the prism. 

Let us now consider the optical lengths of the various paths involved: 
For the sake of simplicity suppose that the prism is ground to a theoretically 
perfect edge. We may then consider the paths MqAM and MqAM' to lie 
entirely in air. Moreover, it follows from principles deduced in the pre¬ 
vious section on the law of extreme path that AM and AM' are equal, to 
within a small quantity of lower order of magnitude than MM'. Now MM' 
is of the same order as NE, which is equal to one wave-length. Hence we 
conclude that the paths MqAM and MqAM ' are equal to within a quantity 
which is small compared to the wave-length of light, and we may according¬ 
ly consider these paths as equal. Further, denote the index of refraction of 
the prism for the wave-length X by m, and the index for X' = X+AX by 
h' = h+Aij.. (Since the index of refraction decreases as the wave-length in¬ 
creases, the value of Am will be numerically negative—a fact which must be 
borne in mind.) The paths MqAM and uNqC+CN, for the wave-length X, 
are equal, and the paths M 0 AM' and {ix+A^NqC'+C'N', for the wave¬ 
length X', are equal. Moreover, MqAM = MqAM'. Therefore, the four paths 
in question are all optically equal. Equating the two paths which lie near 
the base of the prism: 



uNqC+CN = (jj i +Aix)NqC'+C'N' . 
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The right-hand side of this equation is the path from No to C' and thence to 
N f for the wave-length X'. Let us invoke the theorem that in the vicinity 
of any actual path the length of path is stationary and substitute for this 
path a neighboring, sensibly equal path. The foregoing equation then be¬ 
comes: 

ixNoC+CN = (ijl+Ah)NoC+CE , 

or, breaking up CE into two parts: 

(5) ixN 0 C+CN= (n+An)NoC+CN+NE . 

Each of the two terms on the left-hand side of this equation may be canceled 
with an identical term on the right side. After this cancellation we have 
zero on the left side of the equation, and on the right we have two terms of 
which one contains the negative term A fi. That is: 

0 = Ajjl*N oC~^~NE . 

Now N q C is practically equal to the thickness of the prism at its base, which 
we shall denote by t , and NE equals X, hence: 


or, dividing by AX: 
( 6 ) 


X = —tAjx , 

^ . A/x 

AX AX’ 


This equation gives the theoretical resolving power of the prism spectro¬ 
scope which we see is proportional to the thickness of the prism at its base 

and is independent of the angle of the 
prism or its altitude. (If the beam is too 
narrow to fill the prism, there will be a 
corresponding reduction in the effective 
value of t.) The resolving power is also 
proportional to A^/AX, which is the “dis¬ 
persive power” of the glass in the wave¬ 
length region X in question. This may be 
ascertained by looking up, in physical 
tables, the index of refraction of the kind 
Fig. 166 of glass of which the prism is made, at 

various wave-lengths. Figure 166 repre- 

f en ,JL \ ^° r ^ ena glass, plotted as ordinate, against the wave- 

engt , , p otted as abscissa. This is a portion of a “dispersion curve.” 
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We shall now take as an illustration the condition for resolution of the 
sodium lines, X = 5890 A and- X'=5896 A. The wave-lengths X and X' are 
represented in the figure in exaggerated separation: really, AX=6 A only. 
The corresponding value of A/i cannot be satisfactorily ascertained from the 
dispersion curve. In fact separate values of the index at 5890 A and 
5896 A will not be found in tables (though Fig. 166 may falsely give the im¬ 
pression that they would be found). However, the dispersive power is the 
slope of the dispersion curve—to be taken in the region where the lines 
which we wish to resolve are located. This slope can be approximately ob¬ 
tained, either graphically or by choosing two wave-lengths, Xx and X 2 , which 
straddle the lines which we wish to resolve, and then looking up the corre¬ 
sponding indices m and in. We have: 

^^ = Slope of dispersion curve=^ . 

X 2 —Xi AX 


Taking numerical values of wave-lengths and indices for Jena flint glass 
from Kaye and Laby’s Physical and Chemical Constants, page 72: 


1.6453-1.6546 _ -.0093 _ _,_Aju 

(6438-5461) X10'* 977X10-* 95 Cm AX' 


Substituting in equation (6), X=5890 A, AX = 6 A, and X/i/AX= —952 cm \ 
we have: 


5890 

6 


=952 £ 


J 


whence t = 1.03 cm. That is, a prism of flint glass about 1 cm thick at the 
base will just resolve the sodium lines. 

The resolving power of the prism spectroscope was first discussed by 

Lord Rayleigh.* 

6. Resolving Power of Microscope.—References and historical remarks 

will be found at the end of the section. 

In illuminating an object under a microscope, a beam from an extended 
source, such as a frosted incandescent bulb, is commonly reflected from a 
mirror uifder the stage of the instrument and directed upward. Let the 
beam from a certain point of this extended source, after reflection by the 
mirror, be represented by the slightly divergent beam ah, Figure 167; this 
beam passes through the lenses C i and C 2 , forming the “substage conden¬ 
ser,” and is then focused upon an object point O lying on the axis of the 
microscope.. The condenser is an important accessory. Other points of the 
source contribute other beams, such as cd 3 and consequently a patch of light 

* Op. cit. } 1, 425; 2, 412; 3, 105. 
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is formed in the plane O'O. Light, let us say from 0, passes through the ob¬ 
jective consisting in general of a train of lenses, represented in our diagram 
as L h Li, and L 3 . (In a high-power objective the lens Li is very small, 
about a millimeter in diameter.) An image of 0, that is, a diffraction pattern 

p, is formed in the plane PP r , and this image is viewed 
^ through the eyepiece e, which for simplicity is repre- * 

sented as a single lens. The first minimum in the pat- 
— PR — tern occurs at P'. An object point O', lying at such a 

distance from 0 that the central maximum due to 0' 
falls at P' will be just resolved with reference to 0— 
provided that 0' may properly be regarded as an inde¬ 
pendent source. With a telescope two neighboring 
points may properly be regarded as independent 
I sources. With a microscope there is some question 

about this, for reasons which will be explained later. 
However, for the present, we shall discuss the problem 
in hand as though 0 and 0' were independent sources. 

The resolving power of the microscope is defined 
as the reciprocal of the least distance which can be 
resolved. Ordinarily, however, the least distance 
itself is given, in place of the reciprocal. 

The beam incident upon the objective is one of 
wide angle. The condenser plays its important r61e 
in forming this beam. The object under examination 
is not always in air. It may be mounted, for ex¬ 
ample, in Canada balsam between a lower glass, the 
“slide” proper, and a thin upper “cover glass.” This 
fact in itself does not require to be taken account of 
in our theory when the medium between the cover 
glass and the first lens of the objective, Li, is air, that 
is, a medium having an index of refraction p = 1. But 
with high-power objectives, the space between the 
Fig. 167 cover glass and the lower surface of the lens Li is 

filled, commonly with cedar oil which has an index p 
practically equal to that of the balsam and the cover glass (ju = 1.52 for 
sodium light). The hemispherical or overhemispherical lens L\ also has prac¬ 
tically the same index, and the object may then be considered as imbedded 
in a sphere of index p. Such an objective is called an “oil-immersion objec¬ 
tive.” The fact that a refracting sphere has pairs of “aplanatic points” is 
made use of in the design of the objective. However, this does not directly 
concern us. What is important for us is that if the theory to be developed 
is to have general applicability, it is necessary to suppose that the object 
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may be imbedded in a medium of index y differing from unity and that all 
of the space between the object and the objective, and including the first 
lens of the objective, may have the same index ju. When the beam is to 
have a very wide angle, a drop of oil is also placed on the upper surface of 
the condenser lens C 2 , and the slide is placed in contact with this drop. On 
the other hand, the theory will hold also for a “dry objective,” a non-im¬ 
mersion objective; in this case the index is simply to be taken as unity. 

Referring now to Figure 168, let MHN represent an actual wave front, 
from 0, which is about to enter the objective, or in the case of an oil-im- 



Fig. 168 


mersion objective, this may alternatively be after entering the first lens. 
Let MH f E be the diffracted wave front which corresponds to the first mini¬ 
mum in the pattern. Since the aperture is circular, the distance NE must be 
equal to 1.22\ 0 , where Xo is the wave length in the medium whatever this 
may be, of index y. Let 0' be a point just resolved with reference to 0; then 
MH'E must be an actual wave front for O' and, denoting the distance MN 
by d: 



With the telescope the angle 00 f /b, the angle subtended by the object 
points at the objective, is of prime importance. With the microscope we are 
interested instead in the absolute value of the distance 00'. We shall now 
find this distance, expressing it in terms not involving the distances h or d 
which are now of only secondary interest. 
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Denote the semiangle of the beam by a, as indicated. By equation (7): 



00 ' = 


i NE' 
d 


i' NE ' 

d ^COS ay 


c cos a f NE N _ NE 
d K cos <xj ^ d/2 * 

c 


Now iV2J= 1 . 22 X 0 =1.22X /fXj where X is the wave-length of the light in air 
or vacuum. Moreover, (d/2)/c — sin a, hence: 




1.22X 
2/z sin a 


j 


where 00' is the least distance which can be resolved. 

(This equation is a more general statement of the criterion for resolution 
than eq. [2] previously found for the telescope; the present equation reduces 
to eq. [2] when n = 1 and the angle a is so small that the sine may be con¬ 
sidered equal to the tangent.) 

The product fi sin a is known as the numerical aperture (N.A.). This is 
an important constant of a microscope objective. The value of /i is com¬ 
monly 1.52 as already mentioned and when oil immersion is used, the maxi¬ 
mum value which a may attain is about 67°. Now sin 67° = .92. Thus, when 
oil is used the numerical aperture may attain values as high as 1.52X.92= 
1.4. Inserting this value in equation (9), we obtain a least distance of reso¬ 
lution less than X/2—less than half a wave-length of light! Moreover, the 
somewhat arbitrary theoretical factor 1.22 is really too high (see footnote to 
“Resolving Power of Telescope”). This factor is sometimes taken as low 
as 1. Also, the value N.A. = 1.4 is not an absolute maximum. By using a 
medium of high index such as monobromonaphthalene for immersion, and 
glass of correspondingly high index, a value N.A. = 1.65 can be attained: In¬ 
serting in equation (9) the value 1 in place of 1.22 and fi sin a = 1.65, we 
obtain 00' = . 3\. That is, we may hope to resolve two object points sepa¬ 
rated by only about .3\ provided the object points behave as though they 
were independently luminous. 

Two object points separated by a distance as small as X/2 or less cannot 
be regarded as entirely independent sources, because the image of each point 
of the primary source formed in the plane of the object will spread over a 
distance equal to the distance between the points. That this must be true 
may be shown by applying to the substage condenser considerations similar 
to those above applied to the objective. Imperfection of focus of the con¬ 
denser will also cause spread of the disturbance in the plane of the object. 
Thus some points of the source will illuminate both object points simul¬ 
taneously, but, on the other hand, other points of the source will contribute 
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to one object-point illumination which the other object point does not share. 
That is, there will be somewhat of a tendency for the vibrations from the 
two object points to be in the same phase and to undergo phase changes 
simultaneously, but there will be no rigorous phase relationship. 

Let us next consider the extreme case when the two disturbances, from 
the two object points, are always in exactly the 
same phase. 

Referring to the upper part of Figure 169, the 
image of 0 will be p. The phase within the inter¬ 
val AP'j in the image p, will be everywhere prac¬ 
tically the same. This may be seen as follows: The 
optical distance OCP r differs inappreciably from 
OCP (as explained in a general way in the con¬ 
cluding paragraphs of sec. 4 and shown in detail 
in the present footnote).* Also, the optical dis¬ 
tance OEP r is greater than OCP', and, accord¬ 
ingly, there is a retardation of phase of disturb¬ 
ances coming by way of the left-hand portion 
of the lens or lens system. There is a correspond¬ 
ing advance of phase of disturbances coming by 
way of the right-hand portion of the lens. How¬ 
ever, the resultant phase does not change on 
this account, see, e.g., the vibration curves of 
chapter 6, Fig. 158, and Appendix C, Figure 265. 

The resultant phase is the same as the phase of 
the disturbance coming by way of the center 
of the lens—within the central maximum—be¬ 
tween A and P\ (However, in the first lateral maximum, to the left of 
A or to the right of P', the phase will be reversed. This becomes evident 
upon considering the vibration curve to curl up, pass through its first clo¬ 
sure, and open again beyond.) 

Further, the phase at various points within the central maximum of the 
image p' is also everywhere the same, and is moreover the same as for p . 
This follows by steps analogous to those already explained. The phases 
being throughout, all, always the same, we must add amplitudes; the pres¬ 
ent image curves are amplitude curves. In previous cases the image curves 
were intensity curves, and we added these, this being the proper procedure 

* If 00' = X/2 and the objective magnifies 100 times, then PP'= 50X, or, taking X as 
5X10“ 6 cm, we have PP' =2.5X10 -3 cm. Take CP = 10 cm, then applying the sagittal 
relation, CP'—CP = (PP') 2 /2CP — (2.5 Xl0 -3 ) 2 /20 =3.12X10 -7 cm, I.e., the path in¬ 
crement is small compared to the wave-length, and therefore the corresponding phase 
change will be negligibly small. 
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when there is no constant phase relation between the two images. The 
sources, when independent, each undergo phase changes independently 
many more times per second than the eye can follow, and then the aver- 
aged-out resultant is the sum of the intensities. But now we must, on the 
other hand, add the amplitude curves. These are shown to a larger scale, 
and erect, in the lower part of the figure. It is to be noted that the height 
of each curve halfway between its central maximum and first minimum is 
more than half of the height of the maximum. (This holds true both for a 
circular and for a rectangular aperture.) Hence when the two amplitude 
curves are added we obtain a curve, indicated by the broken line, which has 
a maximum at its center (instead of a slight dip, as when adding intensities). 
Thus, the images are evidently too close for resolution when the object 
points are in phase. However, if the separation were increased until the two 
minima coincided, the images would evidently be resolved, with a little to 
spare. To have the minima coincide requires double the previous separa¬ 
tion, and we have then: 

( 10 ) 00 '=^?^, 

p sm a 

where 00 ' is (nearly) the least distance which we can resolve when the ob¬ 
ject points emit vibrations in the same phase. For given numerical values 
of the constants equation (10) leads to double the values of equation (9). 

Actual practice shows that when a beam of the proper wide angle is 
furnished by the condenser, least distances of resolution smaller than those 
given by equation (10) can be obtained. The distances conform more nearly 
to equation (9). It is possible to resolve points separated by a distance of 
only X/2, and even points separated by a somewhat smaller distance.* 

The over-all magnification of the instrument must be sufficiently great so 
that the final beams can be comfortably resolved by the eye. The eye can¬ 
not resolve beams subtending angles less than about one and one-half 
minutes of arc.j 

The so-called “ultra-violet microscope” gains its advantage by resorting 
to illumination by light of short wave-length. This instrument has lenses 
entirely of quartz. Because of the impossibility of achromatizing when only 
one substance is used for the lenses, the ultra-violet light used for illumina¬ 
tion must be roughly monochromatic. 

* The one-celled alga Amphipleura pellucida reveals striated markings at an interval 
only 2.5X10 5 cm which can still be clearly resolved. For quantitative tests of the limit 
of resolution with objectives of various numerical apertures see B. K. Johnson, Jour. Roy. 

Microsc. Soc.j 48,144,1928. The method used, however, inherently precludes the use of 
the highest numerical apertures. 

f For further information regarding desirable magnifications see Martin and Johnson, 
Practical Microscopy (Blackie & Son, 1931), p. 36. 
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Our discussion has thus far had to do with the possibility of resolving two 
points close together and, by inference, with the possibility of seeing detail 
in an object. This possibility has nothing to do with how small a particle 
may be and its presence still be subject to detection under the microscope. 
This latter question depends principally upon whether the particle will scat¬ 
ter a sufficient amount of light, when the illumination is introduced hori¬ 
zontally , and this in turn depends upon how intense it is possible to make 
the primary beam. Here the “ultra-microscope’’ comes in. The ultra-mi¬ 
croscope must not be confused with the ultra-violet microscope. It is not 
an instrument unto itself, but is a high-power microscope of the usual type 
used in conjunction with a system of horizontal illumination which yields 
an intense beam having a very small thickness, measured vertically. No 
direct light enters the microscope. Each particle (suspended in a trans¬ 
parent medium) acts as a center of scattering and gives rise to an image, a 
diffraction pattern, which is seen against a dark background. The pattern 
is practically the same as that which would be formed by a geometrical 
point. It gives, by its size or form, no clue to the size or form of the object; 
there is no question of resemblance to the object. However, an idea of the 
relative size of the scattering centers may be obtained by comparing the 
relative amounts of light which they scatter, that is, by comparing the 
intensities of the diffraction disks to which they give rise. It is possible, by 
means of the ultra microscope, to detect the presence of, for example, col¬ 
loidal particles much smaller than X/2, and it is possible, by counting the 
number in the field at one time, to determine the concentration of a colloidal 
suspension. 

A method of measuring the diameters of microscopic particles is discussed 
in section 9. 

The development of the microscope was given great impetus by the long 
fruitful labor of E. Abbe. In the year 1873 he stated conclusions which he 
had reached in regard to the possibilities of resolution.* In the following 
year H. von Helmholtzf independently discussed the resolving power of the 
microscope. The subject was subsequently discussed notably by Lord Ray¬ 
leigh. $ The treatment above given bears more resemblance to that of 
Rayleigh than to that of Abbe or von Helmholtz. Abbe’s point of view for 
the case of vibrations in the same phase deserves special attention and forms 
the subject of our next section. 

* Gesammelte Abhandlungen , 1, 45, also Die Lehre v.d. Bildentstehung im Mihroskop (a 
posthumous book compiled and edited by 0. Lummer and F. Reiche; Vieweg: Braun¬ 
schweig, 1910). 

f Pogg. Ann.: Jubelband , p.557, 1874. 

t Op. cit., 4, 235, and 5, 118. 
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7. Abbe’s Theory of Microscopic Vision.—Following Abbe, let us suppose 
that the object viewed under the microscope is a diffraction grating, G 
(Fig. 170), composed of alternate transparent and opaque strips. The ob¬ 
jective of the microscope, represented by the lens L, forms an image of the 

grating, at G'. If the grating is illuminated 
Q' p by a parallel beam of monochromatic light 


cVWW\ 


incident perpendicularly from below, as in¬ 
dicated by the beam i , the disturbances 


leaving the transparent strips, the object 


points, will all be in the same phase. 


Abbe answers the question of whether or 


not the lines of the grating constituting the 
object will be resolved, upon the basis of 
whether or not the beams which are dif- 



\\// 


G - Q 

JL 

Fig. 170 


fracted by the grating pass through the mi¬ 
croscope or fail to pass. 

The grating will form the beam of zero 
order, 0, the beams of first order, 1 and P, 
the beams of second order, 2 and 2 r , etc. 
Each of these beams, being parallel, will 
come to a focus in the upper principal focal 
plane of the objective, that is, at 7 0 , I h etc. 
The points 7 0 , 7i, etc., are principal diffract¬ 
ed images in monochromatic light of the 
original source which is to be thought of 
as a point, or a line parallel to the grating 
lines, lying at infinity. Or, if the source lies 
at a finite point, a collimating lens must be 
used. 

The central transparent space, Q , of the 
grating lies presumably on the axis of the 


microscope, and hence the image of this 
space, P, will also lie on the axis. The optical distances from Q, respectively 

by way of 7o, 7i, etc., to P are all equal. The basic concept of Abbe's the¬ 
ory is that we may regard the image, (?', of the grating as an interference 
pattern, formed by interference of the disturbances coming from 7 0 ,7i, etc. 

Let Di and Z) 2 be diaphragms which may be moved inward to cut off 
such beams as we may choose. Suppose first that both diaphragms are 
moved in so that only the central beam, 7 0 , is allowed to pass. Obviously 
this beam will spread out uniformly in any plane beyond, in particular in 
the plane ff'P. There is then no chance for interference. The lines of the 
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grating, the points of the object, will not be resolved. If, however, D l is 
withdrawn until the beam h is also allowed to pass, the images I Q and h 
will, together, form a set of Young’s interference fringes, as represented by 
the curve F . (In this curve the maxima are represented as downward, i.e., 
there is a maximum at P.) It can be shown (see reference given in footnote) * 
that the spacing of these fringes is independent of the particular wave¬ 
length of the light used and, what is important, that the spacing is equal to 
the spacing which obtains in the image. The fringe system F may thus be 
regarded as a poorly resolved image of the grating. Further, the images I Q 
and I[ acting in conjunction would form the same fringe system as I 0 and h. 
The diaphragms Di and D 2 determine, by their positions, the effective angu¬ 
lar aperture of the objective. In the microscope as actually used the aper¬ 
ture is symmetrical with reference to the axis. When the aperture is of such 
small angle that the beams h and I[ are both excluded, there is no resolu¬ 
tion. When these beams are both admitted, we have resolution. We will 
then have three interfering beams, and the resultant interference or diffrac¬ 
tion pattern will be formed somewhat in analogy with the formation of the 
pattern by a three-line diffraction grating, the images I Q) h, and T u playing 
the part of the lines of the grating. Care must be used, however, in apply¬ 
ing this analogy. The absence of a focusing lens between the analogues of 
the grating lines, namely, J 0 , Ii> and and the field plane G r P does not 
upset the analogy, because the microscope objective takes care of the fact 
that the optical paths QIqP , QTiP , and Q/(P are all equal, as they should 
be. However, the image I 0 will in general have a distinctly greater in¬ 
tensity than 1 1 and I[, and this fact will cause the resultant pattern to differ 
from that for a three-line grating. The dominance of I o may suppress the 
faint intermediate maximum which occurs between the principal maxima 
in the pattern due to a three-line grating. Thus when all three images I o, 
Ji, and IJ are active, the resulting pattern may again resemble our present 
curve F . 

If a denote the semiangle of the beam included by any objective, and 0i 
denote the angle of diffraction of the beam I, or 1 ', of order m= 1, then, for 
resolution, a must be at least as great as 0i, and the limiting condition for 
resolution becomes a = 0i. The grating law, under the given circumstances, 
is X 0 = X//x = a sin 0i, where X 0 is the wave-length in whatever medium the 
grating may be immersed, X is the corresponding wave-length in air or vacu¬ 
um, fx is the index of the medium, and a the grating space. When a — 0i the 
microscope will just resolve the distance a, hence we have for the least dis¬ 
tance of resolution a = X /n sin 0i= X//x sin a. If the aperture of the system 
is circular we should, perhaps mainly for the sake of consistency, introduce 

* Mueller-Pouillet, Lehrb. d. Phys. (9th ed.)j 2, Part I, 705. 
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the factor 1.22. We then have, for the least distance of resolution, when the 
disturbances all leave the grating in the same phase: 



1.22X 
n sin a ’ 


which is identical with equation (10), which also applies for two object 
points emitting disturbances in the same phase. 

When the second- and higher-order beams are admitted, the image be¬ 
comes progressively more perfect and will be sensibly perfect when, and 
. only when, all of the beams having appreciable intensity are included in the 
beam admitted by the objective. 

If we block off all of the images of odd order, I h I[, etc., there will re¬ 
main the images, of even order, 7 0 , 7 2 , 7 2 , etc. The remaining interfering 
sources I o, 7 2 , 7 2 , etc., will then have double the previous separation of the 
interfering sources and will as a consequence produce a system of f ring e 
having half of the previous spacing. That is, if all of the existing beams of 
even order are admitted, and only these, we shall have a sharp image, and, 
what appears to be a perfect image, but this will be a false image of the ob¬ 
ject. We shall then have the true image of a grating having a grating space 
a'=o/2, which, as we know, would have the beams 2 and 2' for its first- 
order beams, the beams 4 and 4' (not shown) for its second-order beams, etc. 
In other words, the image which we obtain is a true image of that grating, 

that object, which would give rise to all of the beams and only the beams 
which are admitted. 

Let us now consider the original beam to be incident at an angle, let us 
say from the right, in such a direction that the undeviated beam will con¬ 
tinue as beam 1. Suppose the diaphragms D t and Z) 2 are pushed in until they 
just let h and I[ pass. The beam 1 1 is now the zero order, I 0 is the first order 
for a grating of spacing a, and I[ is the second order. The object, the grat¬ 
ing, will evidently be resolved, with something to spare. Further, a grating 
twice as fine, having a grating space a' = a/2, would again have h for its 
beam of zero order, but then the beam 7 0 would be absent, and I[ would be 
the first-order beam. This grating would be just resolved. Thus if the light 
is incident at such an angle that it just enters the objective, we can resolve 

a grating twice as fine as before, and hence we have for the least distance 
oi resolution: 



1.22X 
2jit sin a ' 


the +• Un( l e ^. conside i ration , the disturbances leaving the various lines 
g ting differ m phase among themselves but are still “coherent.” 
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Equation (12) is identical with equation (9) for independently luminous 
object points. 

Abbe checked his theory experimentally and numerous others have like¬ 
wise done so. A. B. Porter* devised an interesting and simple demonstra¬ 
tion bearing upon the theory. Referring to Figure 171, S represents a point 
source of light which for simplicity of 
discussion we may suppose to be mon¬ 
ochromatic. The light from S passes 
first through a convex lens L, then 
through a coarse crossed diffraction 
grating, (?, a wire gauze, and is finally 
received in the plane JKMN , which is 
focally conjugate to the plane in which 
the source lies. The crossed grating 
forms a central image at 0 ; a horizontal 
row of spectrum dots of various orders, 

1, 2 ) 2', etc.; a vertical row of spec¬ 

trum dots, a, 6, a', etc.; and diag¬ 
onal rows along the directions JN and 
KM (see chap. 6, sec. 13, on “Crossed Gratings”)- Since the grating is 
coarse, the spectrum dots all lie close together, and it is easy to arrange mat¬ 
ters so that they all fall within an area which can be taken in at once by the 
pupil of the eye (or alternatively by a small telescope). When the eye is 
used unaided, it is placed centrally in the plane JKMN or, let us say, just 
behind this plane. When the pupil takes in all of the diffracted beams of 
appreciable intensity, one sees the gauze as it really is. Now suppose a 
diaphragm with a slot in it is placed in the plane KJMN . When the slot is 
horizontal and admits only the horizontal row of images 0, 1, 2, l' } 2', etc., 
one apparently sees that grating which would give rise to these images and 
to these only, namely, a coarse grating of vertical wires. The horizontal 
wires of the gauze are not seen. When the slot is turned vertically, only the 
horizontal wires are seen. If the slot is turned so as to take in one of the 
diagonal rows of images only, one thinks one sees wires along the diagonal 
perpendicular to the slot. Finally, if an aperture is made in the form of a 
cross and placed so as to take in both diagonal rows of images, one apparent¬ 
ly sees a gauze with wires running in both diagonal directions, a gauze 
which is not present at all. 

There has been much controversy over whether Abbe's theory is neces¬ 
sary, or sufficient, or both, when the incident beam fills a cone of wide angle, 
as it does, and should, in the ordinary use of the microscope. There are 



a* 

M 


Fig. 171 


* Phil. Mag., 11, 154, 1906. 
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many supporters of the so-called “equivalence theory” who hold that an 
object illuminated by a cone of wide angle is fully equivalent to a self- 
luminous object. 

Be it pointed out that the mere fact that we exclude no beams is not suffi¬ 
cient to assure resolution. A grating of grating space less than X, when il¬ 
luminated perpendicularly, forms no diffracted beams—only an undeviated 
beam. Yet if the microscope takes in this beam alone the grating will evi¬ 
dently not be resolved. 

A list of references on Abbe’s theory is given at the end of the book com¬ 
piled by Lummer and Reiche (1910; see footnote at end of our sec. 6). A 
recent discussion is by H. Moore {Jour. Roy . Microsc. Soc., 48, 133, 1928), 
who refers especially to M. Berek (Marburger Sitzungsberichte , December, 
1926). 

8. Measurement of Star Diameters.—The method of measurement to be 
described was suggested in basic principle by H. L. Fizeau* as early as 1868 
and was tried in 1874 by E. Stephan, t who correctly concluded that the 
angular diameters of the fixed stars were too small to measure—by the 
method in the state to which he had developed it. Important improvements 
were suggested in 1890 by A. A. Michelson,J but not until 1920 did he bring 
the method to fruition for determining the diameters of any of the fixed 
stars. Even so, only giant stars subtend an angle which is sufficiently large 
to be measurable. The method, now known as “Michelson’s method,” may 
also be used in simpler form to determine the angle subtended by double 
stars, or, by way of a laboratory exercise, to determine, for example, the 
separation of two narrow slits close together. 

Referring to Figure 172, the objective lens, L, of a telescope is covered by 
a cap having two rectangular apertures M and N of which the separation 
may be varied. 

The image of the source is not, as such, a matter of interest. 

To begin with, suppose a far-distant linear source of monochromatic light 
of wave-length X lies in the direction 0. 

The apertures M and N each constitute a wide slit and, in the principal 
focal plane F of the objective, there will be formed a Fraunhofer diffraction 
pattern for a double slit. (The formation of this type of pattern was ex- 

* Compt. rend., 66, 934, 1868. 

t Ibid., 76, 1008, 1873, and 78, 1008, 1874. 

t Phil. Mag., 30,1, 1890; Arher. Jour, of Sci., 39,115, 1920; Astrophys. Jour., 61, 257, 
1920 and 63,249,1921 (the last with F. G. Pease); Science,_ 67, 703,1923; also Light-Waves 

and Their Uses (1903) and Studies in Optics (1928), both published by the University of 
Chicago Press. 

A comprehensive account is given by F. G. Pease, Ergebnisse d. Ex. Naturw., 10, 84, 
1931. 
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plained in detail in chap. 5, sec. 5.) Referring now to the upper part of our 
present Figure 173, suppose each aperture acting alone yields the image, the 
diffraction pattern, represented by the broken 
curve AB. When the two apertures are effective 0 

simultaneously, the pattern AB fills in with narrow 
fringes, P o, Pi, etc., as indicated by the solid 
curve. These fringes arise from interference be¬ 
tween the disturbances from the two apertures, 
the resultant disturbance from each aperture being 
considered as‘a unit. The maxima Pq , Pi, etc., oc¬ 
cur where the difference of the paths, from the cen¬ 
ter of each aperture to the field point in question, 
is 0, X, 2\, etc. Denoting the separation of the ap¬ 
ertures, between centers, by s and the focal length 
of the objective by F , the angle subtended by ad¬ 
jacent maxima, for example, P 0 and Pi, at the ob¬ 
jective, is a = P 0 Pi/P = X/s. Since F is constant, 
the angle a which obtains at any given separation 
s of the apertures may be directly indicated in the 
diagram (see top of figure). 



N 





Fig. 172 



Fig. 173 


Suppose now that there is a second linear source to the right of the first 
one and close to this and parallel to it, the two sources subtending a small 
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angle 6 1 at the objective. The second source will give rise to a set of fringes 
similar to the first set, only displaced to the left, as represented by the dotted 
curve P f Q in the upper part of the figure. The distance PqPq by which the 
second curve is displaced is such that P 0 P f 0 /F = di. Under the supposed 
conditions, the separation of the two sets of fringes is considerably small¬ 
er than the distance between adjacent maxima of one set, and in this case 
the only effect will be somewhat of a decrease in the contrast which obtains 
between the maxima and the minima of the summational curve, a decrease 
in the so-called “visibility” of the resultant fringes, but these will still be 
easily observable. 

Now let the separation of the apertures M and N be gradually increased. 
As this separation increases, the angle a = X/s between adjacent maxima of 
each fringe system decreases. The central maxima, P Q and P r 0 , always main¬ 
tain their positions (see lower central portion of figure); new fringes crowd 
in from both sides of the field. When the separation of the apertures at¬ 
tains a value si such that the angle subtended by adjacent maxima of each 
set of fringes, for example, P 0 and P h is ai = X/si=20i, the maxima of the 
first set of fringes, solid curve, will fall on the minima of the second set, 
dotted curve, and vice versa, and the resultant fringes formed by the two 
sets disappear. Thus, if Si is the separation of the apertures at which the 
fringes disappear, the angle subtended by the two sources is: 

(13) tfi-J X -. 

By way of comparison let us consider the performance of a telescope hav¬ 
ing a single wide rectangular aperture of width Si equal to the separation of 
the two previously considered apertures at which the fringes disappear. The 
telescope with this single wide aperture would form images of the two 
sources, as represented in the inset in the lower right-hand comer of Figure 
173. In each image the angle from the central maximum to the first mini¬ 
mum would be ai=\/si=20i, where Bi is as before the angle subtended by 
the sources. This angle ai is the same as the angle between adjacent maxima 
in the other case. But in the present case we fall short of resolution, because 
the angle from central maximum to first min imu m exceeds the angle of 
separation of the two images. It exceeds this by a factor of 2. We are short 
of resolution by this factor. Thus, when it is desired to measure the angle 
subtended by two sources close together, the use of the two apertures over 
the objective yields a gain of a factor of 2 as compared to direct observa¬ 
tion. Moreover, disappearance of the fringes can be more precisely ascer¬ 
tained than resolution. 

Returning to the case of the two apertures: After the fringes have dis- 
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appeared, separating the apertures further will cause them to reappear. Let 
us suppose that the diameter of the telescope is great enough to admit of 
indefinite further separation of the apertures. The fringes attain a second 
maximum of visibility when they get so narrow that the first maximum on 
the left, of the first set, falls on the central maximum of the second set. This 
occurs when the separation of the apertures is 2s i. Subsequently a second 
disappearance occurs at the separation 3si. Several successive reappear¬ 
ances and disappearances can be obtained. The separation at the first dis¬ 
appearance being si, the disappear¬ 
ances occur at separations Si, 3si, etc., 
and the maxima of visibility at separa¬ 
tions 2si, 4si, etc. 

The theory as so far considered ap¬ 
plies to double linear sources and also 
to double stars. 

Let us now suppose that we have 
a source consisting of a vertical band 
of monochromatic light. Referring to 
the upper portion of Figure 174, the 
band of light will cause a spread of each maximum over an “interval,” as 
indicated by the horizontal lines joining the maxima represented in the 
figure. Denote the angle subtended by the band by 0. A double linear 
source of angle 0i — 6 would cause the fringes to disappear when the aper¬ 
tures are separated by a distance Si given by the equation 0i = 0 = X/2si. 
At this separation of the apertures the situation, when viewing the lumi¬ 
nous band, is as represented in the upper portion of the figure. The distance 
between maxima of consecutive order is twice as great as the spread of each 
maximum. The fringes will remain, but with lowered visibility. However, 
when the separation of the apertures attains a value $ = 2si the fringes will 
have contracted until the distance between maxima of consecutive order 
is equal to the spread of each maximum (see lower portion of figure). In 
this circumstance, overlapping causes the fringes to disappear. We now. 
have 6 = X/(2si) — X/$, where s is the separation of the apertures at the first 
disappearance of the fringes due to a luminous band, and 0 is the unknown 
angle subtended by the band. Or: 
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When the separation of the apertures is carried beyond the value s, the 
fringes reappear and subsequently attain a lowered maximum of visibility 
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when the separation is 3s/2. This is followed by a second disappearance at 
the separation 2s, etc. 

Let us now consider as source a circular disk which is uniformly luminous 
over its surface, of which the diameter subtends an angle Q r at the objective 
of the telescope. Vertical strips taken on the disk have decreasing height as 
we approach the limb, hence the angle 0' must be greater than the angle 
which a luminous band subtends when the fringes disappear in both cases 
at the same separation $ of the apertures. That is, 0'>0 = X/s. Theory 
shows that the familiar factor 1.22 enters here. That is: 

(15) 0' = 1.22 - , 
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where s is the separation of the apertures at the first disappearance of the 
fringes, when the source is a uniformly luminous circular disk. 

A hitherto unmentioned, very important feature of the method, intro¬ 
duced by Michelson, will now be explained. Referring to Figure 175, a sys¬ 
tem of mirrors M i, ilf 2 , M 3 , Af 4 may be mounted close in front of the tele¬ 
scope objective. The effective separation of the apertures now becomes the 
distance s between the centers of the mirrors Mi and M 2 , and the attainable 
effective separation of the apertures is thus greatly increased. The theory 

outlined above still applies, without 
v w alteration. However, the distance be¬ 

tween the mirrors M 3 and M 4 plays 
an important secondary r61e. Let AN 
be an actual wave front and A E a dif¬ 
fracted wave front, the distance NE 
being, for example, X. The angle be¬ 
tween these two wave fronts will then 
be X/MiM 2 . After reflection from the 
mirrors M z and ilf 4 , these wave fronts 
become respectively A f N r and A'E r . 
The distance N'E'=NE = \. The cor¬ 
responding angle is now X/M 3 M 4 . 
That is, all angles are magnified in the 
ratio MiM 2 /M 3 M 4 , and consequently 
the fringe spacing undergoes a much- 
needed magnification, for the spacing 
would otherwise be excessively small 
when the distance MiM% is large. When 
the arrangement of four mirrors is used, a large telescope is not an inherent 
necessity. However, for the measurement of star diameters a large telescope 
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must nevertheless be used in order to secure the requisite mechanical 
strength and stability in the mounting of the entire system. 

There is another important advantage of Michelson’s method. When a 
large telescope is used in the ordinary manner, with full aperture, the ever 
varying optical inhomogeneity of the atmosphere often causes so-called 
“boiling” in the field of view. On the other hand, when two comparatively 
small apertures are used, differential atmospheric variations over the two 
apertures ordinarily cause only a slow minute drifting of the entire fringe 
system which is readily followed by the eye. 

Measurements of the diameters of a number of giant stars have been 
carried out by Michelson, ably assisted by F. G. Pease, using the 100-inch 
telescope of the Mount Wilson Observatory. By way of example it was 
found that the red giant star Betelgeuse (a Orionis) causes the fringes to 
disappear at a separation of the mirrors M x and M 2 of about 300 cm. 
Taking X as 5750 A, the angular diameter of Betelgeuse becomes a' = 
1.22[5750X10“ 8 /300] = 2.3X10~ 7 radians ( = .047 seconds of arc), presup¬ 
posing uniform luminosity over the surface. The distance of this star from 
the solar system, independently determined by the method of parallax, is 
about 1.7X10 20 cm. Hence the linear diameter, still supposing uniform lu¬ 
minosity, is (2.3Xl0“ 7 )(1.7Xl0 20 ) =3.9X10 13 cm, or about 240,000,000 
miles, or about 300 times the diameter of the sun. However, Betelgeuse is a 
star of exceedingly low density and in stars of this type the luminosity no 
doubt decreases toward the limb of the disk. Hence the actual diameter is 
supposedly even greater than the figure given. Arcturus, Mira, and An- 
tares are still bigger giants than Betelgeuse. 

In the measurement of star diameters, elaborate accessory apparatus is 
necessary for the purpose of making and maintaining adjustments. 

The vast majority of stars have an angular diameter so small that it can¬ 
not be measured even by Michelson's powerful and beautiful method. 

For further information regarding the measurement of star diameters see 
especially the article by F. G. Pease referred to in footnote on page 216. 

9. Measurement of Diameters of Microscopic Particles. —The basic 
principles of the method described in the previous section may be applied 
for measuring the diameters of small particles under a microscope. A sug¬ 
gestion to this effect was made first by Michelson in 1890 and subsequently 
by others, but actual trial was not made until 1926, when experiments were 
carried out by U. Gerhardt.* 

The two requisite rectangular apertures of variable separation are most 
conveniently placed, not between the object and the objective, but above 
the objective, that is, between this and the image plane. A given separation 


* Zeit. far. Phys., 36, 697, 1926; 44, 397, 1927. 
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of the apertures determines a corresponding value of the effective numerical 
aperture of the optical system, at this separation. However, the effective 
value of the numerical aperture, as determined by the separation of the two 
rectangular apertures, can never exceed the actual numerical aperture of the 
objective. And herein lies a serious limitation of the method when applied 
to the microscope. With the telescope, when mirrors are mounted on a 
girder, as previously described, the aperture of the objective no longer sets 
a limit. But the numerical aperture of the microscope objective always sets 
a limit. However, it is possible to measure diameters down to about 
1.5X10 -5 cm, which is somewhat lower than the smallest distance of resolu¬ 
tion which can be attained by direct observation, and it is moreover pos¬ 
sible to attain a fair degree of accuracy in the measurement of such small 
diameters. 

10. Luminosity of the Diffracting Edge (Observation).—Let us suppose 
that light from a point source falls upon a screen bounded by a single verti¬ 
cal straight edge and consider what an observer stationed beyond the screen 
will see when looking toward the edge. Let the screen, as seen by the ob¬ 
server, extend to the left. Taking up our position within the shadow, let us 
suppose that we are viewing the edge through a small telescope of a type 
which does not invert. A telescope permits of more definite focusing than 
the unaided eye, and this is an advantage, for reasons which will appear. 
The telescope should be diaphragmed down. An aperture of about 5 mm 
will be found suitable when observation is being made at a distance of 1 or 
2m.* 

Upon focusing the telescope upon the diffracting edge, the edge appears 
as a luminous line of definite length. When we are within the shadow as 
supposed, the appearance is as represented at the left of Figure 176. Here 
DD r represents the straight edge of the screen. This is luminous over a 
length AB. The luminosity is most intense at the center of the line segment 
in question and decreases toward the top and bottom of this. To indicate 
this fact the line segment is drawn heavier in the middle than at the ends. 
However, this device of representation is not to be taken as meaning that 
the luminous segment itself is broader in the middle than at the ends. The 
segment appears simply as a geometrical fine having no observable width, 
or at least no width which is not attributable to the fact that the telescope 
does not form a perfect image. It is to be remembered that a telescope can¬ 
not form a perfect image because diffraction always sets a limit to the per¬ 
fection of any image. 

* If the telescope does not permit of focusing at such close range, a spectacle lens may 
be placed over the objective. A “bird glass/’ such as can be purchased from the large 
mail-order houses for about one dollar, serves well as an erecting telescope. There is, how¬ 
ever, no real objection to the use of an inverting telescope, but it will be found less con¬ 
venient. . 
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If the diffracting screen were entirely removed, we would see the point 
source of light in the field of the telescope, but the image would be decidedly 
out of focus. We would have a so-called “extra-focal” image which would 
be a circular patch, represented in the figure by the circle 0 drawn in broken 
line. The height of the luminous line which we see when the screen is in 

D D D 



D' D' D‘ 

Fig. 176 

place is equal to the height, the diameter, of this circle, and, further, the 
intensity at each point of the line segment AB is proportional to the width 
which the patch has along the normal to the edge erected at the point in 
question. For example, at the point e the intensity is measured by the width 
fg of the patch. The diameter of the circular patch itself is determined by 
the aperture of the diaphragm which is supposedly being used before the 
objective of the telescope. 

As we move, from a given position, farther into the shadow, the luminous 
line AB becomes rapidly fainter, disappearing under ordinary conditions of 
observation at an angle of diffraction of some 5°. Toward the end of the 
range, the color of the line becomes distinctly red in hue, because the longer 
wave-lengths are inflected farther than the shorter ones. It is possible by 
resorting to a different method of illumination to observe the luminosity of 
the edge at even quite large angles of inflection. We shall concern ourselves 
with observations at large angles in a later section, but not at present. 

Let us now suppose that we move, from a given initial position within 
the shadow, toward the edge of the shadow. As we proceed, the luminous 
line becomes more intense and soon the circular patch begins to protrude 
from behind the straight edge, as shown in the middle portion of Figure 176. 
The luminous line can no longer be distinguished where it falls on the pro¬ 
truding portion of the extra-focal image, but we can still observe luminosity 
along the upper and lower portions of the line segment AB , as illustrated. 
There is now, however, some glare which makes observation more difficult. 

When we have proceeded so far that the extra-focal image is entirely 
clear of the straight edge, as shown on the right-hand side of the figure, we 
shall again observe the line of luminosity along the full length AB. 
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Very instructive and beautiful observations may be made by setting up 
the diffracting system represented in Figure 177. A copper cent, C, is fas¬ 
tened to the end of a wire, GHJK , of somewhat over 1 mm diameter, bent to 
form a roughly but not accurately circular arc as indicated. The wire is then 

fastened to a diffracting screen having a 
straight edge. The center of curvature of 
the arc into which the wire is bent, in so 
far as there is a center, should lie on the 
screen, let us say at the position O'. The 
telescope should be easily movable both 
vertically and horizontally so that the 
extra-focal image of the source may be 
made to occupy any position in the field at 
will. A mechanism which permits both 
vertical and horizontal motion and at the 
same time keeps the telescope always di¬ 
rected at the diffracting system is conven¬ 
ient. When the extra-focal image occupies 
the position represented by the broken cir¬ 
cle 0, the image itself being obscured from 
view, we may expect to see the diffracting 
edges luminous along AB, and at E , F } G } 
Hj J } and K, that is, wherever a perpendicular to the edge passes through the 
extra-focal image of the source. However, at points far removed from 0, 
especially at F, the amount of light may be too feeble to observe. If now, by 
moving the telescope, the circular patch is moved to O', the wire will ap¬ 
pear luminous along the full length of both its inner and its outer edges in a 
very striking manner. 

If the telescope is moved to such a position that the extra-focal image of 
the source falls behind C, the entire circumference of the coin will appear 
luminous. In addition, the straight edge will be luminous at a point opposite 
C. The extra-focal image does not need to be centered accurately behind C. 
The entire circumference of the coin remains luminous while the patch is 
so located that it includes the center of the coin within itself. 

Stating the facts of observation in a new manner: The luminous portions 
of the edge occur wherever the optical path is either a maximum or a mini¬ 
mum or is constant. Fermat's principle, or law of extreme path—or, better, 
the law of stationary path—applies to diffraction phenomena. The paths in 
question are to be chosen from among all paths taken from the point source 
by way of various points of the diffracting edge or edges to any one point at 
a time of the aperture of the telescope, or, when we are observing with the 
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unaided eye, to any one point at a time of the pupil of the eye. Wherever 
the path is stationary, there the edge appears luminous. 

11. Luminosity of the Diffracting Edge (Theory)—Let us first con¬ 
sider in detail the case in which the point source of light is located at 
infinity. The incident wave fronts are then plane. Referring to Figure 
178, let W be an incident wave front which is just passing the diffracting 
edge D, and let us suppose that we 
are looking toward the edge from 
some point P 8 within the shadow. 

V# ^ a« 

The fact that the edge D appears lu¬ 


minous means that the disturbances 
arising from the wave front W must 
build up a wave front having a cross- 
section which is a circle described 
about D as center. Let the arc AB 
represent such a wave front. Since 
the amount of light which we receive 
on passing into the shadow dimin¬ 
ishes rapidly, it follows that the 
amplitude which obtains on the 
wave front AB must diminish 
rapidly in passing from A to B. 
This circumstance is indicated in 
the figure by tapering off the width 
of the arc as drawn. 


D W 



Fig. 17S 


A Huygens wavelet originating from the diffracting edge D, or really 
from the point of the incident wave front which is in contact with D, would 
also have a cross-section which is a circle described about D as center. Let 


the broken arc HH 0 H f represent such a wavelet. 

It will be proved later that the inflected wave AB is circular about D as 
center and that it has suffered a retardation of 1/8 of a period with reference 
to the wavelet HHqH'. Accordingly, the distance from the arc AB to the 
arc HHq is to be regarded as being equal to X/8. 

When we take a position at some point Pi in the illuminated region and 
focus on the diffracting edge, we obtain exactly the same extra-focal image 
which we would obtain if the diffracting screen were absent, and in addition 
we see the edge D as luminous. In view of this circumstance we must con¬ 
clude that the telescope analyzes the total incident light into two parts, one 
part being a wave front W', which is the wave front which would be formed 
if the diffracting screen were absent, and the other part being a wave front 
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FG having a horizontal cross-section which is circular with Z) as center. 
This wave front, like A B, must diminish rapidly in amplitude with increas¬ 
ing angle of diffraction because the amount of light which we receive from 
the edge D in moving to increasing angles of diffraction diminishes rapidly. 
The deflected wave FG will be shown later to have suffered a retardation of 
phase of five-eighths of a period with reference to the wavelet HHqH'. Ac¬ 
cordingly, the distance between the arcs FG and H 0 H' is to be regarded as 
being equal to 5X/8. 

The problem which lies before us is to explain why the incident wave 
front W gives rise to the wave fronts AB, IF', and FG. We should explain 
this if possible upon the basis of the same principles which we have applied 
in explaining diffraction in general. These principles, as previously worked 
out, lead, in the present instance, to the Cornu spiral applied as a vibration 
curve. Accordingly, we shall seek to explain the formation of the wave 
fronts in question by having recourse to the Cornu spiral. 

It will be recalled that distances, v , measured from the origin of the spiral 
along the arc, are linearly proportional to distances, z , measured in the field 
plane from the edge of the geometrical shadow to the field point in question. 
(The constant relating v and z is given in eq. [3] of chap. 4.) 

A disturbance which reaches the edge of the geometrical shadow E from 
the diffracting edge D is represented on the Cornu spiral by an infinitesimal 
element of arc taken at the origin of co-ordinates, that is, by an elementary 
vector pointing horizontally to the right. Further, a disturbance reaching a 
point P, within the shadow, from the diffracting edge D, is represented by 
an element of the spiral taken in the upper branch of this at the proper dis¬ 
tance from the origin. This disturbance will be retarded in phase with ref¬ 
erence to the disturbance reaching E by an amount \p=irv 2 /2,, where v is 
the distance from the origin along the upper branch of the spiral which cor¬ 
responds to going into the shadow a distance z — EP *. In Figure 179 the brok¬ 
en curve HqH represents the retardation of phase $ which is in question. 
Here ^ is plotted as ordinate, against v plotted as abscissa. This curve is 
simply a plot of ^ = irv 2 /2 against v, that is, the curve is a parabola. The 
foregoing refers to the disturbance originating from the diffracting edge. 

The disturbance which the whole effective portion of the incident wave 
front causes at the edge of the geometrical shadow is represented on the 
Cornu spiral by the vector drawn from the origin of the spiral to the upper 
asymptotic point, or, in the notation of the spiral, by the vector OJ. This 
vector represents the resultant disturbance in both amplitude and phase. * 

* The Fresnel theory leads to an inconsistency in regard to phase, as was previously 
pointed out in chap. 2, sec. 12. This inconsistency takes the form of ascribing the wrong 
phase to the disturbance which the effective portion of the wave front causes at a given 
field point. However, in taking phase differences in the manner in which we shall take 
them, the error in question is eliminated. 
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The disturbance which the incident wave front causes at the above-con¬ 
sidered point within the shadow is represented in amplitude and phase by 
the vector drawn from the point lying at the foregoing distance v along the 
upper branch of the spiral to the upper asymptotic point J. This vector 
rapidly shortens as we pass farther into the shadow, and this shortening ac¬ 
counts for the rapid diminution in amplitude of the inflected wave with in¬ 
creasing angle of diffraction. 



The resultant disturbance reaching a given point within the shadow will 
be retarded in phase with reference to the disturbance reaching the edge of 
the geometrical shadow by an amount which is measured by the angle of 
rotation which the closing vector to the upper asymptotic point of the spiral 
sweeps out as we pass from the edge of the geometrical shadow to the given 
point within the shadow. In Figure 179 the solid curve AB represents the 
loss in phase now in question, plotted as ordinate, against distance into the 
geometrical shadow, in terms of plotted as abscissa. Denote the loss in 
phase by <t>. By inspection of the spiral (Fig. 46, in chap. 3) it will be seen that 
when v takes the value 1.07 the closing vector to J is directed horizontally to 
the left. The corresponding value of 4> is therefore $ = 4 >i.o7, 
t— 7t/4 = 37t/4; accordingly, 0 = 1.07 and <£ = 3 tt/ 4 are the co-ordinates of 
one point, A , of the solid curve of Figure 179. Similarly, when t> = 1.44, 
the closing vector to J is directed vertically downward and hence # = 
37r/2 —7r/4 = 57 r/ 4 ; hence another point is to be plotted with co-ordinates 
0 = 1.44 and <£ = 57r/4. In this manner the solid curve may be plotted point 
by point. Since the Cornu spiral soon convolves in nearly circular arcs, the 
solid curve takes a course which is, to a high degree of approximation, paral¬ 
lel to the dotted curve—the vertical distance between the two curves is 
practically the same at various points. This distance has the value t/ 4, 
that is, for example, AH* = BH=ir/L Now the dotted curve represents a 
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disturbance diverging from the diffracting edge as center, and since the two 
curves differ by a constant amount in phase, the solid curve must also repre¬ 
sent a disturbance diverging from this edge as center, and moreover this 
second disturbance must be retarded by the constant amount in question 
namely, ir/4 or X/8, with reference to the first one. In other words, the ef¬ 
fective portion of the incident wave front gives rise to an inflected wave 
front which appears to originate from the diffracting edge and is retarded 
by an amount X/8 with reference to a disturbance traveling from the source 
by way of the edge. 

The constancy of the difference w/4 or X/8 holds to a hi g h degree of ap¬ 
proximation until we approach very close to the edge of the geometrical 
shadow. Here the distance between the two waves rapidly varies from X/8 
to zero, as evidenced by the approach of the solid curve of Figure 179 to 
the dotted curve upon approaching the origin of co-ordinates. This varia¬ 
tion from X/8 to zero may be interpreted as an aberration, and from what 
we have learned regarding permitted aberration we may conclude that the 
variation from X/8 to zero will cause only a very slight deterioration in the 
perfection of the image of the luminous edge as observed. However, such 
deterioration as occurs will take the form of a broadening of the image on 
one side, and this broadening will pass over, without discontinuity in the 
physical phenomenon, into the protrusion of the extra-focal image of the 

source from behind the diffracting edge when we move slowly toward the 
illuminated region. 

We shall now consider what happens in the illuminated region. As we 
pass from the edge of the geometrical shadow into the illuminated region, 
the phase of the disturbance at first advances with respect to the constant 
phase which would prevail in the field plane in the absence of the diffracting 
edge. This circumstance is indicated in Figure 179 by the fact that the 
curve C, which is a plot of loss of phase in this region, at first takes negative 
values. The advance of phase in question is deducible from the Cornu spiral: 
As we pass from the origin of the spiral to points in the lower branch, the 
closing vector to the upper asymptotic point becomes less inclined to the 
horizontal than the vector OJ, or the vector J'J which represents “normal 
phase in the field plane; this lessened inclination represents advance in 
phase. The first minimum in the phase curve, C, representing maximum 
gain of phase, occurs when v= — .6, approximately, as may be ascertained 
by inspection of the spiral. This minimum occurs about halfway out to the 
point in the figure which is marked “1st max.," this being the point where 
the first maximum in the amplitude or intensity pattern occurs. This maxi¬ 
mum occurs when v= -1.2, approximately. Similarly, the point designated 
as 1st mm. represents the position of the first minimum in the amplitude 
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or intensity pattern. For reasons of clarity of representation the right-hand 
half of Figure 179 has been drawn on the basis of a vertical scale which is 
several times larger than that used on the left side of the figure. That the 
phase curve C will take the form shown in our figure is deducible directly 
from the Cornu spiral; we need not go into further detail. 

Referring now to Figure 180, the vector CJ represents the effect at a . 
given field point in the illuminated region. We may consider this vector as 
the sum of the two vectors CJ' and J’J. As 
we move farther out into the illuminated 
region, the point C moves farther out along 
the lower branch of the spiral. At all stages 
we have a corresponding vector sum, CJ= 

CJ'+J'J, the vector CJ' varying and J'J 
remaining constant. The vector J’J repre¬ 
sents the effect which would obtain if the 
diffracting screen were absent. But be¬ 
cause the diffracting screen is present, the 
Huygens wavelets which would originate 

from the portion of the incident wave which is stopped by the screen 
are absent. The resultant effect of these wavelets is the effect which 
we would have at the same field point if the actual diffracting screen 
were replaced by its complementary, that is, by a screen extending 
from the actual diffracting edge indefinitely to the right, instead of to the 
left as we have been supposing. This effect is represented by a vector drawn 
from J’ to C, or, by the negative of CJ'; in place of our foregoing sum we 
may write CJ=J'J-J'C. That is to say, the total actual light may be re¬ 
garded as being equal to normal illumination,. J’J , less the wave which 
would be inflected by the complementary screen. And therefore, since the 
inflected light would appear to come from the diffracting edge, the deflected 
light will also appear to come from this edge, and the fact that the deflected 
light is the negative of the inflected, means that the deflected light must be 
considered to have suffered a retardation of one-half period more than the 

inflected, or 5/8 period in all, or 5X/8. 

The physical phenomenon is continuous in crossing the edge of the geo¬ 
metrical shadow. The illumination varies continuously in crossing this edge, 
and the phase likewise varies continuously. However, we change our point 
of view abruptly at the edge of the geometrical shadow. Upon approaching 
this edge from within the shadow, we consider the direct light to be zero 
until we reach this edge, and there we consider the direct light to change 
discontinuously to full value. When, in our thought process, we introduce a 
discontinuity in what we more or less artificially designate as the direct 
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light, we must, in order to remain in keeping with the physical continuity . 
which actually prevails, introduce a counterbalancing discontinuity in re¬ 
gard to what we more or less artificially designate as the wave front dif¬ 
fracted by the edge. This counterbalancing discontinuity takes the form 
of considering the deflected wave to be reversed in phase with regard to the 
inflected wave. There is no physical discontinuity. 

It is surprising upon first thought that the eye—or, let us say, a tele¬ 
scope—situated in the illuminated region and directed toward the diffract¬ 
ing edge should analyze the total light which is incident upon the telescope 
according to the rather artificial scheme which has just been outlined. Our 
surprise, however, diminishes when we consider that if an actual source of 
light, properly constituted and vibrating in the proper phase, were inserted 
at the position of the diffracting edge, and the diffracting screen were then 
removed, the original point source and this inserted source would together 
yield exactly the same wave front as before; and the telescope would of 
course analyze this wave front in such a manner as to reveal that the total 
light originates from two separate sources. 

The external fringes which are formed in the case under consideration 
may be regarded as arising from interference of the light deflected by the 
edge with the direct light. This is the manner in which Thomas Young re¬ 
garded the external fringes as being formed, as recounted in chapter 1. Thus 
Young’s theory of diffraction is found, after all, to contain an important ele¬ 
ment of truth. However, the deflected wave front does not arise from ordi¬ 
nary reflection by the edge, as Young supposed. The diffracting screen acts 
merely as a barrier, and the deflected wave is one component of the whole 
disturbance occurring in the region beyond the edge, the whole disturbance 
being accounted for by summing up, in accordance with the principle of 
interference, the effects of the Huygens wavelets from all of that portion of 
the incident wave front which passes the diffracting screen. 

The external fringes soon merge into normal illumination because the 
amplitude of the deflected wave decreases rapidly with increasing angle of 
diffraction. 

The case in which the point source is situated at a finite distance may be 
treated in much the same way as when the source lies at infinity—as we have 
thus far supposed. Let a be the distance from the source to the diffracting 
edge and b the distance from this edge to a given field point lying on the edge 
of the geometrical shadow. In the horizontal plane containing the source 
describe a circle about the source as center with a radius a+b. If the dif¬ 
fracting screen were absent, one and the same phase would prevail at all 
points of this circle. Upon insertion of the diffracting edge the phase at 
each point of the circle would be altered by an amount depending upon the 
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position of the point along the circle. Now it can be shown from the Cornu 
spiral, in exactly the same way as for plane incident waves, that the phase 
which prevails at each point of the circle within the geometrical shadow is 
retarded by t/ 4, or X/8, with reference to the phase of a Huygens wavelet 
originating from the diffracting edge. Hence the inflected wave again ap¬ 
pears to originate from the diffracting edge. And in a fashion also similar 
to that for plane incident waves it can be shown that there is a deflected 
■wave which is retarded by 57r/4, or 5X/8, with reference to a Huygens wave¬ 
let originating from the edge. 

When the incident waves are plane and the direction of incidence is per¬ 
pendicular to the diffracting edge, the diffracted wave is a cylinder having 
the edge as axis; hence the radius of curvature of the diffracted wave in the 
vertical plane equals infinity. When the incident waves are diverging, the 
diffracted wave has a radius a+b in the vertical plane, and a radius b in the 
horizontal plane, where a as before denotes the distance from the source to 
the diffracting edge, and b denotes the distance from the edge to any arbi¬ 
trary point where we may be considering the diffracted wave front. 

When, as always in optical diffraction experiments, we observe at dis¬ 
tances from the diffracting screen which are large compared to the wave¬ 
length, the rays, the lines of energy flux, appear to radiate from the diffract¬ 
ing edge. We are not justified, however, in projecting these lines backward 
as straight lines to within a few wave-lengths of the edge. Our theory does 
not justify us in drawing any conclusions concerning the course which the 
lines of energy flux take near the edge. There are several objections to 
drawing such conclusions; the apparent luminosity of the diffracting edge 
is a consequence of the shortness of the wave-length of light. In an acousti¬ 
cal experiment, if we were observing within three or four wave-lengths of 
the diffracting edge, the wave would not appear to originate from the dif¬ 
fracting edge with anything like the same high degree of approximation 
which obtains in the optical experiment which we have been considering. 

* It has been attempted in the foregoing paragraphs to present as simple 
an exposition as possible of an important aspect of diffraction theory which 
has hitherto been available only in highly technical and mathematical 
treatments. These treatments show that a surface integral taken over the 
diffracting aperture permits of mathematical transformation into a line 
integral taken around the edge of the aperture. This line integral has values 
only where the path from the source by way of the edge to the given field 
point is either a maximum or a minimum or is constant; and experiment 
reveals that this mathematical transformation also has physical significance 
—when the eye or a telescope is placed at the field point in question the 
diffracting edge appears luminous at the points where the path is stationary. 
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When the diffracting edge is curved, the inflected wave is retarded by an 
amount which differs from that for a straight edge, X/8. But the wave de¬ 
flected to the same field point by the complementary diffracting screen is 
always retarded by an additional amount of X/2. This will appear more 
fully toward the end of the next section, which deals with Babinet’s prin¬ 
ciple. 

For references to the more highly technical treatments see footnote.* 
Any diffraction pattern, of either the Fresnel class or the Fraunhofer 
class, which admits of analysis, may be reinterpreted from the viewpoint 
which has just been outlined. The direct light is to be considered as having 
the value of normal illumination everywhere outside of the geometrical 
shadow and as being equal to zero within this. Superposed upon this dis¬ 
tribution and added to it in accordance with the principle of interference is 
the light diffracted by the edge. For example, an irregular obstacle com¬ 
bined with a somewhat larger circular aperture always yields a maximum of 
illumination on the axis of the aperture. This fact was pointed out at the 
end of chapter 2 and was there explained on the basis of the appropriate 
vibration curve. By way of comparison, our present viewpoint calls for an 
explanation somewhat as follows: The direct light is zero everywhere be¬ 
hind the obstacle, but a point on the axis of the aperture will receive a maxi¬ 
mum of diffracted light because light will be deflected to this point from the 
entire periphery of the circular aperture, and this light will all arrive in the 
same phase. 

The zone plate furnishes another good example. The maxima which oc¬ 
cur along the axis may be interpreted as occurring where the light inflected 
from the inner edge of a given transparent zone is reinforced by the light 
deflected at the outer edge of the same zone. For example, at the first-order 
maximum there is a geometrical path difference of X/2 to which is to be 
added an amount of X/2 because the deflected light is retarded by this 
amount with reference to the inflected light. There is thus a total retarda¬ 
tion of X and hence these two disturbances will reinforce each other—and 
these disturbances will be reinforced by similar pairs of disturbances from 
the inner and outer edges of all of the other transparent zones. 

A diffraction grating composed of equal transparent and opaque strips 

* A summarizing discussion and numerous references are given in Geiger and Scheel, 
Handb. d. Phys., 21, 906-11. In the same connection see Forsterling, Lehrb. d. Optik 
(Leipzig: Hirzel, 1928), p. 254. Among those who contributed to what we may call the 
revival of Young's theory in modified form are to be mentioned especially. E. Maey, 
Ann. d. phys., 49, 69, 1893, and 73,16,1924; also Zeitschr.f. d. Phys. u. Chem. Unt&rricht, 
17, 10, 1904, and 36, 96, 1923; A. Sommerfeld, Math. Ann., 47, 317, 1896, and in Rie- 
mann-Webers, Diff. 01. d. Phys. (7th ed.), 2, 468; and A. Rubinowicz, Ann. d. Phys., 63, 
257, 1917, and 81,140, 1926. 
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furnishes a similar example. At the first-order maximum the geometrical 
path difference between corresponding points of adjacent strips is X. Hence 
the disturbances inflected at the near edges of all of the transparent strips 
will reinforce each other and these disturbances will moreover be exactly 
reinforced by the disturbances deflected at the far edges of the transparent 
strips because the latter disturbances suffer a total retardation of X of 
which X/2 is attributable to geometrical path difference and the remaining 
X/2 is attributable to additional retardation upon deflection. From our 
present point of view we can see without recourse to vibration diagrams why 
a grating composed of equal transparent and opaque strips yields more light 
in the first order than when the strips are of unequal width. When the 
strips are unequal, the inflected and the deflected disturbances fail to 
reinforce each other exactly, and hence the maximum has lower in¬ 
tensity. 

12. Babinet’s Principle.—Two diffraction screens, A and B (Fig. 181), 
are said to be complementary when the opaque portions of screen A corre¬ 
spond to the apertures of screen B and 
vice versa. Babinet’s principle has to 
do with the diffraction patterns formed 
by complementary screens. What the 
principle tells us depends upon condi¬ 
tions. We shall first take the sim¬ 
plest case, which is also the case which 
leads to the most striking conclusion. 

Let 0 be a point source of light, 

L a lens, and PqP the plane which is 
focally conjugate to the plane in which 
the source lies. When one screen alone 
is in place we shall have a Fraunhofer 
pattern in this plane. Now in the 
Fraunhofer arrangement, even when 
there is no diffracting screen present 
(screens A and B both withdrawn), the 
beam is still limited in aperture by the 
remaining optical system. The limit 
may be set by the periphery of the lens, but we may without loss of gener¬ 
ality suppose that the limit is set instead by a diaphragm C having a large 

aperture which remains always in place. 

When screens A and B are both withdrawn there will be an image of the 
source formed at Pq , or, more accurately, there will be formed a diffraction 
pattern of very small dimensions, which, practically speaking, will all fall 


o. 
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Fig. 181 
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into a very small central region) let this region be represented by QR. The 
remainder of the field, lying outside of QR , will be dark. 

When screen A is in place, B being absent, there will be illumination in 
various parts of the field. Let P be an arbitrary field point lying outside of 
the region QR } and let the vector Sa represent the resultant of the disturb¬ 
ances from the apertures in screen A which reach P . Since, when screens A 
and B are both absent, there is darkness at P, it follows that when screen B 
is in place, A being absent, the resultant disturbance from the apertures in 
B which reach P must be represented by the vector Sb, which is equal and 
opposite to Saj because Sa and Sb must add up to zero. Consequently, the 
disturbance will be the same in magnitude with screen B as with screen A, 
and since P is any field point outside of the minute central region QP, we 
arrive at the startling conclusion that in Fraunhofer diffraction, comple¬ 
mentary screens yield diffraction patterns which are identical everywhere 
except in a minute central region. The patterns are identical , and not com¬ 
plementary. For example, a small circular disk placed before the lens L 
yields exactly the same pattern as the complementary circular aperture— 
throughout the whole field except in the small central region, QR, occu¬ 
pied by the image which is formed when the disk and the screen with 
the complementary aperture are both absent. In this central region the il¬ 
lumination will be much greater with the disk than with the small aperture. 

We are now in a position to understand a certain statement made in the 
chapter on the diffraction grating (chap. 6, sec. 15). The statement in ques¬ 
tion is that a grating composed of transparent strips of width b and opaque 
strips of width c, yields spectra of the same intensity as the complementary 
grating composed of opaque strips of width b and transparent strips of 
width c. The truth of this statement follows at once from Babinet’s prin¬ 
ciple. The illumination will be the same with each of the two gratings every¬ 
where except at the central image—the grating having the wider trans¬ 
parent strips will yield the more intense central image. 

Passing now to the case of the Fresnel patterns which are formed by two 
complementary screens, let us consider first the instance in which there is a 
third screen having a large aperture, always in place. Referring to Figure 
182, let 0 be the source of fight, C the screen which remains always in place, 
and PP' a given field plane. This plane will be illuminated over a certain 
region when both of the complementary screens are absent. Let the geo¬ 
metrical cone of rays be indicated by the broken fines drawn from 0 by way 
of the edges of C to the field plane. There will be appreciable illumination 
somewhat beyond the base of this cone—let us say as far as the points Q 
and R. Beyond these points the field will be dark. When one of the two 
complementary screens is in place, call this screen A, there will be a diffrac- 
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tion pattern formed which in general will extend both over and beyond the 
region QR. When screen B is in place, A being absent, there will be a pat¬ 
tern formed which is different from that formed by A in the region QR, but 
outside of QR, for reasons explained in discussing the previous case, the 
pattern will be the same with screen B as with screen A . The present Fres¬ 
nel case differs from the Fraunhofer case only in the fact that the region in 
which the patterns differ, the illumi¬ 


nated region QR, is now not minutej 
but is of relatively great extent. 

We can draw certain conclusions in 
regard to the patterns formed in the 
illuminated region also; however, the 
conclusions which can be drawn for 
the illuminated region are somewhat 
scant. But such as they are, they ap¬ 
ply equally well to the present, Fresnel, 
case and to the previous, Fraunhofer, 
case only in the Fraunhofer case the 
illuminated region, QR, to which the 
conclusions in question apply, is much 
smaller. The conclusions will now be 
deduced: 

The basic concept of Babinet’s prin¬ 
ciple is that if the disturbance at any 
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Fig. 182 


given field point P, when both of the complementary screens are absent, is 
represented by a certain vector S (Fig. 182), and the resultant disturbance 


from the apertures of screen A is represented by a certain vector Sa, then 
the disturbance from the apertures of screen B must be represented by a 
vector Sb which satisfies the vector addition: 


(16) Sa+S b = S 

t 

If P happens to be a field point at which screen A yields no illumination, 
Sa = 0, then Sb — S. That is, the illumination at the field point in question, 
with screen B, must be equal to the illumination which obtains when 
both screens are absent. Conversely, at points where there is darkness 
with screen B, the illumination with screen A must be the original illumi¬ 
nation. It does not follow, however, that at all points where the original 
illumination obtains with screen A that screen B will give no illumi¬ 
nation. Let P' be a point at which screen A yields the original illumi¬ 
nation. The corresponding disturbance may be represented by a vector 
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Si which is the same in length but differs in direction from the vector S', 
which represents the original disturbance at P\ The length of the vector 
Sb, which represents the disturbance when screen B is in place, will now 
depend upon the angle which Si makes with S f . It is obvious that, depend¬ 
ing upon the angle which these two vectors make with each other, the length 
of 8£ may take any value from zero up to the length 2S , = 2Si —or, in 
other words, the intensity may take any value from zero up to four times 
the original intensity. In the same way, at points which have the original 
illumination with screen B we may expect to find with screen A an amount 
of illumination ranging anywhere from zero to four times the original il¬ 
lumination. 

In the Fresnel case in which we deal with two complementary screens 
only, that is, when there is no third screen having a large aperture, which 
remains always in place, the entire field plane will be uniformly illuminated 
when both screens are absent. The patterns due to one of the two comple¬ 
mentary screens will then in general differ from the pattern due to the other 
screen in all parts of the field. For example, the Fresnel pattern due to a 
circular disk is quite different from the pattern due to the complementary 
circular aperture. The only conclusion which Babinet's principle now al¬ 
lows us to draw is that at the points in each pattern at which the illumina¬ 
tion is zero, if there be such points, there will be normal illumination in the 
other pattern, and that at the points in each pattern at which there is nor¬ 
mal illumination, we shall find in the other pattern an amount of illumina- 
tion which may have any value from zero up to two times normal illumina¬ 
tion in amplitude, or four times normal illumination in intensity. 

Babinet’s principle also applies when we focus on the diffracting edges of 
two complementary screens introduced in succession. Let us suppose that 
we are using a telescope, in the manner described in section 10. When 
neither diffraction screen is in place, the extra-focal image of the source is 
the only region in the field of vision in which there is illumination. If now 
we introduce one of the two complementary screens, A , the diffracting 
edges will be luminous along certain stretches. There is now illumination 
along certain loci in the field of vision which were originally dark. Conse¬ 
quently, according to Babinet’s principle, when screen A is withdrawn and 
the complementary screen B is introduced, the same loci must again be 
luminous and with the same intensity as with screen A. Moreover, at each 
point of the field of vision the phase of the disturbance which prevails with 
screen B must be the opposite of the phase which prevails with screen A. 
Therefore, the light deflected along a given portion of the diffracting edges, 
where light is deflected, with screen B , must be retarded in phase by one- 
half period with reference to the light which is inflected, along the same 
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portion of the diffracting edges, with screen A , and vice versa. The same 
portions of the diffracting edges appear luminous with either screen. The 
effect in the field of vision differs only in the region occupied by the extra- 
focal image. The extra-focal image will be obscured, wholly or in part, by 
one screen, and will be passed, wholly or in the same part, by the comple¬ 
mentary screen. 

Babinet propounded the principle which now bears his name in the year 
1837. He discussed it only very briefly in a memoir on meteorological op¬ 
tics.* We shall learn later why the principle is important in this branch of 
science. 

13. The Diffraction of Light by Small Particles.—Considering first the 
complementary case of diffraction by small apertures: Let us suppose that 
we have a point source of monochromatic light and that we focus the eye 
upon this and then place immediately before the eye an opaque screen with 
a single minute circular aperture in it. Under these conditions the Fraun¬ 
hofer pattern due to the circular aperture is formed upon the retina of the 
eye, and accordingly one sees, in space, a circular central maximum sur¬ 
rounded by one or more rings or halos. The point source of light will not be 
seen as such, in focus. The smaller the aperture is, the larger will be the 
pattern, in the same proportion. A simple calculation shows that when the 
aperture has, for example, a diameter of .001 cm (10 p), the pattern will 
occupy a field of vision having an angular semidiameter of some 10°.| 

Let us now consider an opaque screen having numerous small apertures 
all of the same diameter. Let the apertures be close together and at random 
positions. Such a screen when held before the eye will yield the same pat¬ 
tern upon the retina as that formed by a single aperture, except that the 
pattern formed by the numerous apertures will .have an intensity propor¬ 
tional to the number of apertures which are effective, and moreover the 
point source of light will be seen in focus at the central point of the resultant 
pattern. That the pattern will take the form described follows from the 
fact that when the apertures are spaced at random there can be no observ¬ 
able interference effects between the disturbances from the various aper¬ 
tures, each considered as a unit, except at the central point of the pattern. 
Here the disturbances from all of the apertures arrive in the same phase with 

* A. Babinet, Compt. rend., 4, 638, 1837; see in particular bottom of p. 643 ff. 

t Assuming that the central maximum and the first two halos and these only will have 
sufficient intensity to be observable, it will be pertinent to calculate the semidiameter of 
the third dark ring. Referring to chap 5, sec. 3, we have, according to Table II, for the 
third dark ring S — 3.24X. The corresponding angular semidiameter is hence 0=3.24X/d, 
where d is the linear diameter of the aperture. Hence with X = 5 X10“ 5 cm, and d = .001 
cm, 0 = 3.24X5X1O“ 2 radians = 9.3°. 
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the result that there is constructive interference at this point which leads 
to the formation there of a well-focused image of the source.* 

A diffraction screen which is the complement of one having numerous 
small apertures all of the same diameter may be formed by depositing mi¬ 
nute disk-shaped or spherical particles of uniform size upon a glass plate. 
Babinet’s principle now tells us that such a screen held before the eye must 
yield the same pattern as that formed by circular apertures having a diam¬ 
eter equal to that of the particles. The pattern must be the same through¬ 
out the whole field except at the central point. Here a well-focused image 
of the source will be formed with either a screen of apertures or with one of 
particles, but the intensity of the image of the source will be different with 
one screen from what it is with the other. The intensity of the image formed 
at the center will depend upon the total area which is transparent, with the 
screen in question, f 

Our discussion thus far applies to apertures or particles which, while 
small, nevertheless have a diameter which is at least several times as great 
as the wave-length, and we shall for the present discuss only the effects 
produced by particles having a diameter of this order of magnitude. The 
diffraction effects produced by particles which have a diameter about equal 
to the wave-length, and the effects produced by particles of which the di¬ 
ameter is much smaller than the wave-length, each require separate dis¬ 
cussion. This will follow in due course. 

14. Young’s EriometerThis is a simple instrument used by Thomas 
Youngf for determining the diameter of small particles of uniform size 
having a diameter of at least several wave-lengths. The diameter in ques¬ 
tion is determined by measuring the angular diameter of one or the 

* In the same way numerous narrow slits of equal width, spaced at random, yield a 
pattern which is the same as that due to any one of the slits, only more intense, and, 
moreover, the source is seen in focus. In contradistinction, numerous equally spaced slits 
form a grating, and this yields a pattern in which there is complete constructive interfer¬ 
ence at certain points and practically complete destructive interference at all other points. 
But when sufficiently numerous slits are spaced at random , neither constructive nor de¬ 
structive interference will be observable, except at the center of the pattern where the 
interference is constructive. 

t The amplitude will be proportional to the transparent area, and hence the intensity 
will be proportional to the square of this. The sum of the intensities of the two images 
formed, one with each screen, will not give the intensity of the image of the source which 
is formed when both screens are absent; the two screens each diffract light into outlying 
parts of the field, and when both screens are absent this light also goes into the image. 
Consequently the intensity of the image formed when both screens are absent is greater 

than the sum of the intensities of the two images formed when the two complementary 
screens are used in succession. 

t Miscellaneous Works, 1, 305 and 346. 
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other of the halos which the particles produce. The eriometer may also 
be used for measuring the diameter of thin fibers. In fact, Young de¬ 
vised the instrument for the purpose of grading specimens of wool in 
regard to fineness or coarseness of fiber. The prefix “erio” is derived from 
the Greek epiov , meaning “wool.” The fibers do not need to be straight or 
parallel. It is in fact preferable to leave them oriented at random, and when 
so oriented they, like small particles, produce circular diffraction maxima. 

The eriometer consists primarily of a metal plate having a hole of about 
.5 mm in diameter at its center, and, surrounding this central hole, at a 
radius of 10 or 15 mm, a ring of much smaller holes. The entire system of 
holes is backed by some primary source of light of sufficient size. The cen¬ 
tral hole serves as the main source of light. The smaller holes in the ring 
give only enough light to permit this ring to be used as a reference mark 
against an otherwise dark background. The specimen to be examined is 
mounted in a support, and the observer brings his eye up close behind the 
specimen and looks through it at the central hole in the plate, whereupon 
he sees this hole surrounded by one or more halos. He now varies the dis¬ 
tance of the specimen from the plate, keeping his eye always close behind 
the specimen. The position of the specimen may be read off on a linear 
scale provided for this purpose. The halos each retain a fixed angular diam¬ 
eter throughout, but when the distance of the specimen from the metal 
plate is made, let us say smaller, the apparent linear diameter of each halo 
projected against the metal plate becomes smaller in the same proportion. 
Now the angular diameter of for example the first halo is large, in the same 
proportion in which the particles which are under examination are small. 
Hence, the smaller the particles, the closer must the specimen be brought 
to the plate in order to reduce the apparent linear diameter of the halo to 
that of the ring of small holes. And this is what is done in the process of 
measurement. The distance of the specimen from the plate is adjusted until 
for example the first halo has the same diameter as the ring of small holes. 
Then the distance of the specimen from the metal plate is read off on the 
above-mentioned linear scale. The diameter of the particles or fibers is in 
direct proportion to the distance of the specimen from the plate. This di¬ 
ameter may be ascertained either by calculation, or, perhaps more accurate¬ 
ly, by calibrating the instrument through the use of particles or fibers of 
which the diameter has been previously determined microscopically. 

The eriometer is simple in construction, easily handled, and presents a 
ready means of obtaining the average diameter of small particles or fibers 
which all have nearly, but not accurately, the same diameter. By means of 
it Young investigated the diameters of a long fist of particles and fibers 
having diameters ranging from about 3 ^ to about 50 p. The corpuscles of 
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human blood were found to have a diameter of about 7 \i. Lycopodium pow¬ 
der gives the most distinct halos indicating that the particles are very nearly 
uniform in size. The diameter of the particles of this vegetable powder is 

about 27 Hj or about 54 wave-lengths. 

15. Meteorological Phenomena—The science of meteorological optics 
deals with the numerous optical phenomena which are produced by the 
earth’s atmosphere and by the solid or liquid particles which may upon oc¬ 
casion be suspended in it. Several of these phenomena involve diffraction, 
and we shall speak briefly of these and of others closely related to them. 
Further information will be found in the sources listed in the footnote.* 

Halos , coronas , etc .—The well-defined ring of light, of large diameter, 
which is sometimes seen around the moon when the atmosphere is not en¬ 
tirely clear, is formed by refraction through alternate faces of small hexag¬ 
onal crystals of ice which often float in the upper layers of the atmosphere. 
The ring in question invariably occurs at an angle of about 22° from the 
moon. Now, alternate faces of a hexagonal crystal form a truncated prism 
of 60°, and when light passes at minimum deviation through a prism of ice 
of angle 60° it is deviated by 22°. Accordingly, it is safe to suppose that the 
22° ring is due to such refraction. It is not necessary that all of the ice 
crystals be oriented in any special manner. Light is refracted to the eye of 
the observer, at minimum deviation, by those crystals which happen to be 
in about the proper orientation. In the vicinity of minimum deviation, as 
is familiar, a comparatively wide latitude is permitted in orienting a prism. 
Moreover, since the angle of deviation involved is the minimum possible 
one, the inside of the ring is rather sharply defined. Crystals located in the 
sky at angles greater than 22° may also refract light to the eye, but since, 
for these, refraction must take place at an angle of deviation greater than 
the mi nim um one, the requirements of orientation will be more exacting 
and consequently there will be fewer crystals participating in refraction at 
a given larger angle at a given instant. Accordingly, the ring fades off gradu¬ 
ally, and yet fairly rapidly, toward the outside. Moreover, since red light 
is refracted at the least angle of all of the colors, the ring will be somewhat 
red in hue on the inside—and possibly somewhat blue on the outside. 

The 22° ring may also be seen around the sun. In observing this ring or 
others around the sun, one should, however, view the portion of the sky 
which one desires to examine, through a filter or by reflection in still water 
in order to avoid direct sunlight, which is injurious to the eye. 

A faint ring of light which is formed at an angle of 46° from the sun or the 

* Pemter and Exner, Meteorologische Optik (1910); or Geiger and Seheel, op . cit. } Vol. 
20, chap. 3; or Wood, Physical Optics (2d ed.), chap. 12; or, for the theory of the rainbow 
only, Preston, Theory of Light (5th ed.), chap. 20. 
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moon also originates from refraction by ice crystals. This ring involves re¬ 
fraction through an end face and a side face of the crystal. These faces make 
an angle of 90° with each other and consequently lead to a larger angle of 
minimum deviation. 

Other phenomena such as the “parhelic circle” and “mock suns” are also 
attributable to ice crystals, but the formation of these requires that the air 
be wind-free. In this case the crystals orient themselves to a certain extent 
in settling through the atmosphere. 

The various appearances due to ice crystals are, as we would expect, seen 
most frequently and in most beautiful perfection in the arctic regions. 

The rings at 22° and 46° are specifically called “halos.” 

Other rings not due to ice crystals also occur, and these are specifically 
called “coronas.” These arise from diffraction by the minute globules of 
water which constitute a mist or a cloud. There may be a pattern consisting 
of several rings. The pattern is of the same nature as that obtained with 
Young’s eriometer, and the entire pattern is of considerably smaller angular 
diameter than either of the above-mentioned halos. The diameter of the 
pattern is greater in proportion as the size of the globules constituting the 
mist is smaller. 

The distinction in meaning between the words “halo” and “corona” is not 
always strictly drawn; the words are often used more or less as synonyms. 

The fact that globules of mist are transparent, instead of being opaque, 
need not be taken into account; it is permissible to regard the globules as 
opaque and we shall so regard them. A transparent globule or globe brings 
light which is incident upon it to a focus, and then spreads it into a wide 
cone, and the result of this refraction is simply to superpose diffuse light 
upon the pattern with which we are concerned. This refers to the light 
which is refracted by the globe or globule without internal reflection. When 
internal reflection occurs, we have the situation which occurs in the forma¬ 
tion of rainbows. But rainbows do not concern us now because the various 
possible rainbows lie in portions of the sky quite far removed from the re¬ 
gion comparatively near the source in which coronas are formed. 

When small particles are deposited upon a plate of glass and the plate is 
held immediately before the eye, the pattern formed upon the retina is 
strictly a Fraunhofer pattern, whereas in viewing atmospheric coronas the 
situation is more nearly that previously described in discussing the lumi¬ 
nosity of diffracting edges. The observer is focusing on the diffracting screen, 
which is in this case the multitude of minute globules. If instead of dealing 
with globules we were dealing with globes large enough to subtend, each one, 
an appreciable angle at the eye, we would observe each globe to be luminous 
along a short stretch of its near edge, where the light from the source is 
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deflected, and also along the far edge, where the light from the source is 
inflected. If the globe were large enough, the eye would see these two lu¬ 
minous stretches separately—it would resolve them. Luminosity would be 
observed along these two stretches irrespective of the particular angular 
distance from the primary source at which the globe is observed. But since 
we are actually dealing with minute globules, the two luminous stretches are 
not resolved. If they are to produce any effect at all upon the retina, they 
must produce a joint effect. And they will produce an effect when the dis¬ 
turbances interfere constructively, and they will fail to produce an effect 
when the disturbances interfere destructively. Let us think in terms, not of 
the globule itself, but in terms of the complementary aperture. The observ¬ 
er will obtain an effect from the aperture if he is situated in that direction 
leaving the aperture, in which, for example, the first-order lateral maximum 
of the Fraunhofer type is formed. (We may speak in terms of the Fraun¬ 
hofer pattern because the distance to the field plane in which the observer is 
situated is vast in comparison to the diameter of the aperture.) In other 
words, the observer will obtain an effect from all apertures, or globules, lo¬ 
cated at certain proper angles with reference to his line of vision to the 
source, and he will fail to obtain an effect from apertures, or globules, which 
are located in certain other directions, namely, in the directions along which 
the minima of the Fraunhofer pattern occur. This explains why the corona 
is formed, and explains why, in accordance with observation, each ring sub¬ 
tends the same visual angle, with particles of a given size, which the cor¬ 
responding ring subtends when particles of the same size are deposited upon 
a plate of glass and the plate is held immediately before the eye. The pat¬ 
tern obtained is in effect again the same Fraunhofer pattern as that obtained 
with Young's eriometer. 

In order that the corona may be reasonably well defined, the globules con¬ 
stituting the mist must be all of nearly the same size. When the corona is 
well defined it shows color, being blue on the inside and red on the outside. 
This is what we would expect since long wave-lengths are diffracted to 
greater angles than short ones. By way of distinction, the halos formed by ice 
crystals are red on the inside and blue on the outside, as was stated above. 

Coronas may also be formed by mists or dust clouds produced in the 
laboratory. 

An observer standing on a mountain or wherever he may look at a suffi¬ 
cient angle downward, diametrically away from the sun, may, if there 
chance to be a cloud in that direction, see his shadow against the cloud, and 
may see a bright halo, a so-called “glory," surrounding the shadow of his 
head. This glory originates from light which is reflected and diffracted by 
the globules of mist which form the cloud. In observing the halo in ques- 
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tion, if there be several observers, each observer sees a halo encircling only 
his own head. To each observer the shadows of the heads of his companions 
appear to lack halos. This aspect of the phenomenon is particularly striking 
when the cloud is close by. 

The rainbow .—We shall not give the theory, but content ourselves 
with making a few comments. The complete theory is both lengthy and 
difficult. It involves refraction of the incident light at the surface of the 
raindrop, internal reflection, another refraction upon emergence, and subse¬ 
quent interference and diffraction effects. The theory may be found in nu¬ 
merous places, among others in the books referred to in the previous 
footnote. The gross characteristics of the principal rainbow and of 
the fainter rainbows which are sometimes seen are satisfactorily ac¬ 
counted for by considering only the refractions and reflections which take 
place at the surface of, and within, the raindrop. Since the raindrop is 
supposedly spherical, and all spheres are similar, this theory calls for the 
formation of for example the principal rainbow, always at the same angle, 
138°, away from the sun, independently of the size of the raindrops giving 
rise to the bow. The semidiameter is supposedly always 180 — 138 = 42°, 
with the center of the circle in the direction away from the sun. Actually, 
the semidiameter varies from occasion to occasion by several degrees, the 
bow is not always accurately round, the colors are not always equally pure, 
and there may be additional fainter bows close by the main one. 

The theory which takes account of refraction and internal reflection only 
was first given by Archbishop Antonius de Domini in the year 1611 and 
more clearly by Descartes in 1637. This theory is now usually spoken of as 
Descartes's theory, and in this theory it is shown that for each color the fight 
is most intense in the direction in which the minimum possible deviation for 
that color occurs—and this is the direction in which the color in question is 
seen. 

Descartes's theory leads to the diameter of the bow which actually ob¬ 
tains when the raindrops are large. But when the raindrops are small the 
bow is slightly smaller. The lack of roundness of the bow which sometimes 
occurs is accounted for by the fact that the drops are of different size in 
different parts of the sky, and the occasional lack of purity of color is ac¬ 
counted for by the fact that the drops in one part of the sky are not all of 
approximately the same size. In the year 1838 G. B. Airy* developed a 
more complete theory which takes account of the additional effects which 
arise from interference and diffraction. These effects become more and more 
marked as the drops become smaller, and it is these effects which account 
for the various anomalies which we have mentioned. 

* Trans . Camb . Phil. Soc.j 6, 379, 1838. 
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The blue color of the sky— The fact that we receive subjectively blue light 
from a clear sky is the result of so-called “Rayleigh scattering.” This type 
of scattering will form the subject of the section after the next, and there, 
among other things, the reason for the blue color will be discussed. 

16. Quetelet’s Rings.—Suppose that a plane mirror be lightly dusted on 
its front, unsilvered surface, with, for example, lycopodium powder, and a 
small source of light held close beside the eye be then viewed in the mirror, 
the mirror being placed at a distance of several feet. Under these circum¬ 
stances one sees a set of halos similar to those obtained with Young’s eriom- 
eter or in atmospheric coronas, and superposed upon this system is a set of 
rings which have come to be known as “Quetelet’s rings.” 

- When the light incident upon the front surface of the mirror is diffracted 
by a given particle, it then passes to the rear, silvered surface of the mirror, 
is-here reflected, and, in subsequently passing out through the front surface, 
is again diffracted. In any given direction of emergence the two disturbances 
which arise from the two successive diffractions by the same particle are in 
a condition to interfere. As a result a system of rings will be formed which 
have the normal to the mirror as a common center. 

These rings were first observed, in the manner described, by Dr. Whe- 
well, who communicated the information to Quetelet who made it public. 
Somewhat similar rings were investigated by Newton. He used a concave 
mirror, in a different manner. The rings then formed are known as “New¬ 
ton’s diffusion rings.” For further information regarding the formation of 
rings of this type see the references given in the footnote.* 

17. Rayleigh Scattering.—We have been considering diffraction by small 
particles, but the particles in question while small have yet supposedly had 
diameters several times as great as the wave-length. We shall presently con¬ 
sider diffraction by particles which are very much smaller still. We may 
throughout think of the particles as being spherical. 

Speaking in terms of the circular aperture which is complementary to a 
particle of any given size: A circular aperture which has a diameter of at 
least several wave-lengths will yield a pattern which is characterized by the 
presence of maxima and minima. These maxima and minima may be 
thought of as being those of the Fraunhofer pattern, for we shall continue to 
concern ourselves only with cases in which the distance of the source and 
the distance of the field point are vast in comparison to the diameter of the 
aperture. .The smaller the diameter of the aperture, the larger is the whole 
pattern and, in particular, the broader is the central maximum. If we con¬ 
sider the diameter of the aperture to decrease continually, we shall eventu- 

* Preston, op. cit. (5th ed.), p* 233; Wood, op. cit. (2d ed.), p. 242; Winkelmann, 
Handb. (2d ed., 1906), 6, 1083; Raman and Datta, Phil. Mag., 42, 826, 1921. 
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ally arrive at a situation in which the central maximum just extends over all 
possible angles of diffraction, from zero to 90°. This situation will occur 
when the path increment at the edge of the aperture which is required for 
the formation of the first minimum, namely, the path increment 6 = 1.22 X, 
can be obtained only by going to the extreme possible angle of diffraction, 
namely, 90°. The diameter of the aperture which then obtains is d = 8 = 
1.22 X. For an aperture of this diameter, and for all smaller apertures as 
well, the only diffraction which we can have is a general diffusion of illumina¬ 
tion, so-called “diffuse scattering.” There are, however, certain considera¬ 
tions (which are explained in sec. 25) which make it impossible to rely fully 
upon diffraction theory in the form thus far presented when the aperture, or 
obstacle, has a diameter of only the order of magnitude of the wave-length. 
Accordingly, the aforementioned factor 1.22 has really no significance. We 
may say, however, that diffuse scattering will set in when the aperture is re¬ 
duced to a diameter somewhere in the neighborhood of one wave-length ^nd 
will continue for all smaller apertures. 

Invoking Babinet’s principle, we may now make a statement similar to 
the foregoing in regard to small particles: Particles having diameters of the 
order of the wave-length and all smaller particles as well will produce only 
diffuse scattering. 

The particular case which we shall next consider is that of diffraction by 
particles of which the diameter is only a small fraction of the wave-length. 
In this case the path differences from various points of the particle (or from 
various points of the complementary aperture) to any given field point are 
all so small that the corresponding phase differences need not be taken into 
account. The question of phase differences does not enter the problem. 

The principles which govern the scattering of light by particles which are 
small compared to the wave-length were first discussed by Lord Rayleigh in 
the year 1871. It is the scattering from such particles which has now come 
to be known as “Rayleigh scattering.” Lord Rayleigh returned to the dis¬ 
cussion of the question upon two occasions in later years.* 

Referring to Figure 183, let the light be incident horizontally from the 
left as indicated by the arrow A. Let this light be plane polarized, the direc¬ 
tion of the vibration being vertical. This refers to the direction of vibration 
of the ether particles when we are speaking in terms of the elastic solid theo¬ 
ry, or to the direction of the electric vector when we are speaking in terms 
of the electromagnetic theory. Let D be a diffracting particle which is small 

* Op. cit., 1, 87, 104, and 518 (in particular, pp. 528 if.); 4, 397. These papers all ap¬ 
peared in the Phil. Mag. for the years 1871, 1881, and 1899. 

For a recent discussion of Rayleigh scattering see Jean Cabannes, La diffusion moUcu- 
laire de la lumiere (Paris, 1929). 
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compared to the wave-length. The particle may be supposed to “load” the 
ether. However, if we could apply to the ether at this point a proper periodic 
force, in addition to the force which is applied by the incident light, and hav¬ 
ing the same frequency, the displacement in the ether could be everywhere 
and at every instant restored to what it would be if the particle were absent. 
In this case there would be no scattering. But since the additional periodic 
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force is not forthcoming, the particle will act as a center of scattering. Now 
it follows from considerations of symmetry that the additional force would 
have to be vertical, and consequently the scattering effect produced by the 
particle will be the same as though, in the absence of the primary wave, we 
applied the proper vertical periodic force at the position of the particle. 
This force would have to be at every instant the negative of the above-men¬ 
tioned additional periodic force which would be required to neutralize the 
effect of the presence of the particle when the wave is passing. 

The scattering particle is not actually set into bodily motion by the inci¬ 
dent light, but the electrons within the atoms which constitute the particle 
are set into vibration. The particle constitutes a minute linear oscillator 
which is undergoing forced vibration. 

Let us consider the disturbance which the vibration at D causes at vari¬ 
ous points on a reference sphere which has the point D as center. Let LMN 
be a horizontal circle described on this reference sphere and let FPQ repre¬ 
sent a vertical circle described thereon. Denote the radius of the sphere by 
r. At all points on the horizontal circle—for example, at L, M, and N —the 
disturbance will be vertical and will have everywhere a common amplitude. 
Denote this amplitude by ao. Continuing, let F be a point along the vertical 
line through D. The vibration at D has no component perpendicular to the 
direction of propagation from D to F; consequently the disturbance at F 
will be zero. Further, at the field point P the amplitude will be a = ao sin </> 
where <j> is the angle indicated. This result follows from the fact that that 
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component of the vibration which obtains at D which is perpendicular to DP 
is obtained by multiplying by sin 0. The direction of the vibration at P, or 
at any other field point, is determined according to the principle that the vi¬ 
bration there must be perpendicular to the line of propagation to the field 
point and must furthermore lie in that plane which contains the line FD 
along which the vibration at D takes place. When the field point is con¬ 
sidered to rotate about FD as axis, the disturbance remains constant in am¬ 
plitude but varies in its direction in space. The direction is throughout de¬ 
termined according to the principle which was just stated. It is to be noted 
that the direction which the vibration takes is such as to make the angle be¬ 
tween this direction and the vibration at D a minimum, or, what is the same, 

to make the angle with the direction of vibration of the primary light a 
minimum. 

We should of course think, not in terms of a single particle, but in terms 
of a multitude of particles suspended in a gas or a liquid contained let us say 
in a bulb, and we should then consider what we will observe when we take up 
various positions around this bulb. 

Scattering experiments serve to answer what was long an unanswered 
question, namely: What is the direction of the vibration in a beam of light 
which has been plane polarized by refraction through a crystal or by reflec¬ 
tion from, for example, glass or water? When the light incident upon scatter¬ 
ing particles has been plane polarized by passing it through a nicol prism, 
the nicol must have the long diagonal of its end face horizontal in order that 
the scattered light may have constant intensity in the horizontal plane, and 
zero intensity vertically, as represented in our figure. Accordingly, the di¬ 
rection of vibration in the light transmitted by a nicol prism is vertical when 
the long diagonal of the end face is horizontal. Now a nicol prism consists of 
a crystal of calcite of certain proportions which has been cut into two pieces, 
and cemented with Canada balsam; the layer of Canada balsam reflects the 
ordinary ray to the side of the prism where it is absorbed, and accordingly 
the nicol transmits the extraordinary ray only. It is thus the extraordinary 
ray which furnishes the light when we allow light polarized by a nicol prism 
to be incident upon scattering particles. And since the long diagonal of the 
prism must be horizontal when the vibration in the scattered light and 
hence also that in the incident light is to be vertical, we arrive at the con¬ 
clusion that the direction of vibration in the extraordinary ray is the direc¬ 
tion perpendicular to the long diagonal of the end face of the crystal. 

Unfortunately, long before there was any way of knowing which was the 
direction of the vibration, the plane which is parallel to the long diagonal of 
the crystal came to be defined as the “plane of polarization” of the extra¬ 
ordinary ray, and this definition still stands. In other words, what is by 

M * 



248 


RAMIFICATIONS OF DIFFRACTION THEORY Chap. 7 


definition the “plane of polarization” is perpendicular to the plane in which 
the vibration takes place. The latter plane is now called the “vibration 
plane.” 

It turns out, in similar fashion, that when light is plane polarized by re¬ 
flecting it from glass or water at the proper angle, the direction of vibration 
is parallel to the surface; accordingly, the “plane of polarization” is perpen¬ 
dicular to the surface or in other words coincides with the plane of incidence 
and reflection. 

Before there existed any direct experimental evidence indicative of the 
fact that the vibration plane is perpendicular to what had been defined as 
the plane of polarization, Fresnel, in arriving at certain equations for reflec¬ 
tion and refraction at the surface of a transparent medium, which he de¬ 
duced theoretically, had provisionally concluded that the vibration must be 
perpendicular to the arbitrarily defined plane of polarization. There now 
also exist other experiments, besides those of scattering, which all lead to 
this conclusion.* 

The case in which the light incident upon the diffracting particles is un¬ 
polarized is also of importance. In order to comprehend the results which 
then obtain we must think of the incident fight as still being plane polarized 
but with the plane of polarization changing frequently, or let us say rotating 
about the direction of incidence as axis, that is, rotating about the vector A 
of our figure. When the incident fight is unpolarized and we then observe 
along the direction of incidence, or practically along this direction, as from 
the point M of our figure, we find the diffracted light unpolarized. When, 
however, we observe from N we find the state of polarization to be the same 
as when the incident fight is polarized with the direction of vibration verti¬ 
cal, because, in observing from N, only the vertical component of the vibra¬ 
tion at D is effective. In observing from F we shall now find the same in¬ 
tensity as in observing from N and we shall find the diffracted fight plane 
polarized with the vibration perpendicular to the plane of the paper.. In ob¬ 
serving from a general field point—for example, from P —we find partial 
polarization. 

With particles too large to yield pure Rayleigh scattering, anomalies are 
sometimes found in regard to the state of polarization of the scattered 
fight. In some cases the direction of vibration is at right angles to the 
expected direction. 

. Supposing that the fight which we receive from the sky is due to Rayleigh 
scattering caused by minute particles of one type or another, we would ex¬ 
pect, according to the principles of scattering which we have been consider- 

* Notably those of P. Selenyi. For a summarized discussion and references see Wien- 
Harms, Handb. d. exp. Phys. f 18 , 135 and 284. 
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ing, to find the following: In looking toward the sky anywhere at right 
angles to the direction of the sun and examining with a nicol prism, we would 
expect to find the light completely plane polarized. In looking in other 
directions, we would expect to find partial polarization, except that if, at 
sunrise or sunset, we should look along the direction of the incident light, we 
would expect to find the light completely unpolarized. Actually several di¬ 
rections may be found where there is no polarization, and, moreover, in 
looking at right angles to the sun, while there is a considerable amount of 
polarization in this direction, the polarization is by no means complete. This 
lack of completeness may possibly arise from the fact that we are not dealing 
with pure Rayleigh scattering, but other causes are more probable. The 
scattering particles are probably not spherical, and, moreover, the light 
which reaches any point of the atmosphere does not all come directly from 
the sun, but some of it is light which after having struck the earth is diffuse¬ 
ly reflected. Hence, in the case of the light which reaches us from the sky, 
the exciting light is not all incident in one direction. 

Much of the instigation which led Rayleigh to his Consideration of the 
question of scattering was furnished by a series of experiments which had 
been performed by John Tyndall. In these experiments Tyndall produced 
“clouds” by the action of certain vapors upon each other. Tyndall made 
careful observations upon the changes in the scattered light which took 
place while the particles slowly increased in size, observing the color, analyz¬ 
ing the light with a nicol prism, etc. He discovered a number of interesting 
phenomena. One of these phenomena, which concerns us here, is that when 
the particles are first formed and are extremely small, the light scattered by 
them is always blue. Subsequently, when the particles have become larger, 
the light is white, because ordinary diffuse reflection then begins to set in. 
The blue color which appears when the particles are extremely small sug¬ 
gests that extremely small particles scatter short wave-lengths to a greater 
extent than long ones. This is as we should expect since a particle of given 
size constitutes an obstacle which is larger relative to short wave-lengths 
than to long ones. However, the rate at which the scattering increases with 
decrease of wave-length is cause for surprise. Lord Rayleigh deduced the 
law which relates the scattering to the wave-length in a highly mathematical 
treatment. He, however, also pointed out how the law might be arrived at 
from general considerations of dimensions. We shall follow him in the latter 
method of attack: 

The amplitude of the disturbance caused by a minute spherical scatter¬ 
ing particle of given material will be proportional to the volume of the parti¬ 
cle. Denote this volume by v and denote the amplitude of the incident wave 
by A. Further, denote the distance to a given field point by r and denote by 
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<t> the angle between the radius vector to the field point and the direction of 
the vibration in the incident wave. Introducing a constant of proportion¬ 
ality, K, the amplitude a which is produced at the field point, by the light 
scattered by the particle, may now be written: 



KAv . , 

a = -sm 0 

r 


Now a/A is a ratio of amplitudes and is hence a pure number. Hence Kv/r 
must be a pure number. But v/r has the dimensions of length squared. 
Therefore K must have the dimensions of the reciprocal of length squared. 
But the only length involved in the problem which has not been taken into 
account is the wave-length, X, of the fight. Hence we may place K=k /\ 2 , 
where k is pure number, and this number may depend only upon the con¬ 
stants of the material which constitutes the particle—for example, upon the 
index of refraction. Writing fc/X 2 in place of K , equation (17) becomes: 



kAv . 

a=-— 9 sm <j >. 


Or we may write for the intensity i of the scattered fight: 




k 2 A 2 v 2 
r 2 X 4 


sin 2 <j >. 


The important result of this equation is that the intensity of the scattered 
light varies inversely as the fourth power of the wave-length. This means 
that blue fight should be scattered about ten times as much as red fight. 

Before the day of Tyndall many physicists, from Newton downward, tak¬ 
ing their clue from the interference colors shown by thin films, had attribut¬ 
ed the blue of the sky to reflection from some kind of films in the atmos¬ 
phere, the films being supposedly of the proper thickness to reflect blue 
fight. After Tyndall’s experiments there was, however, no longer any need 
to resort to such artificial hypotheses. It then appeared almost certain that 
the color of the sky arises from the greater scattering of the shorter wave¬ 
lengths by particles of some kind, but there was as yet no clue as to whether 
the particles responsible for the scattering were minute foreign particles, 
such as dust particles, or whether the molecules of the air might themselves 
be the centers of scattering. However, while this question had to remain 
open, Rayleigh showed experimentally that the intensity distribution of 
fight from the sky follows his above-given inverse fourth-power law as close¬ 
ly as would be expected. Rayleigh showed this by passing light from the sky 
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through a spectroscope and comparing the intensity which was obtained at 
various points of the spectrum with the intensity which was obtained at the 
same points of the spectrum when sunlight diffused by a sheet of white paper 
was passed through the spectroscope. 

In the year 1899 Rayleigh succeeded in showing that the blue color of the 
sky could be satisfactorily accounted for on the supposition that the mole¬ 
cules of air themselves constitute the scattering centers, and it has since be¬ 
come an accepted view that most of the scattering is caused by air molecules. 
It is of course not claimed that minute suspended particles do not also con¬ 
tribute, but the fact that the color of the sky is the same over the sea as it is 
over land indicates that the air molecules must be responsible for most of 
the effect. 

According to a theory of Smoluchowski and of Einstein, the blue color of 
the sky may be due, not to air molecules acting each individuaEy, but to 
transient, very local density variations which according to the kinetic theo¬ 
ry of gases are constantly occurring at every point within a gas. These local 
variations of density occur because the molecules of a gas are in rapid mo¬ 
tion. 

The theory of scattering as developed by Rayleigh presupposes particles 
which are transparent. In Rayleigh’s development, the scattering is at¬ 
tributed to the relatively small difference in optical density which supposed¬ 
ly exists between the particle and whatever the surrounding medium may 
be. 

J. J. Thomson subsequently developed corresponding theory for an 
opaque, perfectly reflecting particle. 

When the diffracting particle has a diameter which is not small compared 
to the wave-length, but is of the same order of magnitude, new aspects of 
theory arise. In particular, resonance effects play an important r61e. 

For further information and references regarding the various theoretical 
developments just mentioned see the sources cited in the footnote.* 

In some types of scattering such as, for example, in that involved in the 
Raman effect, a change in the wave-length of the light occurs. The theory of 
scattering when change of wave-length occurs falls outside of the province of 
diffraction theory. 

18. Diffraction by a Slightly Transparent Screen.—Let us suppose that a 
film of silver be deposited upon one-half of a plane-parallel plate of glass of 
good quality, the other half of the plate remaining clear, and the film ter¬ 
minating along a straight edge. The plate, or rather the film upon it, will 
serve as a diffracting screen, and supposing momentarily that the film is 
completely opaque, this screen will form the usual Fresnel pattern due to a 

* Geiger and Scheel, op. cit. } 20, 307 ff.j Encykl. d. Math. Wiss. f 5, Part III, 513 ff. 
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straight edge, having external fringes and no internal fringes. But if, on the 
contrary, the film transmits a small fraction of the incident light, the exter¬ 
nal fringes will be practically unaltered, and in addition there will be inter¬ 
nal fringes formed. These internal fringes may be regarded as arising from 
interference of the small amount of direct light transmitted by the film with 
the likewise small amount of light which is inflected in the usual manner. 

19. Diffraction by a Thin Transparent Lamina.—Consider a thin trans¬ 
parent lamina bounded by a straight edge to replace the usual opaque 
screen. Let the incident light be monochromatic of wave-length X. Further, 
let the lamina, as viewed from a field point beyond the screen extend from 
the edge indefinitely to the left. The left half of the incident wave will pass 
through the lamina and the right half will pass by the lamina. Denote the 
thickness of the lamina by e and the index of refraction of the material, for 
the wave-length X, by /*. Then the increment of optical path which a ray pass¬ 
ing through the lamina suffers because the lamina is present is $ = (/*—l)e. 
To begin with, let the thickness of the lamina be such that this path incre¬ 
ment equals X/2. 

The diffraction pattern to which the lamina gives rise may be deduced 
from the Cornu spiral and accordingly the reader should think in terms of 
this spiral and the various closing vectors which enter into consideration, in 
reading the following paragraphs. 

At what would ordinarily be the edge of the geometrical shadow, the 
amplitude, instead of having a value of one-half of that of normal illumina¬ 
tion, will now be zero. This follows because at this point the contribution 
from the left half of the wave front will be equal in magnitude to that from 
the right half, and, moreover, the contribution from the left half will be re¬ 
tarded in phase by one-half period due to the presence of the lamina—hence 
destructive interference results. 

If the lamina were opaque, the only fringes which would be formed would 
be the usual external ones, and these fringes could be interpreted as arising 
from the fact that the light which is stopped by the opaque screen is sub¬ 
tracted from the uniform illumination which would prevail in the absence of 
any screen, the subtraction being made in accordance with the principle of 
interference, that is, vectorially. When the transparent lamina is in place, 
we may regard the same light as first being subtracted and then added in re¬ 
versed phase, and this operation would lead to the same result as though 
only the subtraction had been made, but in double amount. Accordingly, 
the final result is that what would with an opaque screen be the external 
fringes, will remain, fringe for fringe, but the maxima will be higher and the 
minima will be lower. The fringes will be more intense. Moreover, there 
will be an exactly similar set of fringes within what would with an opaque 
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screen be the shadow. The two sets of fringes are symmetrically located 
with reference to the “edge of the geometrical shadow." It is evident that 
this follows when we bear in mind that retarding the left half of the incident 
wave by one-half wave-length with regard to the right half, produces the 
same effect as advancing the left half by the same amount with reference to 
the right half. 

The same pattern as that which is formed by a lamina causing a retarda¬ 
tion of X/2 will be formed by laminae causing retardations of 3 X/2, 5 X/2, 
etc. Furthermore, laminae causing retardations of respectively X, 2X, etc., 
would evidently form no pattern whatever, if the edge of the lamina could be 
cut absolutely “clean." 

20. Talbot’s Bands.—If, when an observer is viewing a continuous spec¬ 
trum through the eyepiece of a spectroscope, he introduces, for example, a 
microscope cover glass from the side of the blue end of the spectrum, between 
his eye and the eyepiece, until the cover glass covers about one-half of the 
pupil of his eye, he will see the spectrum traversed by a series of vertical 
bright and dark bands. If he introduces the cover glass in the same way but 
from the side of the red end of the spectrum, the bands will not appear. 
Speaking in terms of the prism spectroscope, the foregoing means that if the 
bands are to be seen, the cover glass must be introduced from the side of the 
base of the prism when it is introduced as described, between the eye and 
the eyepiece. 

The cover glass, or other transparent lamina, such as, for example, a sheet 
of mica, may also be introduced between the prism and the telescope objec¬ 
tive, When introducing the lamina here it is well to stop the aperture down 
with a rectangular diaphragm of suitable dimensions and to mount the 
lamina on the diaphragm in such a manner that it covers one-half of the rec¬ 
tangular aperture and the other half is left clear. The diaphragm with the 
lamina mounted upon it must now however be introduced so that the lamina 
extends over that half of the aperture which lies toward the vertex of the 
prism. If introduced so that the lamina lies toward the base of the prism, the 
bands will not appear. 

The bands may also be readily found, perhaps most readily, when the 
telescope is dispensed with and the spectrum is viewed directly in the prism. 
The lamina must in this case be introduced from the blue end of the spec¬ 
trum which now lies on the side toward the vertex of the prism. 

The bands in question were discovered by H. F. Talbot in the year 1837 
and he gave an imperfect explanation of them based upon interference be¬ 
tween the beam passing clear of the lamina and the beam passing through 
the lamina. But Talbot's explanation did not account for the fact that the 
bands fail to appear when the lamina is introduced on the wrong side. The 
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complete explanation requires that interference and diffraction effects be 
taken account of jointly. Since, however, the complete explanation is rather 
involved and the phenomenon is not one of groat general interest, let it 
suffice to give references to where complete treatments may be found.* 

21. The Colors of Mixed Plates—The colors in question are readily 
produced by the following process: A fairly large drop of egg albumen or of 
saliva is placed on a plate of glass and this is converted into a froth contain¬ 
ing numerous small air bubbles by pressing another plate of glass against the 
drop and lifting it again, and repeating this operation as often as may be 
necessary. The two pieces of glass with the froth between them are now to 
be worked over each other in a translational rotational motion, being at the 
same time pressed together. During this stage of the process the plates 
should be held up, at a distance of a foot or thereabouts from the eye, 
against the dividing line between a light background, such as is furnished 
by a window, and a nearly dark background, such as the wall of the room, 
provided the wall be sufficiently dark. The colors will soon appear, and 
when they have once appeared, colors will also be found when the specimen is 
held entirely against the light background and also when it is held entirely 
against the dark background, and whether the specimen be held at a dis¬ 
tance or close before the eye. Finally, it should be noted that the specimen 
does not show color when viewed by reflection. 

The colors in question were discovered and described by Thomas Young, f 
He found, upon examining the mixed film under sufficient magnification, 
that the minute air spaces are by no means all of the same size, and hence 
he concluded that the colors are not the result of diffraction, like the colors of 
halos, but arise from interference between the light which passes through the | 
liquid and that which passes through the air spaces. Upon this view the color 
should be determined entirely by the optical path difference 6 = (p—l)e, ,< 
where e is the thickness of the film and p is the index of refraction of the 
liquid, those wave-iengths being removed from the incident white light for 
which the path difference 5 as above given is an odd number of half wave¬ 
lengths. While it is true that the color observed is mainly a function of the 
thickness of the film considered in conjunction with the index of refraction 
of the liquid, Young’s view does not completely account for the observed 
phenomena. The theory of diffraction by transparent laminae also enters. 

The colors shown by the so-called mixed plates, which are really quite thin 
mixed films, have been studied and treated by numerous investigators since 

* Bouasse et Carrieire, Diffraction (Paris: Delagrave, 1923), p. 128; Wood, op. cit., 

(2d ed.), p. 264; Geiger and Scheel, op. cit., 20, 52; Winkolmann, op. oil. (2d ed., 1906), ^ 

6, 1084. 

t Led. Nat. Phil, 1,470; 2, 635 ;Miscel. Works, 1,173. 
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Young’s time. The complete theory is quite involved, and hence we shall 
content ourselves with giving references to where further information may 
be found. * 

The mixed plate may also be composed of two different liquids. By way 
of example one of the liquids may be water, and minute globules of oil in the 
water may constitute the other liquid. Since the difference in index of re¬ 
fraction between two liquids is in general much less than the difference be¬ 
tween air and a liquid, the thickness of the film which corresponds to a given 
optical path difference will in general be much greater when the film is com¬ 
posed of two liquids than when it is composed of air and a liquid. 

22. The Action of a Grating on Single Pulses.—The question of what 
action a grating would have on isolated pulses arriving at random intervals 
is of interest in connection with the question of the nature of white light. 
What the connection is will appear as we proceed. 

Referring to Figure 184, let AB be a single pulse having a plane front, 
which is traveling to the right, and is about to be incident upon the grating 



Fig. 184 


G. For the sake of simplicity let us suppose that the direction of incidence is 
perpendicular to the grating, as represented in the figure. When the pulse 
reaches the grating each transparent strip of the grating becomes the point of 
origin of a Huygens wavelet and after a certain time has elapsed the wave¬ 
lets will occupy the positions C-D; only a portion of each wavelet is repre¬ 
sented. At any angle of diffraction 0, the wavelets follow each other at an 
interval which, measured along the given direction of diffraction, is equal to 
\ = a sin 0, where a is the grating space. The wavelets will pass through the 
focusing lens, L, and at a later time will occupy the positions E—F , and will 
eventually pass in succession through any given point in the focal plane of 

* Raman and Banerji and Rao, Phil. Mag., 41, 338, 860, and 42, 679, 1921; Wood, 
Physical Optics (2d ed.), p. 252; and Gehrcke, Handb . d. Phys. Opt., 1, 374. 
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the lens. Let P be the point in the focal plane which corresponds to the 
direction of diffraction 0. The wavelets will pass through P at the same 
space interval X = a sin 0 at which they were following each other before 
passing through the lens. But P is the point to which a continuous train of 
waves of wave-length X — a sin 0 would be diffracted. Hence we see, first, 
that a grating would manufacture out of a single pulse a disturbance which 
is periodic and, second, that the period of the manufactured disturbance, or 
its “wave-length,” would be, at each point of the focal plane, the same as the 
wave-length of the continuous train of waves which would be diffracted to 
the same point. Each point of the focal plane would receive a manufactured 
periodic disturbance of the proper wave-length. Consequently, a succession 
of pulses arriving at random would form the same continuous spectrum 
which would be formed by trains of waves of all wave-lengths incident si¬ 
multaneously upon the grating. The spectrum would in either case be iden¬ 
tical with that which is formed by white light, and this fact forces us to 
entertain the alternate hypothesis that white light may consist of a random 
succession of pulses, instead of having trains of waves of all wave-lengths 
originally in it as we have hitherto supposed. 

For the sake of simplicity the case of perpendicular incidence upon the 
grating was considered above, but obviously the same results apply at any 
angle of incidence. 

A prism would act upon a random succession of pulses in a manner some¬ 
what similar to that in which a grating would act upon them, but in the case 
of the prism it is possible to explain the action only after having considered, 
the question of group velocity. We shall consider this question forthwith. 

23. Group Velocity.—Suppose a stone is dropped into a quiet pond. 
Several successive waves will spread out circularly, and after these waves 
have proceeded some distance, a vertical cross-section of them will be some¬ 
what as represented in the topmost curve of Figure 185. The waves consti¬ 
tute what we may call a “wave group.” Let us suppose that the group is 
traveling toward the right. Observation of one of the crests near the front 
of the group—for example, of the one marked S —will reveal that this crest 
travels to the front of the group and disappears, and further obervation will 
reveal that each of the individual crests travels faster than the group con¬ 
sidered as a whole, each crest traveling through the group from the rear to 
the front. If at one instant there is a crest Q at the center of the group, 
which has the greatest height, at a later instant the minimum between P 
and Q will be at the center of the group and the crests P and Q will have the 
same height. The group changes as time proceeds, and when the minimum 
between P and Q is at the center, the group may be considered to have be¬ 
come inverted. After a certain further time has elapsed the crest P will occu- 



Sec. 23 GROUP VELOCITY 


257 


py the central position in the group and the group will then have returned to 
its original configuration. 

Any wave group may be analyzed by Fourier series into a number of 
component wave trains extending to infinity in both directions. And this 
applies also when the group under investigation takes the form of a single 
pulse. We fortunately do not need to concern ourselves with the details of 



A O 
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Fig. 185 

the Fourier analysis but may learn all that we need to know about the prop¬ 
agation of wave groups by considering the summational effects which arise 
from only two continuous trains of waves of different wave-length traveling 
with different velocity. However, when there are only two component 
trains, the group as constituted at any one instant of time may repeat itself 
in space. This will become evident presently. 

Referring to the middle and lower portions of Figure 185, let the solid 
curve W f and the broken curve W" represent two continuous trains of 
waves of wave-lengths X' and X", such that X"> X', and let the curve in the 
lower part of the figure represent the sum of the two curves above. In the 
illustration, two crests of the component trains coincide exactly at B and 
two minima coincide exactly at D. In this circumstance the group extend¬ 
ing from A to C is repeated in inverted form between C and E. Beyond E 
the erect group will again be repeated and beyond this the inverted group, 
etc. Consider the wave trains W' and W n both traveling to the right. In 
case the medium is one through which the two wave trains both travel with 
* the same velocity, then each group of the summational train will obviously 
retain its form at all times; the summational wave will move to the right 
with the common velocity of the component trains, in its entire contour. 
The group velocity is then equal to the wave velocity—and there are no 
separate phenomena of group propagation which require consideration. 
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Taking up now the case in which the two trains travel with different 
velocities, let the velocity of the train 17' be 7' and let the velocity of the 
train W " be 7", and, since X” > X', let 7" > 7', in accordance with the fact 1 
which obtains for an ordinary dispersive medium, such as glass, that the 
waves of greater wave-length travel with greater velocity. The velocities V 1 
and 7" are known as “wave velocities” or “phase velocities” by way of dis¬ 
tinction from the “group velocity” which will be defined shortly. When the 
particular crest marked 17” has caught up with the particular crest marked 
17', the original form of each group will be repeated identically, but each 
group will now be farther to the right by a distance which depends upon 
several factors. In the meantime the group will have passed through the 
inverted stage—but this fact does not now concern us directly. Let us fix 
our attention upon the original group AC. The crest 17” is overtaking the 
crest 17' with a relative velocity 7” — 7' and the distance between the two 
crests which must be closed up in order that the group may resume its 
original form is X”—X'. Denote by T the time which is required for the 
crest T7” to overtake the crest 17', then: 

(20) (7”-7') 7 T = X” —X'. 


If the difference in wave-length between the two component trains is small 
we may write X”—X' = dX' and 7” — 7' = c?7', and equation (20) then yields 




1 

dV r ’ 



Since T is the time which elapses before the group next reappears in its 
original form, it may be called the “group period.” Denote by X the dis¬ 
tance to the right at which the group next reappears in the same form. Fix¬ 
ing our attention upon the train 17' and in particular upon the crest B of this 
train, the distance X at which the next reappearance of the group will occur 
is the distance which this crest will have traveled in the time T less one 
wave-length X'. Hence: 



I=7T-V 



We now define the “group velocity” as the distance which the group has 
traveled between identical reappearances divided by the corresponding 
time, or, denoting the group velocity by 17, as: 


U=^=V'-\ 


,dV' 
d\' ‘ 


(23) 
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The group velocity is lower than the wave velocity whenever dV f /d\ l is posi¬ 
tive—or, in other words, in any medium in which long waves travel faster 
than short ones. This is the condition which obtains in any ordinary dis¬ 
persive medium such as glass or water. 

Let us consider now the propagation of wave groups in a hypothetical 
medium in which the wave velocity is given by the equation: 

(24) F = a+&\', 

where a and b are constants. We now have, when taking account of equa¬ 
tions (21) and (23): 


(25) 

II 

cr 1 

II 

(26) 

U=a, 

(27) 

X=UT=1. 

0 


For such a medium the space interval of repetition of a group, X } the group 
period, T } and group velocity, [/, are all constant, that is, always the same 
no matter what the wave-lengths of the component trains may be, or how 
many component trains there may be, and hence always the same for all 
types of groups including single pulses. Let us now imagine that a medium 
of this type is formed into a prism, and imagine further that random pulses 
are incident perpendicularly upon one face of the prism. * 

24. The Action of a Prism on Single Pulses.—Referring to Figure 186, 
let random pulses having plane fronts be incident from the left upon the 
face AB of the prism ABC. Under these circumstances a given pulse will 
enter the face AB over its entire area at one instant of time. It will travel 
horizontally to the right, beginning to undergo change of form as soon as it 
enters the dispersive medium, the prism. If the pulse is an erect one to be¬ 
gin with, it will, at regular intervals, become inverted, will then become 
erect again, then again inverted, etc. Let the distance KD represent the 
distance previously denoted by X between successive recurrences of the 
same phase. The pulse will then crop out in its erect phase at the points 
D, Ey and F of the face AC of the prism. If, as we shall suppose, the prism 
has a perfect edge at A , the point A should also be counted as a point where 
the pulse crops out in its erect phase. Halfway between the positions of ap¬ 
pearance in the erect phase the pulse will crop out in its inverted phase. 
These intermediate positions are marked by small crosses. We shall, how- 
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ever, for the sake of simplicity limit the discussion to the appearances of the 
pulse in its erect phase at A, D, E, F , etc. At the instant at which the pulse 
enters the prism a Huygens wavelet may be considered as starting out from 
A. After a time T has elapsed the pulse will crop out in its erect phase at D 
and the Huygens wavelet from A may then be supposed to have arrived at 


A 



a certain position J . A Huygens wavelet now starts from D, and at appro¬ 
priate later instants similar Huygens wavelets start from E, F, etc. Let the 
wavelets in question be represented, at a later time, by H to H '. These 
wavelets must follow each other in the order indicated, and not H behind H f 
along any possible direction of propagation AH (or FH' parallel to AH ); 
this follows because the group velocity is lower than the wave velocity and 
hence the wavelet H will be farther ahead than it would be if the group ve¬ 
locity were equal to the wave velocity, in which case the Huygens wavelets 
would all be abreast of each other. Furthermore, the wavelets obviously fol¬ 
low each other at equal intervals along any given direction of propagation 
and will consequently pass at equal intervals through any given point of the 
focal plane, when the prism forms part of a spectrometer, as we shall hence¬ 
forth suppose that it does. Accordingly, a prism, as well as a grating, would 
manufacture a periodic disturbance out of a single pulse. 

It remains to be proved that, at each point of the focal plane, the manu¬ 
factured “wave-length” which the prism sends is the same as the wave¬ 
length of that continuous train of waves which will be refracted to the same 
point of the focal plane. Suppose that a given continuous train of waves has 
a wave-length X in air or vacuum and a wave-length X' within the prism. 
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Let this train be refracted at the second face of the pr ism at the angle indi¬ 
cated by 6 in Figure 186. The value of B -will be determined by the equation: 



, sin 0 

^ ” A ■ ■ 

sin a 


where a is the angle indicated in the figure, that is, the angle of internal inci¬ 
dence upon the second face of the prism. This angle is, under the given con¬ 
dition of perpendicular incidence of the original beam upon the first face of 
the prism, equal to the prism angle. The Huygens wavelets which arise at 
the points A, D, E } F } etc., from a single pulse, follow each other, along the 
direction of propagation, 0, at a certain distance—denote this distance by 
X#. It is required to show that X# = X. 

We have: 

(29) \ h =NJ=AJ-AN 

Denote the velocity of light in air or vacuum by c. Then AJ = cT } where T 
is as before the group period or, in particular, the time which elapses be¬ 
tween the instant at which the pulse enters the prism and the instant at 
which it appears at D . Moreover, AN=AD sin 0. Therefore: 

\h=cT—AD sin 0. 

But AD=X /sin a, where X=KD is, as before, the interval at which the 
pulse reappears in its erect phase, and a is the prism angle which, as above 
pointed out, is under the given condition of incidence the same as the angle 
indicated by a in the figure. Hence: 

X 

\h=cT — : — • sin 0 
sm a 



sin a v sin 0 

* fl ^ ■ * 

sm 0 sm a 


Substituting for sin a/sin 0, within the brackets, the equal quantity V'/c, 
we have: 


\h=[V'T-X] 


sin 0 
sin a 


According to equation (22), 7 / I T -Z=X', and hence: 



Xh=X' 


sin 6 
sin a ’ 
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This, when taking account of equation (28), brings us to the desired final 
result, namely: 

(31) X# = X. 

The same result holds when the direction of incidence of the pulse is not 
perpendicular to the first prism face, but the proof is then more difficult. 

Continuing with the case of perpendicular incidence, we may consider a 
grating having a grating space which is equal to AD, DE, EF (Fig. 186), 
equivalent to our prism. With the beam incident upon the equivalent grat¬ 
ing at the proper angle, the dispersion of the grating and of the prism would 
then be the same throughout if we could really find a prism having the 
hitherto supposed dispersive properties, that is, such that the wave velocity 
is given by the equation V' = a+b\'. But this equation leads to a dispersion 
curve which is a straight line, and actual dispersion curves are not linear 
We may, however, consider any actual dispersion curve as straight over a 
sufficiently short wave-length range. Each of various short wave-length 
ranges will then lead to an equivalent grating having a different grating 
space, and in each range the dispersion of the prism will be the same as the 
dispersion of that grating which is equivalent for that range. 

In an actual medium such as glass, the interval of group repetition X , the 
group period T , and the group velocity U , all vary as the wave-lengths of 
the component trains vary. Or rather, when there are numerous component 
trains, a given group, or, specifically, a single pulse, would never really re¬ 
peat itself. But the action of an actual prism on single pulses would never¬ 
theless be much in the manner which has been above described, with the 
difference that the action must be considered in terms of one short wave¬ 
length range at a time. 

The formation of the continuous spectrum by either a prism or a grating 
may be as well explained by supposing that white light consists of random 
pulses as by supposing that it originally contains trains of waves of all wave¬ 
lengths. We are thus confronted with the question: In which of these al¬ 
ternative ways shall we consider white light to be constituted? A closely re¬ 
lated question arose even before Newton’s day, namely: Does refraction 
through a prism create the colors of the spectrum, or does it merely disperse 
colors originally present? Newton’s experiments with prisms indicated that 
the colors were all originally present, and when the wave theory of light be¬ 
came established by the work of Young and Fresnel, from about the year 
1825 onward, Newton’s experiments came to be definitely interpreted as 
meaning that all wave-lengths must be originally present. But about a 
half-century later, when the realization dawned that a grating or prism 
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would manufacture a continuous range of wave-lengths out of random 
pulses, the question was asked in more modem form: May not white light 
consist merely of random pulses? For are not the conditions of chaotic tem¬ 
perature agitation which prevail in an incandescent solid much more favor¬ 
able to the production of random pulses than to the production of trains of 
waves? Further, does not the fact that the spectrum due to white light re¬ 
veals no “gaps” even when examined with a spectroscope of the highest re¬ 
solving power favor the pulse hypothesis? The bearing of this last question 
upon the problem is as follows: With a given resolving power it is easy to 
calculate how near together the frequencies of different types of oscillators 
(electrons) executing sustained oscillations must fall if there are to be no 
gaps in the spectrum, and it is then easy to calculate how many different 
types of oscillators there must be. Now the number so calculated comes out 
vastly larger than can be reasonably accounted for. Hence it cannot be sup¬ 
posed that the oscillators execute sustained oscillations. So both of the fore¬ 
going questions were at one time answered in favor of the pulse hypothesis. 
But today it is further realized that which answer is to be given cannot be 
decided purely upon the basis of physical reality but involves questions of 
point of view as well. The disturbances which constitute white light must 
certainly lack obvious features of regularity, but we can resolve any given 
disturbance by Fourier analysis into component trains of waves of all wave¬ 
lengths, which, taken collectively, are in every way equivalent to the origi¬ 
nal disturbance. Can we under these circumstances make a definite choice? 
However, if a choice be insisted upon, the pulse hypothesis probably cor¬ 
responds the more nearly to physical reality. 

While it is permissible to take the view that white light consists of pulses 
which arrive purely at random, we are obliged, in taking this view, to admit 
that there must exist controlling laws which determine the average time at 
which the pulses arrive, and the form which the pulses have, or at least their 
most probable form. The fact that a definite distribution of energy obtains 
in any given continuous spectrum requires that there be controlling factors. 
But the questions which arise in this connection pertain to the theory of 
radiation and they will not be entered into here. 

While we are at liberty to choose our point of view with regard to the 
constitution of white light, monochromatic light must perforce be supposed 
to be due to a regular train of waves. Moreover, there must be more or less 
definite periodicity impressed even upon the light, covering a fairly broad 
spectral range, which is obtained when white light is filtered—for example, 
through colored glass. 

The color which is observed in interference or diffraction fringes when 
such fringes are formed from white light should also be mentioned as being 
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among the phenomena which admit of explanation upon the pulse hypothe¬ 
sis.* 

25. Critique of Fresnel’s Theory of Diffraction.—The basic principles of 
Fresnel's theory were dwelt upon in chapter 1, section 5. According to Fres¬ 
nel, the wave is to be regarded as being simply stopped, absorbed, over the 
area occupied by the diffracting system, and as passing, unaltered, over the 
remaining area; furthermore, Huygens' principle and the principle of inter¬ 
ference are to be applied in conjunction with each other. It was stated in 
chapter 1, section 11, that the principles in question would carry us through 
the explanation of the main body of diffraction phenomena, and we have in 
the meantime seen that this is true. They have carried us through our treat¬ 
ment of diffraction phenomena of the Fresnel class, of the Fraunhofer class 
including those due to the grating, and, with some exceptions, through the 
treatment of the various phenomena discussed in the present chapter. It 
now behooves us to examine these principles critically: 

The diffracting system regarded simply as a barrier .—Actually the diffracting 
system always reflects some of the light incident upon it, and for this reason, 
and for other reasons which will appear, there are limitations to the condi¬ 
tions under which Fresnel’s theory may be applied. Referring to Figure 187, 

let light be incident from above in the figure 

D \E F _upon a diffracting edge D , which we shall sup- 

) pose to be a straight edge. Let P be a field 

j point at a distance of perhaps a meter from the 

j edge and a few millimeters within the geomet- 

| rical shadow. Under these conditions Fresnel’s 

| theory applies, and we may determine the dis- 

! turbance at P by taking the closing vector 

j from the appropriate point in the upper branch 

j of the Cornu spiral to the upper asymptotic 

! . ,point J. To the effective portion of the vibra- 

! tion curve corresponds the effective portion of 

. ! - the wave front, extending from D indefinitely 

Q P to the right. Now it is a principle of Fresnel’s 

Fig. 187 theory that this portion of the wave front shall 

be considered as entirely unaltered. But it is 
only reasonable to suppose that actually there will be a restricted region near 
the edge where the wave front is affected by the presence of the diffracting 
screen. Let this region be DE and let the first half-period element of the 
wave front constructed from D to the right be DF. To the element DF cor¬ 
responds the first effective semiconvolution of the vibration curve. It is ob- 

* A. Schuster, Phil Mag., 37, 509, 1894; or Wood, Physical Optics (2d ed.), p. 653. 
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vious that so long as DE is small compared to DF y Fresnel’s theory should 
lead to a result which is- correct to a high degree of approximation, but under 
any conditions under which DE is of the same order of magnitude as DF, 
Fresnel’s theory may no longer be trusted to give even approximately the 
correct result. General considerations of wave theory lead to the conclusion 
that the distance DE , over which the wave is altered, has the order of mag¬ 
nitude of the wave-length, but the actual distance to which the alteration of 
the wave front extends in a given instance, and the degree of this alteration, 
depends markedly upon the material and form of the diffracting edge; 
Fresnel’s theory neglects all effects of the material and form of the edge. 

For a field point P lying, as we have supposed, at a distance of a meter 
from the diffracting edge and only a few millimeters from the edge of the 
geometrical shadow, the width DF of the first half-period element of the 
wave front will be large compared to one wave-length. Accordingly, under 
these circumstances Fresnel’s theory should give the correct result to a high 
degree of approximation, and so it turns out to be. Let us now consider 
under what conditions Fresnel’s theory might be expected to fail: 

1. For a field point Q lying at a sufficiently large angle of diffraction, the 
width of the first half-period element of the wave front adjacent to the edge 
will be only of the order of magnitude of the wave-length. Hence Fresnel’s 
theory should not be expected to hold at large angles of diffraction. 

2. For a field point R close to the diffracting edge the first half-period ele¬ 
ment of the wave front will be only of the order of magnitude of the wave¬ 
length. Hence Fresnel’s theory should not be expected to apply close to a 
diffracting edge. Moreover, when the field point lies close to the edge and 
at the same time outside of the geometrical shadow as illustrated, effects of 
ordinary reflection assume importance, especially when the edge is not sharp 
but is rounded (see chap. 1, sec. 1). On this account also the pattern would 
be different from that to be expected upon Fresnel’s theory.* 

3. When an aperture has a diameter of only a few wave-lengths, the 
altered region of the wave front extends over a relatively large portion of 
the aperture. Hence Fresnel’s theory does not apply in this case. Similarly, 
his theory fails to apply to a screen which is complementary to such an 
aperture, namely, to an obstacle which has dimensions of only the order of 

* Even a perfectly absorbing screen would cause an alteration of the wave front in a 
small region DE. When the screen is not perfectly absorbing, but reflects, we may for 
convenience speak of an additional effect of ‘ 'ordinary reflection” in the illuminated region 
as a superposed effect. However, rigorously, there are not present two separate and dis¬ 
tinct effects. But we shall not pursue this matter further, for in this connection arises the 
question of whether an “ideally black body” can exist, which is in itself a difficult and per¬ 
plexing question to answer. For further discussion see, e.g., Geiger and Scheel, op. tit., 
20 , 286 . 
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magnitude of the wave-length. Fresnel’s theory is limited in its application 
to apertures or obstacles which are large compared to the wave-length. 

We shall in later sections learn something of various comparatively recent 
investigations, both theoretical and experimental, which apply under cir¬ 
cumstances in which Fresnel’s theory is ruled out; we have, in fact, already 
made one excursion into this field in considering the phenomenon of Rayleigh 
scattering. 

The application of Huygens ’ principle .—While Huygens’ principle appeals 
to us as being eminently reasonable, and while it may, in a manner, be dem¬ 
onstrated experimentally, yet when we attempt to formulate this principle 
exactly, or attempt to apply it, we are beset with difficulties. Comprehen¬ 
sive consideration of the various difficulties which arise cannot well be en¬ 
tered into here. We must content ourselves with dwelling briefly upon a 
few of the more obvious and simple ones. If all that has been written upon 
Huygens’ principle were collected, it would fill a large volume! 

Let us first consider what difficulties arise when we attempt to apply 
Huygens’ principle in a naive manner to a single pulse. Referring to the 
upper part of Figure 188, let 0 be a source of wave disturbance, let AB be 

the locus of a single pulse having the 
form of a crest, and let P be a field 
point. According to Huygens’ principle, 
we are to regard every point of AB as 
the source of a new wave crest. Let the 
resulting wavelets at a later time be 
represented by the small circles C-D. 
These wavelets should spread out in 
all directions, and hence there should 
be not only disturbances advancing 
toward P, but also disturbances prop¬ 
agated backward—there should be a 
so-called “back wave.” Moreover, the 
wavelets should pass in succession 
through any given field point, for ex¬ 
ample, through P, and hence, instead of 
having a single well-defined crest pass through P, as actually occurs, there 
should be a feeble prolonged disturbance at P. 

The difficulty about the back wave is not a serious one from a general 
point of view. Let the curve EF in the lower part of the figure represent the 
crest in cross-section. The point L is momentarily at rest, the point K is 
moving down, and the point M is moving up. Now the downward motion of 
K and the upward motion of M favor propagation forward and oppose 
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propagation backward and the result of the state of motion which prevails 
throughout the entire crest is, as appears both from actual observation and 
upon applying general equations of wave motion, that the crest moves for¬ 
ward only. There is actually no back wave. But it is by no means evident 
in what manner this circumstance is to be taken account of in applying 
Huygens’ principle. What Fresnel did was, as explained in chapter 2, to 
consider each wavelet—for example, the wavelet C —as having an amplitude 
which is a maximum in the direction CE normal to the wave front, and 
gradually decreasing as the angle of inclination 0 increases, falling to zero 
when 0=7r/2 and remaining zero for all backward directions. This proce¬ 
dure, while it works very well, is somewhat arbitrary. We shall learn later 
of the result to which more rigorous treatments lead. 

Now in regard to the difficulty of expecting a feeble prolonged disturb¬ 
ance to pass through any given field point, in place of the well-defined crest 
which actually passes: The difficulty is of course not with the principle it¬ 
self but with the naive manner in which it was applied. If we had a way of 
taking into account not only the displacement at the peak of the crest, but 
the displacement velocity and acceleration of all points throughout the 
crest, we should not encounter this difficulty. It is evidently not permissible 
to apply Huygens’ principle, in the naive manner above supposed, to a 
single pulse.* 

Fresnel’s theory of diffraction does not encounter the last-mentioned diffi¬ 
culty at all. His theory is explicitly based upon a train of waves, and when 
Huygens’ principle and the principle of interference are applied in conjunc¬ 
tion to a train of waves this particular difficulty simply does not arise. 

Fresnel’s manner of applying Huygens’ principle, however, leads to an 
error of t/2 in the phase with which the resultant disturbance arrives at any 
given field point. This fact was pointed out at the end of section 12 of chap¬ 
ter 2. When Huygens’ principle is rigorously formulated this error of phase 
is corrected. Moreover, the rigorous formulations indicate that when Huy¬ 
gens’ principle is applied after the manner of Fresnel, the wavelets should 
each be considered to start in a phase advanced by one-quarter of a period 
over that which prevails upon the wave front. 

It has been shown by A. Gouyf and others that whenever a wave passes 
through a focus an advance of phase of one half-period occurs. This ad- 

* In discussing the action of a grating and of a prism on a single pulse, Huygens’ prin¬ 
ciple was applied in a simple manner, but the supposed situation was then different. The 
interval of arrival of the disturbances was considered in the plane in which a lens would 
bring the primary wave to a focus. If, in our present case, we consider a suitable lens 
placed in such a position between the primary wave and the field point that the primary 
wave would be brought to a focus at the field point, the difficulty would disappear. 

t Compt. rend,, 110, 1251, 1890. 
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vance does not occur discontinuously, but occurs in an interval extending 
about a wave-length each way along the direction of propagation. Now in 
applying Huygens’ principle to a primary wave front this wave front is of 
course not passing through a focus, but the secondary wavelets are, so to 
speak, originating from a focus. Accordingly, it is not unreasonable to as¬ 
sign to wavelets which are, so to say, originating from a focus, one-half of 
the total advance in phase which occurs when a wave passes through a focus. 

The application of the principle of interference. —There is also a certain lack 
of rigor in the application of the principle of interference which Fresnel’s 
theory makes. In applying this principle no account is taken of the fact that 
disturbances reaching a given field point from different parts of the wave 
front are inclined to each other in direction. However, when the wave¬ 
length is extremely short in comparison to the distance of the field point 
from the diffracting system, as it always is in phenomena involving the dif¬ 
fraction of light, the failure of the theory to take account of this relative in¬ 
clination is of no practical importance, because the magnitude of the final 
result is determined by disturbances which make only very small inclinations 
with each other. It is to be remembered in this connection that Fresnel’s 
theory introduces an undetermined obliquity factor, and the same circum¬ 
stances which make it permissible to leave this factor undetermined also 
make it permissible to leave out of account the relative inclinations of the 
disturbances. And this applies equally whether we consider light-waves as 
longitudinal, as Fresnel did when he developed his theory, or whether we 
consider them as transverse, as we now feel confident that they are. 

The theory is scalar. —As pointed out upon previous occasions—for ex¬ 
ample, in chapter 1, section 5—Fresnel’s theory applies equally well to 
longitudinal and to transverse waves. This is a point of strength in so far as 
it permits the theory to be applied, under proper restrictions, to waves of 
either type. But it is of course a point of weakness in so far as the theory 
leads to no way at all of arriving at conclusions regarding the state of polari¬ 
zation of diffracted transverse waves. The theory, as such, fails to assign a 
definite direction in space to the resultant disturbance, with either longi¬ 
tudinal or transverse waves, and it is hence a scalar theory, whereas a vector 
theory is in last analysis to be desired. With longitudinal waves the direc¬ 
tion of the diffracted disturbance may be assigned, however, within fairly 
close limits from general considerations. 

With transverse waves, general considerations, when invoked, must be 
applied with extreme caution. Consider a beam of light incident perpendicu¬ 
larly upon a diffracting screen bounded by a straight edge. Let the incident 
light be plane polarized with the vibration plane making an angle of, for 
example, 45° with the edge. At a point within the geometrical shadow the 
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vibration must, because the waves are transverse, lie in the plane perpen¬ 
dicular to the line joining the field point to the edge. One is now tempted to 
conclude that the diffracted light will be plane polarized with the vibration 
in that plane which passes through the direction of vibration of the primary- 
light and the line joining the field point to the diffracting edge. At small 
angles of diffraction this conclusion would be borne out by observation to 
within the errors of measurement. But what does this conclusion mean? It 
means that at small angles of diffraction the diffracted light will have prac¬ 
tically the same state of polarization as the incident light, or, at small 
angles, no marked effects of polarization arising from diffraction are to be 
expected. And, actually, no marked effects occur. But this is as far as gen¬ 
eral considerations lead. At large angles of diffraction the material and 
form of the edge must be considered, for reasons previously explained. 
Marked effects of diffraction upon the state of polarization occur, but gen¬ 
eral considerations do not allow us to draw any conclusions regarding the 
nature of these effects. 

Summary and conclusion. —Fresnel’s theory suffers from the following 
limitations and shortcomings: It does not apply at large angles of diffrac¬ 
tion; nor close to the diffracting edge; nor to apertures or obstacles which 
have dimensions of only a few wave-lengths; it fails to give the phase cor¬ 
rectly; the theory is scalar and thus fails to take any account of polarization 
effects—and such subsidiary considerations which may be invoked to sup¬ 
plement the theory lead only to the conclusion that the polarizing effects 
at small angles of diffraction will themselves be small. As over against these 
shortcomings, Fresnel’s theory, while lacking rigor, is based upon reason¬ 
able principles and explains satisfactorily the great body of ordinary diffrac¬ 
tion phenomena. It, moreover, explains these phenomena in a manner 
which is as simple as can be hoped for, considering the rather difficult nature 
of the general problem, and it explains them in a manner which permits the 
formation of a concrete physical picture. These latter factors secure for it 
the feature of being still the most manageable treatment which we have, 
and hence also the most powerful treatment in the solution of actual diffrac¬ 
tion problems. 

We pass on now to consideration of what comparatively recent and more 
rigorous treatments achieve. 

26. The Dynamical Theory of Diffraction; General. —The dynamical 
theory of diffraction is not a single theory. It is the aggregate of numerous 
dynamical treatments of which the two principal ones—the one of Kirch- 
hoff and the one of Sommerfeld—are broad in their point of view. The re¬ 
maining ones treat special problems, but all represent a great improvement 
over Fresnel’s so-called “kinematical theory” in respect to the rigor with 
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which underlying principles are formulated and conclusions are drawn. 
These treatments, taken collectively, place the subject of diffraction upon a 
much more satisfactory basis from a general or let us say philosophical 
standpoint; however, most of them involve idealizations, and hence also 
have their limitations—and they are very elaborate mathematically. The 
treatment of Sommerfeld is so difficult that it has thus far been applied to 
only two specific cases, namely, to the single straight edge and to the single 
slit. 

The first noteworthy step toward creating a dynamical theory of diffrac¬ 
tion was taken in the year 1849 by G. G. Stokes. * The first part of Stokes’s 
treatment has for its object the deduction of the law according to which the 
amplitude of the Huygens’ secondary wavelet must be considered to vary 
with obliquity. Stokes arrived at the conclusion that the amplitude of the 
secondary wavelet is proportional to (1+cos 0), where 0 is the angle of in¬ 
clination with the normal to the primary wave front. That is, according to 
Stokes, the amplitude attains the value zero when, and only when, 0 = w f or 
only in the straight-backward direction. The amplitude does not fall to 
zero at 0 = 7 t/ 2 and remain zero for all greater values of 0, as Fresnel’s theory 
supposes. Stokes’s treatment, moreover, corrects the error of phase which 
the Fresnel theory makes. 

It should be mentioned that the first part of Stokes’s treatment is a spe¬ 
cial case of the more general treatment given by Kirchhoff some thirty-five 
years later. 

The second part of Stokes’s treatment concerns itself with questions of 
the polarization of diffracted light. But in Stokes’s theory, as in Fresnel’s, 
it is assumed that the effect of the material of the diffracting screen upon 
the passing wave may be neglected. As a result of this circumstance the 
theory fails in regard to the polarization effects which it predicts; this fact 
was revealed when various investigators subsequently put the theory to test 
by examining the polarization effects produced by gratings when diffracting 
light at large angles. Stokes himself later recognized that the basis of his 
theory is insufficient to allow conclusions regarding polarization effects to be 
drawn. 

Stokes’s theory played an important r61e in the discussions of the day 
upon the question as to which is the vibration plane in a beam of plane 
polarized light, but the evidence adduced by the theory was eventually ad¬ 
judged to be inadmissible.! 

As for the special problems which the dynamical theory of diffraction 

* Trans. Camb. Phil. Soc., 9,1, or Stokes, Math, and Phys. Papers , 2, 243. 

t For further information and references see Winkelmann, op. cit. (1st ed., 1894), 2, 
Part I, 840, and ibid. (2d ed., 1906), 6, 1111. 
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comprises: The treatment of Rayleigh scattering upon the electromagnetic 
theory falls into this group. Other problems are, for example, the diffraction 
by a cylinder when taking into account the optical constants of the mate¬ 
rial, and the corresponding problem for the sphere. Numerous problems of 
this general type are included.* 

27. The Theory of Kirchhoff.—An abstract of this theory will be pre¬ 
sented, together with pertinent comments. 

This theory, like that of Fresnel and that of Stokes, assumes that the 
light incident upon the diffracting screen is merely stopped and that the re¬ 
mainder of the wave passes unaltered; the theory is consequently subject 
to the previously mentioned limitations which this assumption entails. 
Kirchhoff's theory is also scalar. The important contribution of this theory 
is that it leads to a more rigorous formulation of Huygens' principle than 
does Fresnel's theory. In Kirchhoff's theory, Huygens' principle is deduced 
from the general differential equation of wave motion by making suitable 
transformations. The treatment is not an electromagnetic one. 

In the footnote will be found references to Kirchhoff's original paper and 
to more recent and improved presentations.! 

Our comments will be based upon the presentation by Drude and follow¬ 
ing the notation he uses. 

The first part of Kirchhoff's theory is concerned with undisturbed wave 
propagation; there is supposedly no diffracting screen present. Let s be the 
instantaneous wave disturbance at any point P in space; s must satisfy the 
general differential equation of wave motion: 



d 2 s 'd 2 s d 2 s dV 

dt 2 ~ K dx 2 ^~dy 2 ^~dz 2 j 


= V 2 As , 


where V is the velocity of waves in the given medium; t is the time; and x, y , 
and z are the co-ordinates of P in a rectangular system. It is necessary that 
the value of s be known at all points in space at all instants of time. This 
value will be known if, by way of example, Q (Fig. 189) be a point source of 
a simple harmonic disturbance, which, at the point P, at the distance r } 
from the source, yields the disturbance: 



A 't r i N 

S = — COS Zir 7=— — 

n K 


A 2tt ' 
n C0S T * V, ’ 


* See Encyk. d. Math. Wiss., 5, Part III, 488, and Geiger and Scheel, op. cit, 20, 263. 

t G. Kirchhoff, Wied. Ann., 18, 663, 1883; Drude, Theory of Optics , trans. Mann and 
Millikan (1920), p. 179; Handb. d. exp. Phys., 18, 296; Encyk. d. Math. PFm., 5, Part 
III, 418; and, for general critical comments, Geiger and Scheel, op. cit., 21, 906. 
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where A is the amplitude at unit distance from the source, T is the period, 
X is the wave-length, and V is as before the velocity of the waves—and 
TV = X. However, in the general case, which is the one treated in the theory 
at the outset, the value of s need not be as given in equation (33); the 
original disturbance need not be periodic or originate from a point source— 
but it must be everywhere known. 

Denote the value of s at the particular field point P 0 by s Q ; since $ 0 is 
merely the value of s at a particular point, the value of So will of course also 

be known. The first problem which the 
Kirchhoff theory solves is to express s 0 , 
not directly from whatever mathematical 
conditions may be given, but in the form 
of an integration of s and its derivatives 
over an arbitrary closed surface S, which 
surrounds P 0 and excludes the source of 
the disturbance. Letting d/dr and d/dn 
represent respectively differentiation 
along the radius vector r indicated in the 
figure, and along the normal to the surface, n , the following result is arrived 
at after numerous transformations involving especially Green’s theorem: 



n 


(34) 
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S0 = T- 
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I r \ 

\'-T, 


dr 
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f r \ 

1 ds 

r dn 


dS 


Here s[t—(r/V)] means: s function of [t—(r/V)\. That is to say, the value 
of s 0 at Po which the equation gives is that value which obtains at the in¬ 
stant tj and the value of s which enters in determining So at the instant t is 
that value of s which obtains at P at a time r/V seconds earlier, because r/V 
is the time which it takes for a disturbance to travel from P to Po. Accord¬ 
ingly? the value of the time which must be inserted in whatever the expres¬ 
sion for s may be is [£— (r/F)], and not L Moreover, it is not the value of s 
itself which is called for, but the value of the derivative of s/r along r and 
the derivative of s along n . 

The basic concept of Huygens’ principle is easily recognized in equation 
(34). According to this equation, the value of the disturbance s 0j at any 
point P o, may be regarded as arising from the disturbances sent to Po from 

any surface S across which the primary disturbance must pass in order to 
reach P. 

Let us return now to the case in which the primary disturbance originates 
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from a point source and is simple harmonic. The value of s will then be 
given by equation (33). By substituting this value in equation (34)—for 
details see Drude—this equation becomes: 



So 2\ 


J J 


r l- sir, 9 / £_ r + 7 'l'' 
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[cos (nr) —cos (nr^dS . 


Comparison of this equation with the corresponding one of Fresnel’s theory 
(eq. [13] of chap. 2) is now in order. When equation (13) of chapter 2 is 
written in integral form and the notation is adapted to our present notation, 
which follows Drude, it becomes: 

r r / / r-l-r N 

(36) So=A — cos 2 tt 7 n-~ dS . 

J J rr l A / 


Hence the inclination factor k, which Fresnel left undetermined, has the 
value 



^~2X ^ C0S ( 77 ' r )"" cos ( nri )] ■ 


Moreover, since equation (35) has the sine function where equation (36) has 
the cosine function, the error of phase of x/2 made by the Fresnel theory is 
corrected in the Kirchhoff theory. 

We are now ready to consider the portion of Kirchhoff’s theory which ap¬ 
plies to diffraction proper. When a diffracting screen is erected at, let us 
say, the position of the plane KL of Figure 189, the value of the disturbance 
5 at every point of the closed surface S will no longer be known. However, 
the closed surface S is an arbitrary one and may be taken in such a way 
that the plane KL forms a part of the surface. But by taking this step alone 
the difficulty is not removed. Therefore, in a sense Kirchhoff’s theory re¬ 
quires the answer to the problem to be known before the problem can be 
solved. The following scheme of circumventing the difficulty in question is 
now resorted to: The arbitrary surface is considered to coincide with the 
plane KL to infinity, and then to surround the field point, at infinity. For 
a surface element at infinity the radii vectores r and n are parallel, and hence 
the angles (nr) and (nr i) are equal, therefore [cos (nr) —cos (nr x )] = 0, and 
hence the contribution from the portion of the surface which lies at infinity 
is zero. Thus the integration needs to be extended only over the plane KL 
to infinity. 

When a diffracting screen is erected, it is assumed that s and ds/dn both 
vanish at all points on the side of the screen away from the source, and that 
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for all points which lie in the apertures of the screen the values of s and 
ds/dn are everywhere unaffected by the presence of the screen. This as¬ 
sumption, while reasonable, may, from the point of view of rigor, be objected 
to, principally on the following grounds: First, the theory, as originally de¬ 
duced, requires that s and ds/dn be everywhere continuous, whereas the 
assumption in question introduces discontinuities at the edge of the diffract¬ 
ing screen. Second, the assumption neglects the effect of the material of the 
screen upon the passing wave and hence puts Kirchhoff's theory in this re¬ 
gard into the same category with Fresnel's theory. 

In view of the foregoing considerations, and especially in view of the 
marked similarity between equations (35) and (36), it is obvious that Kirch- 
hoff’s theory becomes in practice very much like Fresnel's. But we must al¬ 
ways bear in mind that Kirchhoff’s theory presents a great advance over 
Fresnel's in regard to the rigor with which Huygens’ principle is formulated. 

28. Remarks concerning the Theory of Sommerfeld.—This theory is so 
difficult that we shall not attempt to submit even an abstract of it. How¬ 
ever, a few brief comments will be in place. References to both the original 
and later presentations are given in the footnote.* 

From the point of view of our present comprehension of the nature of 
fight, the treatment of any problem in diffraction is considered as leaving 
nothing to be desired when it is based upon the electromagnetic theory and 
furthermore takes into account the complete form of the diffracting object 
and the optical properties of the material of which this is made, without un¬ 
realizable idealization, and is mathematically rigorous. The theory of Som¬ 
merfeld almost satisfies these desiderata, but it makes idealizations in regard 
to the form and optical properties of the diffracting screen which cannot be 
quite realized, nor even practically realized from all points of view. 

The diffracting screen is assumed to be infinitely conducting, that is, per¬ 
fectly reflecting, and, in addition, either infinitely thin, or otherwise, having 
the‘form of a wedge of given angle, the wedge coming to a theoretically per¬ 
fect edge. Granted the possibility of realizing such screens, the theory leaves 
nothing to be desired. 

At the outset a screen of any contour is considered, with the source, a 
point source, occupying any position. Subsequently the problem is re¬ 
stricted to a screen bounded by a single straight edge with the source re¬ 
moved to infinity in any direction perpendicular to the edge and the inci¬ 
dent fight being plane polarized. There are then two cases considered: (a) 
electric vector parallel to the diffracting edge and (5) electric vector per¬ 
pendicular to the diffracting edge. 

* Sommerfeld, Math. Ann., 47, 317,1896; Riemann-Webers, Diff. Gl. d. Phys., 2, 433, 
1927 (by Sommerfeld); Encyk. d. Math. fFiss., 6, Part III, 488 (by P. S. Epstein); Geiger 
and Scheel, Handb. d. Phys. 20, 266 (by G. Wolfsohn). 
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When the formulae finally obtained are applied for small angles of diffrac¬ 
tion, they bear out the results to which the less rigorous treatments of Fres¬ 
nel and of Kirchhoff lead; the error of phase which the Fresnel theory makes 
is, however, corrected. 

The theory of Sommerfeld reveals clearly that a wave will appear to come 
from the diffracting edge, after the manner described in section 11. (It 
should be mentioned in this connection that the Kirchhoff theory also re¬ 
veals this fact, as was first pointed out by E. Maey.) 

The predictions which the Sommerfeld theory makes for large angles of 
diffraction have been compared with experiment. The result of the com¬ 
parison will be spoken of in the next section. 

The case of the single slit has been treated by K. Schwarzschild.* 

29. Diffraction at Large Angles.—In order to have sufficient intensity to 
permit measurements upon the relatively minute amount of fight which is 
diffracted to large angles, the incident beam is focused upon the diffracting 
edge after the manner illustrated in Figure 190. Light from a carbon arc A 
is focused upon a slit S having a width of perhaps 
1 mm, and the fight from this slit is in turn focused 
upon the edge of the diffracting screen D. The ex¬ 
perimental conditions which prevail thus differ from 
the usual ones and likewise from those hypothecated 
in Sommerfeld^ treatment, which are similar to the 
usual ones. However, the fact that the fight is 
focused upon the diffracting edge appears not to be 
a disturbing factor; it is found that the amount of 
fight which is diffracted to any given large angle does 
not depend critically upon the exactness of the focal 
adjustment. Much more important when making 
comparison between theory and experiment is that 
the requirement that the edge be perfectly sharp 
and the material perfectly reflecting cannot be 
fulfilled. It is presumably on this account that 
observation does not bear out the predictions of theory very closely. 

Observations and measurements upon the fight diffracted to large angles 
were made by A. Gouy, by W. Wien, and by E. Maey before the theory of 
Sommerfeld had been developed. More recently A. Kalaschmkow, F. 
Jentsch, and others have carried out measurements of the same type. 

For obvious reasons of convenience, attention has been directed primarily 
to the fight which is inflected rather than to that which is deflected. 

* Math. Ann., 65,177,1902. For a summarized account see Geiger and Scheel, op. cit., 
20, 281. 
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When the incident light is plane polarized with the electric vector parallel 
to the diffracting edge, theory and experiment agree fairly well. However, 
the amount of light which is inflected falls off somewhat more rapidly with 
increasing angle of inflection than theory calls for. 

When the electric vector is perpendicular to the diffracting edge, the 
amount of light inflected should, according to theory, be several times 
greater at a given angle than the amount inflected at the same angle when 
the electric vector is parallel to the edge. By way of comparison, experiment 
reveals that when the electric vector is perpendicular, there is actually more 
light inflected than when the electric vector is parallel, but the factor of 
excess is decidedly smaller than that which theory calls for. 

For further information and detailed references see footnote. * 

Kalaschnikow has described experiments which demonstrate in a striking 
and entirely objective manner that the diffracted light appears to come from 
the edge itself. Referring again to Figure 190, he mounted a photographic 
plate in the plane of the figure, that is, perpendicular to the diffracting edge, 
and erected ordinary sewing needles at, for example, the points P, Q, and R. 
Upon developing the plate he found that each needle had cast a shadow in 
such a direction as to show that the light had come from the diffracting edge; 
the shadows all radiate out from the edge. 

We pass on now to the discussion of another case which, like the one we 
have been considering, falls outside of the realm of the ordinary diffraction 
phenomena of either the Fresnel or the Fraunhofer class. 

30. Observation Close to the Diffracting Edge.—The kind of material of 
which the diffracting edge is made influences the distribution of light in the 
region close behind the edge for the reason explained in section 25. Such an 
influence would exist even if the edge were a theoretically perfect one. But 
in practice the edge is never perfect and its lack of perfection introduces 
additional factors, expecially one of reflection from the edge to the portion 
of the pattern which lies .outside of the geometrical shadow. 

The light which is reflected by the edge diverges as from a virtual image 
located close to the edge, and since it diverges from a point so situated, this 
light decreases rapidly in intensity as one recedes from the edge. 

When the edge is blunt, or has a large radius of curvature, more light is 
reflected than when the edge is sharp, or has a small radius of curvature. 
Hence also, when the edge is blunt the reflected light maintains sufficient 
intensity to affect the pattern appreciably, for a distance farther back than 
when the edge is sharp. Moreover, a highly polished surface reflects better 
than one which is mat, but since even a mat surface reflects well when light 

* Geiger and Scheel, op. cit ., 20, 274. Here x is used to denote “electric vector parallel 
to the diffracting edge” and o- is used to denote “electric vector perpendicular [senkrecht].” 
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grazes it, as it does in the ease with which we are concerned, the question of 
whether the edge is polished or mat is of less importance than whether it is 
blunt or sharp. 

To understand the effect of reflection, let us first consider a large plane 
mirror erected vertically and employed as a Lloyd's single mirror for pro¬ 
ducing interference fringes. Let the beam of light be horizontal and, ac¬ 
cordingly, the fringes vertical. A pure interference pattern without diffrac¬ 
tion will be formed by this mirror. Now let the mirror gradually take on 
cylindrical curvature in such a way that the elements of the cylinder are 
vertical. A diffraction pattern will presently superpose itself upon the inter¬ 
ference pattern. Moreover, as the mirror becomes more and more curved the 
reflected light will become more and more divergent and hence fainter and 
fainter. Consequently, if we are at a distance of some decimeters from the 
“diffracting edge," the reflected light will soon be too faint to modify the 
diffraction pattern noticeably and we shall find ourselves confronted with a 
practically pure diffraction pattern. But by approaching the “edge" more 
closely, a region may be reached where the interference pattern still has ap¬ 
preciable intensity and modifies the diffraction pattern. That is, we should 
always expect to find reflection modifying the diffraction pattern in a region 
sufficiently close to the edge. 

The problem which we have before us has been investigated both experi¬ 
mentally and theoretically by N. Basu* and by T. K. Chinmayan.f 

The effects which come into question may conveniently be observed by 
using as a mirror a strip of plate glass which is perhaps two inches wide and 
a yard long. It is preferable in practice to mount the mirror horizontally in¬ 
stead of vertically. The mirror may then be laid upon knife edges and be 
bent as desired by loading it appropriately. It is not necessary that the 
glass be silvered. 

31. Diffraction and the Quantum Theory.—By way of concluding our 
consideration of the diffraction of light, a few words will be said regarding 
the relation which exists between diffraction theory and the quantum 
theory. 

The fundamental concepts of diffraction theory proper were all originally 
propounded in the belief that light is purely a wave phenomenon, whereas 
we now believe that light has a dual nature of waves and of corpuscles. The 
fact that light has this dual nature has become evident since the advent of 
the quantum theory in the year 1900. Accordingly, the question arises as to 
whether the quantum theory calls for any modifications of the fundamental 
concepts of diffraction theory as originally propounded, and as submitted 
in this book. These concepts in their most advanced state of development 

* Phil. Mag., 35, 79, 1918. t Ibid., 37, 9, 1919. 
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are based upon the application of the electromagnetic wave equations of. 
Maxwell to particular problems. And these equations, before the advent of 
the quantum theory, represented our ultimate knowledge. We have now, 
however, in certain respects gone beyond Maxwell's equations, and it has 
developed that Maxwell's wave equations represent the correct average re¬ 
sult whenever we are concerned with a large number of quantum processes 
considered collectively, but that in the individual processes of emission and 
absorption, light has certain particle-like properties, which are revealed in 
experiments of various types such as, for example, those of the photo-elec¬ 
tric effect and of the Compton effect. 

The wave nature and the corpuscular nature of radiation stand today 
completely reconciled to each other by the quantum theory; and, inciden¬ 
tally, it has developed that matter has the same dual nature which light 
has—and with matter also, the two aspects of its nature stand reconciled to 
each other. 

The purpose of diffraction theory is to account for the distribution 
of intensity which obtains under each of certain sets of given condi¬ 
tions. Now the question of the intensity of the electromagnetic radiation 
which obtains at any given field point or in any given direction is a question 
of the average result of a large number of individual quantum processes, and 
this average result is, as above stated, always expressible by Maxwell's 
equations. Hence, when any problem involving the diffraction of light is 
solved in terms of the electromagnetic theory, we may today, just as in the 
day when the electromagnetic theory represented our ultimate knowledge, 
consider the problem as solved in a completely satisfactory manner. 



CHAPTER 8 

THE DIFFRACTION OF X-RAYS 

Before entering upon our subject proper, let us take a brief look back¬ 
ward historically. 

1. Roentgen’s Discovery.—On November 8, 1895, Wilhelm Conrad 
Roentgen, professor of physics, then at the University of Wurzburg, 
Bavaria, was experimenting with a cathode-ray tube actuated by a Ruhm- 
korff induction coil when he discovered a startling phenomenon. Precisely 
what Roentgen first observed appears to be in some doubt, but most prob¬ 
ably he was at the time working in a well-darkened room with a cathode- 
ray tube which he had covered all over with opaque black paper, when, to 
his great astonishment, he observed that a barium platinocyanide screen 
which was lying near the tube showed a distinct fluorescence. He soon con¬ 
vinced himself that the cause of the fluorescence originated from the cath¬ 
ode-ray tube, and not from the Ruhmkorff coil or other parts of the 
electrical circuit.* 

Roentgen followed up his first observation, whatever it may have been, 
by seven or eight weeks of intensive investigation, and then published his 
findings. He had ascertained, in the first place, that what caused the 
fluorescence of the screen was of the nature of a radiation of which the 
source was located where the cathode rays struck the wall of the glass tube, 
inside, or struck the anode of the tube. And he had further ascertained that 
the rays in question have a great power for penetrating all materials, but 
that they penetrate dense materials, in particular the metals, much less 
readily than they penetrate light materials. To demonstrate this he made 
shadow photographs of brass balance weights through their wooden con¬ 
taining box. Thereupon he photographed the bones of the hand through the 
flesh. 

Roentgen also investigated various electrical effects produced by the rays, 
studying in particular the power which the rays have of ionizing gases and 
thus causing electrically charged bodies to lose their charge. 

Finally, he attempted to refract the rays by prisms made of various ma¬ 
terials but failed to find any refraction which he could measure, and he also 
failed to find any specular reflection. But he discovered that diffuse reflec- 

* For further information regarding the probable circumstances of Roentgen’s dis- 
- ‘oovcrv see the book entitled Wilhelm Conrad Roentgen u. die Geschichte der Roentgen- 
strahlen (ijtJlin: J. Springer, 1931), by Otto Glasser, in particular pp. 3-12 and 36. 
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tion or scattering occurs within the body of material which the rays pene¬ 
trate—similar to the scattering of light from within the body of a turbid 
medium. 

He himself gave to the new rays the name “X-rays.” 

Roentgen's discovery became known to the world at large during the 
first week in January, 1896, and caused unparalleled excitement both 
scientifically and popularly. 

2. The Nature of X-rays.—After Roentgen's discovery the question of 
course arose immediately as to what the fundamental nature of X-rays 
might be, and, in particular, as to whether they were material particles of 
some kind or were due to waves. In the year 1897 G. Stokes,* and in the 
following year J. J. Thomson, f advanced the hypothesis that X-rays are a 
form of electromagnetic-wave disturbance originating where the fast¬ 
traveling cathode particles, or electrons, strike the wall of the tube or the 
anode, and further that the X-ray disturbances caused by this impact have 
the form of extremely short separate pulses rather than of wave trains. Ac¬ 
cording to this view, one pulse supposedly originates each time a cathode 
particle has its velocity suddenly altered by striking the wall of the tube 
or the anode, the particle being there either stopped or caused to rebound. 
Since in this operation a large acceleration of an electric charge would be 
involved for a very brief period of time, an intense and extremely short pulse 
should be sent out, in accord with well-established electromagnetic theory. 
The pulses were supposedly much shorter than any of the wave-lengths as¬ 
sociated with light. 

t If X-rays have an electromagnetic wave nature one might expect that 
they should exhibit reflection, refraction, and diffraction. But even in the 
■ early days it was realized that if the waves or pulses are extremely short, 
this fact might cause the expected effects to become manifest only under 
rather extraordinary conditions, and such has since proved to be true.* 
Numerous attempts were made during the first fifteen years following 
Roentgen's discovery to reflect, refract, and diffract X-rays, but they failed 
completely—except for one experiment of which we shall have occasion to 
speak further in section 23. In this the investigators claimed to have found 
a very slight positive effect, but others for good reason claimed that the 
observed effect might be entirely of photographic origin. 

*It was also found that X-rays are not deviated by a magnetic field; hence 
they could not in any event be due to charged particles. 

The view, that X-rays have an electromagnetic wave nature received 

i 

* Proc. Manchester Lit. and Phil. Soc., 41, No. 15, 1, 1897. 

t Phil. Mag., 46, 172, 1898. 
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further support when in the year 1906 C. G. Barkla* showed that X-rays 
can be polarized. 

Barkla demonstrated the polarizability of X-rays by a double scattering 
experiment: Referring to Figure 191, let i be a beam of X-rays which origi¬ 
nates at the anode of a cathode-ray tube and is incident upon a first body, A , 
by which it is scattered. A portion of the radiation scattered by A is inci¬ 
dent upon the second scattering body, B. (The body B is of course shielded 
from the direct radiation coming from the tube.) The original beam i is un¬ 
polarized, but if the disturbance in this is electromagnetic and is consequent¬ 
ly transverse to the direction of propagation, then, supposing that the 
scattering is due to displacements of the electrons within the scatterer, the 
electric vector in the beam scattered by A toward B should be entirely in 
the plane perpendicular to the plane of our figure, provided no double 
scattering takes place within the body A . The beam from A incident upon 
B should then be completely polarized. If complete 
polarization exists, this will be revealed by the fact 
that the polarized radiation incident upon B from 
A will be scattered by B with maximum intensity in 
the directions c and d, and with zero intensity in the 
directions from B perpendicular to the plane of the 
figure. If the polarization is incomplete, there will 
merely be a difference in intensity exhibited. In 
Barkla’s work only a difference was observed, be¬ 
cause double scattering occurred, and because, in 
order to secure sufficient intensity to carry out the 
experiment, it was necessary to use beams subtending quite large solid 
angles, and thus the ideal geometry of the scheme was not strictly main¬ 
tained. Much later experiments by Compton and Hagenowf showed that 
under proper conditions the polarization is complete. 

Our understanding of the nature of X-rays has by the present day ad¬ 
vanced so far that we may say with positiveness that X-rays have an electro¬ 
magnetic wave nature; but the former isolated pulse hypothesis must be 
revised. It was discovered, in the year 1912, that X-rays may be diffracted 
by crystals , and through the discovery of this diffraction, which we shall 
consider in detail later, it became possible to obtain X-ray “spectra/’ These 
spectra consist, like optical spectra, of discrete spectrum lines superposed 
upon a continuous background. Now the radiation representing each spec¬ 
trum line is evidently homogeneous and hence must arise from a long train 

* Proc. Roy . Soc. t 77, 247, 1906. 

t JOSA and RSI , 8, 487, 1924. 
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of waves. The continuous background, on the other hand, presents a cer¬ 
tain analogy to the continuous spectrum of the optical region, or, to “white 
light/ 1 and if the analogy were complete, the continuous background could 
be considered as arising from isolated pulses, but the analogy is not com¬ 
plete. The continuous optical spectrum fades gradually at both ends with¬ 
out definite limit at either end, and we may consider this spectrum as due 
either to trains of waves of all wave-lengths or to isolated pulses, as ex¬ 
plained in chapter 7, sections 22-24. For this spectrum the hypothesis of 
isolated pulses probably corresponds somewhat more nearly to physical 
reality. The continuous X-ray spectrum, on the other hand, while fading 
gradually at the end of long wave-lengths, ends completely at a well-marked 
limit at the end of short wave-lengths. Such a complete and well-marked 
termination could not occur if this continuous spectrum arose from isolated 
pulses, and it is hence nearer the truth to think of the continuous X-ray 
spectrum, as well as the spectrum lines, as arising from long trains of waves. 

The position of the short wave-length limit of the continuous spectrum 
is determined by the fundamental quantum relation: 

( 1 ) E^h v = ~, 

where E denotes the kinetic energy of the electrons bombarding the anode of 
the cathode-ray tube, as determined by the voltage applied to the tube; h is 
Planck's constant; v is the frequency and X the wave-length corresponding 
to the position in the spectrum at which the limit occurs; and c is the veloc¬ 
ity of electromagnetic waves in vacuum, that is, the velocity of light. 

The nature of a given X-ray emission spectrum is determined by the kind 
of material of which the anode or “target" of the cathode-ray tube, or 
“X-ray tube," is made. Each type of atom—for example, Fe, Cu, Ag, etc.— 
which may be present in the material, emits its own characteristic spectrum 
of lines of given position and relative intensities regardless of whether the 
type of atom in question is present in its elemental state or in chemical com¬ 
bination. That is to say, X-ray spectra are atomic spectra. 

The spectrum of a given chemical element may also be obtained by plac¬ 
ing the element itself or a compound containing the element upon the target 
of an X-ray tube where it will be bombarded by the cathode particles. 

Each chemical element which is present within or upon the target may 
give rise to two series of spectrum lines which are designated by the letters 
K and L, the K series being the one of shorter wave-length and the L series 
the one of greater wave-length. Additional series in so far as found will be 
spoken of later. The several series occupy entirely distinct spectral posi¬ 
tions, that is, there is no overlapping. 
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Within each series the spectrum lines appear in groups which are usually 
well separated. The group of greatest wave-length is denoted by the letter 
a, the next group by 0, etc. The individual spectrum lines of each group 
are given numerical subscripts. Accordingly, X-ray spectrum lines receive 
such designations as Fe Lai, Cu L/3 3 , Ag Ly 2 . The numerical subscripts with¬ 
in each group are assigned in the order of intensity of the lines, beginning 
with the most intense line of the group as number one. 

Corresponding spectrum lines of different elements, for example, A1 Kai 
and Cu Xai, have frequencies of which the square roots are very nearly pro¬ 
portional to the atomic numbers of the elements. This important relation 
was discovered by H. G. J. Moseley* and is known as “Moseley’s law.” 

From Moseley’s law it follows as a corollary that the spectra of the 
various elements will show striking features of similarity. In addition, 
X-ray spectra are much simpler than optical spectra and hence are much 
more readily systematized. 

For the heavier elements, for example, Pt and Au, two additional series 
of lines have been found which are designated by the letters M and N. 
These series occur, in the order given, at greater wave-lengths than the L 
series. 

The K series of spectrum lines is the simplest one. It has a single definite 
limi t on the side of short wave-lengths and none of the lines of the series 
appears until the energy of the bombarding cathode particles attains the 
value determined by the quantum relation, equation (1), in which v, or X 
must be given the value which corresponds to the series limit. Then the 
entire series appear at one time. The process which causes the lines of the 
series to appear is supposedly as follows: A cathode particle impinges upon 
an atom of the target and ejects an electron from the innermost or first 
electron shell of the atom, the so-called K shell. When an electron from the 
second shell, or the third, etc., falls to the K shell to replace the electron 
which was ejected, one of the spectrum lines of the K series is emitted. (The 
second shell is called the L shell, the third the M shell, etc.) Which particu¬ 
lar spectrum line of the K series is emitted depends upon which shell and 
which “level” of the shell the replacing electron comes from. Since the 
bombarding cathode particles must have a certain minimum energy before 
they can eject electrons from the K shell, none of the lines of the K series 
appears until the energy, or the voltage, attains the proper value. Once the 
voltage attains this value or exceeds it, there will be an electron ejected 
from the K shell of each of a multitude of atoms. In some of these atoms the 
replacing electrons will come from each of the levels of the second, third, 
etc., shells. Hence the entire series of spectrum lines now appears at once. 

The L, M , and N series each supposedly originates in a manner some- 

* Phil Mag., 26,1024, 1913, and 27, 703, 1914. 
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what similar to that in which the K series originates, but with these other 
series the conditions become progressively more complicated. Whereas 
there is only a single K level, there are three L levels and five M levels. 
Correspondingly, there are three series limits for the L series and five for 
the M series. For the N series there are probably seven limits, but whether 
this be true is not definitely known. For further information concerning 
the supposed mechanism of the emission of X-ray spectrum lines see the 
reference given in the footnote.* 

All X-ray wave-lengths are extremely short when compared to the wave¬ 
lengths of the visible spectrum. The visible spectrum, it will be recalled, ex- 

o o 

tends from about 3800 A to about 7500 A. In comparison, the X-ray wave¬ 
lengths with which we shall be concerned range from about .1 A to 150 A. 
But this is a range of more than ten “octaves,” whereas the visible spectrum 
covers a range of barely one octave. 

X-ray wave-lengths are frequently given in terms of the so-called X-unit, 
which is equal to one-one-thousandth of an Angstrom unit, or, since the 
Angstrom equals 10“ 8 cm, the X-unit equals 10 -u cm. 

The power of X-rays for penetrating matter increases as the wave-length 
decreases. X-rays of relatively great wave-length have a low penetrating 
power, and these are said to be “soft,” whereas those of relatively small 
wave-length have a high penetrating power and are said to be “hard.” The 
X-rays used for medical purposes are chiefly of the latter type. 

Even before it was possible to obtain X-ray spectra, C. G. Barkla was 
able to prove from studies of the “hardness” of X-rays, as determined 
directly from their power of penetrating matter, that each chemical element 
gives rise to two kinds of what he termed “characteristic” radiations, which 
he designated by the letters K and L. What Barkla called K radiation was 
later analyzed spectroscopically and is identical with what we now call the 
K series of spectrum lines, and similarly the L radiation was analyzed, and 
is identical with what we now call the L series of spectrum lines. 

While no sharp boundaries occur which serve to classify X-rays into 
natural groups according to their hardness, it is convenient for purposes of 
discussion to set up such boundaries more or less arbitrarily. Accordingly, 
we shall henceforth designate X-rays having wave-lengths of less than 1 A 
as hard X-rays, those having wave-lengths between 1 A and 15 or 20 A as 
soft X-rays, and finally, those having wave-lengths greater than some 15 or 
20 A as very soft X-rays. 

In X-ray spectroscopy the region of soft X-rays is the most important 
because the spectral series of so many different chemical elements fall into 
this region. The spectral regions into which the X, L, and M series of the 

* A. Sommerfeld, Atombau und Spektrallinien (4th ed.: Braunschweig.’ Vieweg, 1924), 
pp. 244 ff. 
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various elements fall are indicated by means of the graphs shown in Figure 
192. Here wave-length is plotted as abscissa, against atomic number, in¬ 
creasing downward, as ordinate. In the region of hard X-rays all of the 
lines of a given series are comprised within a range of several hundredths or 
perhaps a few tenths of an Angstrom unit, and in the region of soft X-rays 
within several tenths of an Angstrom or perhaps one or two Angstroms. For 
convenience of reference a periodic table of the elements, giving atomic 
numbers, is given to the left of Figure 192. (This table is somewhat 
abridged.) 
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The absorption spectra which result when X-rays pass through matter 
have also been extensively investigated. Each chemical element produces 
its own effect characteristic of the atom of which the element is constituted, 
almost though not entirely regardless of any state of chemical combination 
which may prevail. That is, X-ray absorption spectra are also in the main 
atomic spectra. For each type of atom the absorption spectrum is closely 
related to the emission spectrum but the absorption spectrum does not con¬ 
sist of the lines of the emission spectrum reversed as is so often the case in 
optical spectra. X-ray absorption spectra have the following nature: In 
passing through the spectrum in the direction of increasing wave-length, 
the amount of absorption, for each element, increases gradually until the 
position of a limit of one of the emission series of the element is reached. 
Here the absorption very suddenly falls much lower, producing a so-called 
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“absorption edge.” According to the quantum theory, the energy E re¬ 
quired to excite a given emission series must be equal to or greater than 
hv, or Ac/X, where v and X have the values which obtain at the limit of the 
series. In other words, the absorption falls much lower at that spectral 
position at which the energy, or the frequency, of the X-rays becomes too 
low for the incident waves to excite the spectral series in question in the 
absorber, as secondary X-rays. Thus, X-ray absorption spectra consist of 
numerous “absorption edges.” Of these, many, for reasons which we shall 
not enter into, show “fine structure” which has been the object of much 
careful study.* 

We now come to speak of the epoch-making discovery which made our 
present knowledge of X-ray spectra possible. 

3. Laue’s Discovery.—In the year 1912 M. von Laue advanced a bril¬ 
liant idea which, when put to test under his guidance by his students W. 
Friedrich and P. Knipping, opened a totally new era in our knowledge of 
X-rays. 

The atoms or molecules of a crystal are arranged in a regular array in 
three dimensions after some such fashion as represented in Figures 193 
and 194. Here the circles represent the particles; the connecting lines are 



introduced merely to clarify the drawing. Such an array of particles con¬ 
stitutes what is known as a “space lattice.” That the atoms or molecules 
of a crystal must be arrayed in a space lattice had been believed for a half- 
century as a result of studies of the forms which crystals take. And calcu¬ 
lation based upon Avogadro's number and the densities of crystals had indi¬ 
cated that the particles of the lattice must be separated by distances of not 

* See, e.g., Kievit and Lindsay, Phys. Rev., 36, 648, 1930; J. D. Hanawalt, Jour. 
Franklin Inst., 214, 569, 1932; Coster and Veldkamp, Zeit. f. Phys., 74, 191, 1932. For 
the general theory of X-ray absorption spectra see Sommerfeld, op. cit., pp. 288 ff. 



Sec. 3 


LATJE’S DISCOVERY 


287 


more than 5 or 10 Angstrom units. Now Laue’s brilliant idea was as fol¬ 
lows : Suppose each atom of any material should act as a center of diffrac¬ 
tion or “center of scattering” for X-rays, giving rise to Huygens wavelets, 
which spread out in all directions about the particle as center. Then, a 
crystal, in which the particles must be arrayed in a space lattice, may serve 
to resolve the extremely short waves or pulses of which X-rays are pre¬ 
sumably constituted, in a manner somewhat analogous to that in which a 
diffraction grating resolves the much longer waves of light. 

Laue developed his idea by applying the principle of interference, and 
ascertained by mathematical steps involving only ordinary relations of 
analytic geometry, that the Huygens wavelets should reinforce each other in 
certain specific directions, and thus give rise to principal maxima of diffrac¬ 
tion in these directions. When Friedrich and Knipping set up the experi¬ 
ment, the effects predicted by the theory were found. The discovery of 
these effects was one of far-reaching significance; it laid the foundation 
stone for two new sciences, namely, for the science of X-ray spectroscopy , 
on the one hand, and for the analysis of crystal structure as now pursued, on 
the other hand.* 

The experimental arrangement of Friedrich and Knipping is represented 
in Figure 195a. The X-rays originate at the target T } which is bombarded 



Fig. 195 a Fig. 195 6.—Laue spots 


by cathode particles coming from the cathode shown at the left (not 
lettered). The X-rays pass through a filter, F, of aluminum, and through 
circular apertures about 1 mm in diameter in a succession of lead screens, 

* The original article describing the discovery is: Friedrich, Knipping, and Laue, 
Sitzungsber. d. Muench. Akad., p. 303, 1912. This was reprinted with only minor altera¬ 
tions in Ann. d. Phys., 41, 971, 1913. 
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SS, and fall upon the crystal, C, which was about 0.5 mm thick in the ex¬ 
periments in question. Photographic plates were placed at Pi, P 2 , and P 3j 
some 3.5 cm from the crystal. The plate at Pi yielded a pattern of the type 
shown in Figure 1956. The large central spot is due to the direct beam of 
X-rays which continues straight through the crystal. The smaller surround¬ 
ing spots are the images formed where the directions representing the prin- 
' cipal maxima of diffraction penetrate the photographic plate. These spots 
are now known as “Laue spots.” Other Laue spots appeared upon the 
plates at P 2 and P 3 . 

The Laue theory of the diffraction of X-rays by crystals, while based 
upon the simple principle of the interference of the wavelets scattered by 
the atoms of the crystal, is nevertheless rather difficult to grasp because we 
must visualize the interfering wavelets in three-dimensional space. But soon 
after Laue published his theory, W. L. Bragg found a simpler viewpoint 
from which to regard the diffraction of X-rays by crystals. When we are 
ready to undertake the consideration of this diffraction, we shall begin with 
Bragg’s method of viewing it, but we must first digress to consider some of 
the elementary features of crystal structure. Some of these features were 
matters of mere conjecture before Laue’s discovery and Bragg’s interpre¬ 
tation of this discovery made it possible to analyze crystals by means of 
the X-ray diffraction effects which they produce, but these features may 
now safely be considered as definitely known. 

4. Concerning Crystal Structure.—In every type of space lattice there 
is a so-called “unit cell” which is a geometric volume, a unit parallelepiped, 
of which the lattice may be supposed to be built up as of building blocks. 
In general, the edges of the unit parallelepiped may have different lengths 
and be inclined to each other. Each corner of the parallelepiped is con¬ 
sidered to be a “lattice point.” In simple crystals it is usually convenient 
to consider the lattice points as coinciding with the atoms. But in compli¬ 
cated structures several atoms may be considered to “center” about a 
lattice point which does not necessarily coincide with any one atom. The 
lattice itself is then a geometrical abstraction serving for reference, having 
form and dimensions determined by the structure of the actual crystal. 
When it is possible to choose a parallelepiped whose edges make right angles 
with each other and all have the same length, then the unit cell is a cube, 
and the crystal belongs to the cubic system. In this case there is a single 
“lattice constant,” namely, the length of the edge of the unit cube. This 
constant will be denoted by the symbol a. Crystals of sodium chloride, 
rocksalt, for example, belong to the cubic system, and it is now known that 
the atoms are arranged as shown in Figure 194. There, the solid circles may 
be taken to represent the Na atoms and the empty ones the Cl. The heavy 
connecting lines outline the unit cube of Na atoms; the length a is indicated 
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in the figure. Denoting the distance from one atom to its nearest neighbor 
by e, that is, the distance from Na to Cl or vice versa, like atoms are 
separated by a distance a = 2e = 5.628 A along the edges of the cube. 
Several further features are to be noted: The unit cube of Cl atoms is dis¬ 
placed, with reference to the cube of Na atoms, by a distance a, upward in 
our figure, and penetrates the cube of Na atoms. The unit cube of each 
kind of atoms repeats itself identically at the interval a measured along any 
one of the cube edges. The cube formed by Na atoms has atoms not only 
at the corners of the cube, but also an Na atom at the center of each face. 
The cube formed by Cl atoms has likewise a Cl atom at each comer and at 
the center of each face. The lattice is said to be of the “interpenetrating 
face-centered” type. 

(The reader will find a model of a cubic lattice, if he can procure or im¬ 
provise one, very helpful in understanding the present as well as following 
discussions.) 

In a crystal, the molecule, as such, loses its identity. For there is no 
reason for saying that a given Na atom forms a molecule in conjunction 
with the neighboring Cl atom to its right, rather than with the Cl atom 
to its left, or the one above, or the one below. 

While the molecule as such loses its identity, the content of an integral 
number of molecules is always associated with each unit cell; hence in this 
sense we may say that each unit cell comprises such-and-such a number of 
molecules. Considering the cube outlined by the heavy connecting lines, 
of length of side a, in Figure 194, let us associate with this unit cube the 
eight atoms—four of Na and four of Cl—which he at the comers of the 
smaller cube of length of side e in the front lower left-hand comer of the 
larger cube indicated by the heavy connecting lines. Making this associa¬ 
tion, all other atoms lying at a corner, upon an edge or a face of the larger 
cube, become, by the same scheme, associated with one or another of the 
adjacent unit cells. For example, the eight atoms at the corners of the 
small cube at the front upper left corner of our figure become associated 
with the next unit cell above the one given by the heavy connecting lines. 
In the same way all other atoms become associated with other unit cells. 
There are thus four molecules, and four only per unit cell. 

There are many other cubic crystals of the face-centered type. Among 
them are, for example, copper, silver, and gold. These latter crystals have, 
however, only a single kind of atom, and the atoms are arranged in a single 
_ lattice, not in two interpenetrating ones. But diamond, made up also of 
only one kind of atom, is cubic and yet consists of two interpenetrating 
face-centered lattices displaced along the body diagonal of the cube by one- 
quarter of its length. Further, the crystal zinc blende, zinc sulphide, is made 
up of two kinds of atoms but otherwise resembles diamond. Diamond and 
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zinc blende were among the crystals used in the original investigation of 
Friedrich, Knipping, and Laue. Some elements—for example, lithium, 
sodium, and potassium—crystallize in the “body-centered” cubic form. 
Attention is called to these various facts in order to point out circumstances 
which must be considered in the study of cubic crystals—and the structure 
of crystals belonging to systems other than the cubic is still more compli¬ 
cated. 

The arrangement of particles shown in Figure 193 is known as a “simple 
cubic” lattice. This is an ideal system to which no actual crystal corre¬ 
sponds. But if , in a crystal of the rocksalt type, two different kinds of atoms 
scatter X-rays to about the same degree, the structure may be regarded as 
simple cubic by way of close approximation. When so regarded the unit 
cube having, by definition, a length of side a, reduces to one of side e, where 
e is by definition the distance from one atom to its nearest neighbor, that is, 
in this case a = e. 

In studying space-lattice diffraction it is of importance to understand 
first of all the effects produced by the simplest of all lattices, namely, the 
simple cubic, and this type will be taken as a basis in much of our subse¬ 
quent discussion. It is best exemplified by crystals of sylvite, K Cl. The 
structure of sylvite is the same as that of rocksalt, NaCl, but in sylvite the 
K and Cl atoms scatter almost exactly equally for a reason which we shall 
explain. The scattering due to any one atom is attributable largely to the 
electrons outside of the nucleus of the atom. The constituents of the nucleus 
are too firmly bound to be effective, and the nucleus as a whole does not 
contribute materially, since, on account of its large mass, it reacts very 
little to the incident wave train and hence does not scatter the waves ap¬ 
preciably. Now the number of electrons outside of the nucleus of a potas¬ 
sium atom in its elemental state is 19, and the corresponding number for 
chlorine is 17. But when the elements potassium and chlorine are in chemi¬ 
cal combination, as in the sylvite crystal, they form a so-called “polar 
compound.” That is, the single valence electron of potassium associates it¬ 
self with the seven valence electrons of chlorine. The lattice particles are 
thus*, respectively, positive and negative ions; the lattice is said to be of 
the “ionic” type. The effective number of electrons outside of the nucleus 
for each of the elements K and Cl when in chemical combination is thus 18. 
And the result is that the crystal sylvite behaves very nearly as would a 
simple cubic lattice. 

'Our concept of the simple cubic lattice requires that the particles must 
all be alike in every respect and, in particular, all have the same size and 
shape. The shape may, however, be an arbitrary one without symmetry of 
any kind. But the particles must all be similarly oriented. To emphasize 
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these facts, the particles are sometimes depicted in the form of heavy in¬ 
verted commas. Further, we do not need to concern ourselves with the de¬ 
tails of the size and shape of the lattice particles at all while we are seeking 
to ascertain the directions of the maxima of diffraction, just as with a grat¬ 
ing we do not need to concern ourselves with the details of the width or 
form of the grooves in ascertaining the directions of the maxima formed by 
it. Accordingly, in determining the directions of the maxima, we may for 
simplicity regard the atoms of a crystal as concentrated at geometrical 
points, although actually, with their surrounding electrons, they extend 
over a considerable fraction of the lattice space. However, just as, with 
the grating, the groove form becomes of importance in determining the rela¬ 
tive intensities of the maxima which are formed, so, analogously, the “atom- 
form factor” or “structure factor” becomes important whenever questions 
of the intensity distribution of X-ray diffraction or scattering arise. Some¬ 
thing more concerning structure factor is said in section 6. 

In elementary theory we may also make the simplification of regarding 
the atoms as at rest , whereas they are in fact in a state of agitation due to 
temperature. 

Any plane of a crystal which is occupied by lattice points is known as a 
“crystal plane” or “net plane,” the latter because of the netlike arrangement 
of the points in such a plane. A crystal face is always parallel to a set of 
net planes. 

Referring again to Figure 193, consider the plane parallel to the Z-axis 
which makes an intercept a upon the X-axis and 2 a upon the F-axis—the 
intercept of this plane with the Z-axis is of course infinity. The so-called 
“intercept ratios” of this plane are l:2:oo. All net planes parallel to this 
plane would have the same intercept ratios and these planes may each, or 
all, as a set, be specified by the intercept ratios 1 : 2 : oo . It is only the orien¬ 
tation of the planes with which we are concerned—not their absolute posi¬ 
tions. However, the orientation of planes is not usually specified by their 
intercept ratios, but commonly instead, by their so-called “Miller indices,” 
which are a set of integers in the ratio of the reciprocals of the intercepts, 
namely, in the ratio 1 in our example. The numbers of this ratio are 
multiplied by the smallest integer, 2 in our example, which will serve to 
convert each of these numbers into an integer, and the integers so obtained 
are the Miller indices or simply “indices,” which are thus a set of integers 
which have no common divisor, or are prime to each other, as a set. The 
indices are simply written in succession. They are commonly, but not al¬ 
ways, placed in parentheses, thus (210); comas are inserted between the 
numbers when for some reason necessary for clearness. By way of further 
example: The set of planes perpendicular to the X-axis has intercept ratios 
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1: oo : oo, and indices (100); the planes parallel to the Z -axis and intersect¬ 
ing the X- and F-axes at 45° have intercept ratios 1:1: oo, and indices 
(110); the plane intersecting each of the co-ordinate axes at a distance a 
from the origin, and all planes parallel to this one, have intercept ratios 
1:1:1 and indices (111). 

A crystal face having indices (100) is a so-called “cube face,” and crystal 
faces having indices (010) or (001) are also cube faces. From a physical 
point of view there is no distinction between these faces, so far as the crystal 
itself is concerned. It is only when, for example, a beam of X-rays is inci¬ 
dent in the direction of a given cube edge—that is, in the direction of a 
given co-ordinate axis—that a distinction must be made between different 
cube faces, for example, between (100) and (010). In the same connection 
it may also be necessary to distinguish between the planes having intercept 
ratios l:2:oo, or indices (210), and the planes having ratios 1: — 2:oo, or 
indices (2, —1, 0). 

Each index number is always given the algebraic sign of the correspond¬ 
ing intercept. Negative signs are usually written above the index number, 
thus (210). In passing from one plane to a parallel plane on the opposite 
side of the origin, each index number reverses in sign. Apart from this re¬ 
versal in sign the planes of a parallel set all have the same indices. 

Intercept ratios and Miller indices are further discussed in Appendix 
G, but what has already been said is sufficient for our immediate purposes. 

5. The Bragg Theory.—We are now ready to consider the view of space- 
lattice diffraction which was propounded by W. L. Bragg* soon after Laue 
announced his discovery. 

Bragg considered the diffraction which occurs, from the viewpoint of re¬ 
flection, in the following manner: Suppose a beam of X-rays is incident 
upon a lattice in the direction of the arrow i at the top of Figure 196. The 
incident beam may be regarded as parallel; it cannot be rendered parallel 
by a lens or mirror as an optical beam might be, but we may regard it as 
parallel nevertheless so long as we are considering the effects which arise 
from only a small portion of the lattice at one time. This is true because 
the distance between the lattice particles is so extremely small. In the scale 
of magnification to which our figure is drawn the rays should be considered 
to originate from a source point a thousand miles distant. And, incident¬ 
ally, in the same scale, a different surface element of the crystal might be 
forty or fifty miles distant. At this other point the waves could again be 
regarded as plane but the angle of incidence would be different. 

In view of the circumstances which obtain, the straight broken line of our 
figure which is perpendicular to the arrow i may be taken to represent an 

* Proc. Camb. Phil . Soc., 17, 43, 1912. 
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incident wave front which may be regarded as being plane. As this wave 
front strikes the atoms of the crystal in succession, an elementary wavelet 


originates from each atom in turn, 
originate from the first layer of 
atoms ff . Carrying out the familiar 
Huygens construction, it is evident 
that these wavelets combine into a 
plane wave, W i, which travels in the 
direction of the arrow d , this direc¬ 
tion making an angle with the plane 
of the layer ff equal to that made 
by the direction i with this plane. 
The wavelets thus combine into a 
wave front which may be spoken of 
as “reflected” by the layer of atoms. 
Let us now consider the wave front 
which is built up by the wavelets scat¬ 
tered by the second layer of atoms ss. 
These wavelets combine into a wave 
front W 2 which also travels in the 


Let us consider the wavelets which 



direction d, but this wave front is 
retarded with reference to the wave 
front W 1 by a certain amount 8. Let 
us evaluate the retardation 8: We 





may regard both the incident wave Fig. 196 

and the wavelets from the second 


or lower layers as traveling through the crystal with the same velocity as in 
air or vacuum. If the velocity of X-ray waves within matter differed ap¬ 
preciably from the velocity in vacuum, X-rays would be refracted ap¬ 
preciably upon entering or leaving matter. And while it is true that they 
are refracted somewhat, the amount of refraction is so extremely small that 
it long eluded detection completely, and was eventually discovered only 
by the most refined and careful measurements. These measurements, and 
other lines of evidence which we need not now discuss, led to the conclusion 
that the wave velocity of X-rays is greater in matter than in vacuum, but 
only by about 1 part in 10,000 even in rather dense solids. (The group 
velocity cannot exceed the velocity in vacuum.) Ignoring then as we well 
may, for the present, the effect of this minute change of velocity which 
occurs, it is evident that the retardation 5 has the value: 


(2) 


8=AB+BC = 2D sin 6 . 
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Here D is the distance indicated in the figure and 0 is the angle between the 
direction of incidence and the planes of the layers ff, ss, etc., and this angle 
is equal to the angle between the direction of diffraction and the planes of 
the layers. The angle 0 is known as the “glancing angle” made by the 
beams with the layers. The “glancing angle” must always be distinguished 
from the “angle of incidence” which is the angle between the incident beam 
and the normal to a surface. The distance D may be defined in general as 
the space period in which similar layers of lattice particles recur, measured 
perpendicularly to any set of layers which may be in question. The fact 
that D in the present instance equals our previous e, the distance from one 
lattice particle to its nearest neighbor, or a, the lattice constant, is an inci¬ 
dental circumstance, as will appear more fully later. 

The Huygens wavelets which originate from the third layer of atoms, the 
fourth layer, etc., also combine into wave fronts traveling in the direction 
of the arrow d. Moreover, the wave front originating from each successive 
layer is retarded relatively to the wave front from the preceding layer by 
always the same amount 5, given by equation (2). Now suppose the inci¬ 
dent radiation contains trains of waves of all wave-lengths. The disturb¬ 
ances from the various layers of atoms will add up—that is, interfere con¬ 
structively—only for those wave-lengths for which the retardation 8 equals 
an integral number of wave-lengths, m\. For all other wave-lengths there 
is practically complete destructive interference, just as with a diffraction 
grating there is practically complete destructive interference for all wave¬ 
lengths except those for which the grating law is satisfied in the given direc¬ 
tion. Remembering, then, that 8 must equal m\ we pass from equation (2) 
to what is known as Bragg’s law for X-rays “reflected,” or really diffracted 
by a crystal, namely: 

(3) m\ — 2D sin 6 . 

Here m is the spectral order. In any given order the wave-length which is 
diffracted increases as the glancing angle 0 increases. For any given wave¬ 
length the first order occurs at the smallest glancing angle 0 l7 the second 
order occurs at a greater angle 02 , the third order at a still greater angle 03 , 
etc. The low orders are the ones of practical importance because the in¬ 
tensity of diffraction falls off rapidly with increasing order for a reason 
which we shall learn in the next section. 

Bragg’s law, taken literally, states that a given wave-length will be re¬ 
flected in a given spectral order only when the glancing angle takes a 
unique value 0. Our instincts regarding physical phenomena lead us, how¬ 
ever, to surmise that actually there will be a small “angle of tolerance” over 
which diffraction will occur, this angle being finite, however small it may 
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be. And such a small finite range of angle does indeed exist—speaking 
generally, it has an order of magnitude of several seconds of arc. In sections 
21 and 24 we shall learn more regarding the magnitude of this small angle. 

It is to be noted that in order to have reflection from a crystal occur it 
is not necessary that the lattice particles should be regularly arrayed within 
each of the reflecting planes. Referring again to Figure 196, suppose any 
one of the lattice particles were displaced by an arbitrary amount within its 
own plane ff, ss, etc. The wavelet originating from it would still be tangent 
to the same wave front as before. Therefore, if the lattice particles occupied 
random positions within their own planes instead of being regularly arrayed 
within them, the wavelets would still build up the same wave fronts. The 
formation of the reflected beam is thus conditioned upon the existence of 
equally spaced layers of particles, but not upon the regularity of arrange¬ 
ment of the particles within these layers. The regularity within each plane 
is incidental in so far as reflection in the given set of planes is concerned. 

The regularity which actually obtains within each set of layers means, 
however, that it will be possible to find other, differently oriented sets of 
planes which are also occupied by lattice particles—for example, the set fp, 
sq, etc. (Fig. 196)—and these other sets may equally well be regarded as 
constituting “reflecting” planes. 

Since a fixed number of lattice particles, or atoms, per unit volume of a 
given crystal must always be accounted for, those sets of planes which have 
many atoms per unit element of area, or are “densely populated,” have a 
relatively large separation between planes. Such sets are ff, ss, etc., or/p, 
sq, etc., the corresponding separations being respectively D and D'. And 
those sets of net planes which are sparsely populated, such as tp, rq, etc., 
have a correspondingly small separation, D ". 

Those sets of net planes which are densely populated commonly occur as 
crystal faces. For these planes the Miller indices are “simple.” That this is 
true is more or less self-evident, but the question which here arises is 
treated mathematically in Appendix G. The planes which are very sparsely 
populated have, on the other hand, Miller indices which are not simple, and 
these planes do not occur as faces. Furthermore, the densely populated 
planes serve well as “reflecting planes,” whereas the “reflection” from the 
sparsely populated planes is of low intensity. But the reason for this low 
intensity of reflection does not lie immediately in the sparsity of population, 
for there is always a constant number of scattering atoms for a constant 
volume of penetration of the beam. The reason for the low intensity is that 
the separation of the planes is so small that the extent in space of the atoms, 
with their surrounding electrons which cause the scattering, is relatively 
so great that the distribution of the scattering electrons, considered in the 
direction perpendicular to the planes, somewhat approaches uniformity. 
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Temperature agitation of the atoms depresses the intensity of reflection 
from the sparsely populated planes also because of the small separation 
which these planes have. 

To sum up, the densely populated planes are the ones which are im¬ 
portant both crystallographically and spectroscopically, whereas the sparse¬ 
ly populated planes are unimportant. The sparsely populated planes are 
unimportant physically. 

Those sets of planes which are parallel to two of the principal edges of 
the lattice are densely populated, but a set of planes may be inclined to all 
three of the principal edges of the lattice and yet be densely populated, as, 
for example, the (111) set, and hence be important physically. 

It is to be noted that the following conditions obtain in the simple cubic 
lattice, with which we are especially concerned: 

All lattice particles are exactly alike, and all have 
neighbors in the same relative positions. 

The most general type of arrangement which is pos¬ 
sible in any one net plane is that shown in Figure 197. 
No other type satisfies the previously mentioned con¬ 
ditions. 

When a set of planes is inclined to one or more of 
the cube edges of the lattice, the atoms in adjacent 
planes do not “lie behind each other”—but this is im¬ 
material from the point of view of reflection, as we have 
learned. 

By passing from a given plane to the next but one, or to the third, or the 
fourth, etc., it is always possible to find a plane in which the atoms lie 
exactly behind those of any plane originally considered. 

6. Some General Aspects of Space-Lattice Diffraction.—A fundamental 
distinction exists between diffraction by a space lattice and diffraction by a 
grating. With a grating, for a given direction of incidence, there is a con¬ 
tinuous range of directions in which a continuous range of wave-lengths is 
diffracted in a given spectral order. There is, in other words, a “spectrum” 
formed. With a space lattice, for a given direction of incidence, there is only 
a single direction of diffraction (for a given set of reflecting planes), and only 
a single wave-length is diffracted or “reflected” in a given order. There is 
thus no “spectrum 77 formed, when there is a single direction of incidence. 
But if a continuous range of directions of incidence is provided by having a 
divergent incident beam, a portion of a spectrum will be formed at any one 
crystal setting; details will be explained later, and it will also be explained 
how a complete spectrum may be obtained by rotating the crystal either 
slowly and continuously or by small steps. 
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Let us now see why the beams of successive order diffracted by a crystal 
fall off rapidly in intensity as the order m increases. The reader will recall 
that in diffraction by a grating the amplitude of the disturbance which pre¬ 
vails at any principal maximum is proportional to the amplitude which each 
individual groove of the grating sends out in the direction in which the 
given maximum is formed. Similarly, in diffraction by a crystal, the ampli¬ 
tude of any principal maximum is proportional to the amplitude of the 
disturbance which the individual atom scatters or diffracts in the given 
direction. Now the amplitude contributed by the individual atom decreases 
rapidly with increasing order—for a reason which will appear. 

The higher the spectral order, the greater the glancing angle 6 which the 
incident and diffracted beams make with the reflecting planes, and, also, 
the greater the angle through which the diffracted beam is deviated with 
relation to the incident beam. Denoting this angle of deviation by we 
have specifically \[/ = 2d. Now the amplitude of the disturbance scattered by 
each atom in any direction decreases 
as the angle of deviation ^ increases, 
because as ^ increases the interfer¬ 
ence between disturbances scat¬ 
tered by different electrons of the 
same atom tends progressively to 
become more destructive, since the 
path differences by way of different 
parts of the same atom increase 
progressively. Referring to Figure 
198, let the arrow i represent the 
direction of an incident beam of 
X-rays of wave-length X. Let the 
broken line perpendicular to the 
arrow represent a wave front, and 
let the circle bf represent the space 
occupied by an atom, with its sur¬ 
rounding electrons which cause the 
scattering. Within the atom each 
element of volume, small com¬ 
pared to the wave-length, may be 
regarded as scattering without great 
variation with direction, much as in 
by a particle small compared to the wave-length when the incident beam 
is unpolarized. But the scattering due to the entire atom will vary mark¬ 
edly with direction. In the direction 6/ which is but little deviated from 



the Rayleigh scattering of light 



298 


THE DIFFRACTION OF X-RAYS 


Chap. 8 


the direction of the incident beam, the difference between the paths a'b V 
and e'f'g ', by way of extreme parts of the atom, will be small. Supposing 
that the deviation of 6! with reference to i is sufficiently small, the paths 
in question will differ by only a small fraction of a wave-length and the dis¬ 
turbances scattered by the various electrons of the atom will reinforce each 
other almost perfectly. But in the direction d which is deviated by a large 
angle ^ from the direction of incidence, the extreme path differences abc and 
efg may differ by a large fraction of a wave-length or by even considerably 
more than a wave-length, depending upon how large the atom is in relation 
to X. Hence the disturbances scattered by the various electrons distributed 
throughout the space occupied by the atom may almost annul each other 
mutually in the direction d. Thus the resultant disturbance scattered in any 
direction by an atom decreases with increasing angle of deviation And 
the reason for this decrease is because the atom is not concentrated at a 
geometrical point but has finite extent in space. 

The so-called atom structure factor is defined as being equal in any given 
direction to the ratio of the amplitude of the disturbance scattered in the 
given direction by all of the electrons of an atom to the amplitude of the 
disturbance which would be scattered in the same direction by a single 
electron on the basis of classical theory. Now in the direction of the incident 
beam continued—that is, in the direction of zero deviation—the disturb¬ 
ances scattered by the various electrons of an atom will reinforce each other 
perfectly. Hence the amplitude of the disturbance scattered in this direc¬ 
tion will be Z tunes the amplitude scattered by a single electron, where Z is 
the atomic number of the atom. With increase in the angle of deviation, 
starting from zero, destructive interference progressively develops. Ac¬ 
cordingly, the structure factor has a maximum value of Z in the direction 
of zero deviation and decreases with increasing angle of deviation at a rate 
which depends on the wave-length of the incident beam. * 

We have now learned that one reason why the intensity falls off rapidly 
in passing to higher orders is because of the finite extent of atoms in space. 
Orders higher than the sixth or seventh are ordinarily not found at all. 

(There may, however, be special circumstances which cause certain high 
orders to appear, f) 

* For further discussion of the subject of structure factor see, e.g., E. O. Wollan, Rev. 
of Modem Phys ., 4, 205, 1932. 

t Some organic crystals of long-chain compounds have a repeating structure within 
the molecule. The distance D between identical net planes equals the length of the mole¬ 
cule, but numerous recurrences of the same atom group within the identity interval D 
cause certain higher orders of diffraction to be reinforced. With the crystals in question, 
orders higher than even the sixtieth may be observed. See, e.g., A. Mueller, Proc. Roy. 
Soc. } 120, 437, 1928. 
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Another cause for the suppression of the higher orders in relation to the 
lower ones is temperature agitation of the atoms within a crystal. When the 
atoms are in a state of agitation the effective thickness of the atom layers 
is greater than if the atoms were at rest. This increase in effective thickness 
is less damaging at small angles of deviation—that is, for low orders—than 
at large angles of deviation, or for higher orders, and the result is much the 
same as though the atoms were larger than they actually are. 

Let us now inquire what the range of wave-lengths is which may be 
diffracted by crystals. From Bragg's law, raX = 2D sin 0, we learn that when 
the glancing angle is small, the measured wave-length is small, and that the 
wave-length increases with increasing glancing angle, up to a maximum 
value at normal incidence, 0 = 90°, where, with m = l, we have X = 2 D. The 
maximum value which D can have is a, the lattice constant of the crystal, 
hence, in analogy with diffraction by a ruled grating, the maximum wave¬ 
length which can be diffracted by a crystal is X = 2a, or a wave-length equal 
to twice the lattice constant of the crystal. From a practical point of view, 
the range of wave-lengths which may be measured by diffraction from 
crystals extends from a lower limit of .05 or .1 A to an upper limit of some 
15 or 20 A. The lower limit is set by a combination of factors. Let us take 
an example. Let ra= 1, X = .l A, and D = 2 A. Applying Bragg's law, we 
have lX.l = 2X2Xsin 0 or sin 0 = .O25. That is, the glancing angle is re¬ 
quired to have the small value of about 1?5. At this same glancing angle the 
second order, m = 2, yields X = .05 A, but in passing to the second or higher 
orders there is a sacrifice of intensity. Further, the above-given separation 
of reflecting planes D = 2 A is about as low a value as can be attained in 
practice. Of all crystals, diamond has the smallest lattice constant, namely, 
a=3.55 A. By reflecting from planes of the diamond crystal which j-re 
equally inclined to the three cube edges, the value of D becomes 3.55/1/3 = 
2.05 A, and reflection from sets of planes having smaller values of D would 
be accompanied, again, by a sacrifice of intensity. Now as to the upper 
limit of the range of wave-lengths which may be measured by diffracting 
from crystals: Gypsum (CaS 04 + 2 Ha 0 ) has a lattice constant a = 7.62 A, 
accordingly, one would measure the wave-length X=2a = 15.24 A in the 
first order at normal incidence. Gypsum has the largest lattice constant 
of all stable crystals except mica. With mica, wave-lengths up to near y 
20 A may be measured. There exist certain unstable crystals formed by 
organic compounds which have much larger lattice constants than gypsum 
or mica, and, with these, wave-lengths up to 60 A have been measured upon 
-occasion, but the use of such crystals is not practical. The ruled grating is 
more suitable for the measurement of the wave-lengths of very soft X-rays. 

Another question which arises in connection with crystal diffraction is 
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whether by considering the beams which are reflected, according to the 
Bragg view, in the various sets of net planes, we are taking account of all 
of the principal maxima of diffraction which may be formed, or whether 
other principal maxima may be formed which cannot be accounted for as 
being “reflected.” Actually, the Bragg view does account for all of the 
principal maxima which are formed, and we shall presently explain in a 
general way why it does. A more formal proof that it does so is submitted 
in Appendix G, but this proof assumes that the reader has first studied the 
Laue theory of space-lattice diffraction, which, in its very nature, deter¬ 
mines all of the directions in which principal maxima are formed. 

Referring to Figure 199, let i be the direction of an incident beam of wave¬ 
length X, and let d be the direction of any principal maximum of diffraction 

for this wave-length. When the Huygens wave- 
d lets which originate from the particles of the lat¬ 
tice all reinforce each other, as they must when 
we are dealing with a principal maximum, they 
^ build up wave fronts W, W f , etc., which are sep¬ 
arated by a distance X. Let A be a given lattice 
point. We may, for simplicity, think of A as 
being a single atom, though more generally it 
may represent a group of atoms which center 

r“ - r" about this position. Let A, at a certain in- 

r ' L -r“ stant of time, give rise to a Huygens wavelet 

Yig. 199 which aids in building up a wave front which 

at a given later instant will be located at 
W. Erect a plane rr through A which makes equal glancing angles, 0, 
with the incident and diffracted beams. Obviously all other lattice 
particles which at the same original instant gave rise to wavelets which 
aid in building up the wave front W must lie somewhere in the plane 
rr. Further, if other lattice particles contribute Huygens wavelets which 
build up the wave front W r , these particles must lie in a parallel plane r'r f 
which is separated from rr by a distance D given by Bragg’s law when m=1. 
Thus the set of planes rr, rV, etc., may be regarded as “reflecting” planes 
for the diffracted beam, which is any diffracted beam. 

All of the planes of the set rr, rV, etc., do not need to be occupied by 
lattice points. For example, the planes rr, r'V', etc., might be occupied 
and the planes rV, r'"r'", etc., be unoccupied. In this case the separation 
of the reflecting planes becomes twice the D of our present figure, and we 
are dealing with second order reflection in a set of planes of separation 2D. 

7. Spectrographs for Soft X-rays.—First, a few words concerning X-ray 
tubes: Formerly, the cathode of the tube was simply a small round sheet 
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of metal either flat or concave. Gas at a pressure of one or more thousandths 
of a millimeter remained in the tube, and when the potential was applied, 
positive ions were formed in this residual gas. These positive ions bom¬ 
barded the cathode and caused it to give off electrons which then traveled 
to the anode or target of the tube, and, in impinging upon this, generated 
the X-rays. The presence of the residual gas was thus a necessity for the 
functioning of the tube. In the course of use, the gas became partially ab¬ 
sorbed in some manner by the walls of the tube, and the tube was then said 
to have become “hard.” In modern tubes, on the other hand, the cathode 
consists of a tungsten wire, usually wound in the form of a spiral, which is 
heated to incandescence by an electric current supplied by a storage battery 
or other source of potential which is independent of the main source of po¬ 
tential which actuates the tube. The incandescent tungsten wire or “hot 
cathode” serves as a copious source of electrons, and it is hence no longer 
necessary to have residual gas in the tube. In fact, the tube should, for sev¬ 
eral reasons, remain highly evacuated. A short cylinder of molybdenum 
surrounds the hot cathode. This cylinder serves the purpose of concentrat¬ 
ing or “focusing” the cathode rays upon the anode or target of the tube. 
The hot cathode tube represents an important development in X-ray tech¬ 
nique over the former “cold cathode” tube because it is much more nearly 
constant in performance and admits of much better control of the current 
as related to the voltage applied. To dissipate the heat which is generated, 
the anode, and other parts of the tube also, are frequently water cooled. 
The hot cathode tube was invented in the year 1913 by W. D. Coolidge.* 

In investigating the spectra due to soft X-rays, the X-ray tube is usually 
built directly on to the spectrograph. A thin membrane is commonly intro¬ 
duced to separate the two chambers, and the tube and spectrograph are 
each evacuated. This procedure avoids the absorption of the radiation 
which would otherwise occur in the wall of the tube and the absorption due 
to the air. With X-rays of wave-length greater than two or three Ang¬ 
stroms, such absorption must be avoided. 

Referring to Figure 200a, let T be the target of the X-ray tube and S a 
slit having jaws usually made of brass, which is sufficiently dense to be 
opaque toward soft X-rays. Let C be a crystal and PP f a photographic 
plate. Denote the glancing angle which the ray SC makes with the crystal 
surface by 0, and suppose the direction CP makes the same glancing angle 
with this surface. There will thus be diffracted, or “reflected,” to P a wave¬ 
length X, in the order m, given by Bragg's law mX=2D sin 8. Now the 
depth of penetration of soft X-rays into the crystal will not exceed a few 
hundredths of a millimeter. Consequently, while the depth of penetration 

* Phys. Rev., 2, 409, 1913. 
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comprises a multitude of layers of atoms, it is yet so small that we may, 
when the principles of design of a spectrograph are under consideration, re¬ 
gard the “reflection” as occurring at the geometrical surface of the crystal.* 
Since the target, T, is extended in area, the beam issuing from the slit 
will be divergent, and hence the glancing angle will vary from point to point 


N 




of the crystal surface over a small range, and consequently the wave-lengths 
which are diffracted will vary over a small range. It will thus be possible, 
owing to the fact that the incident beam is divergent, to photograph a small 
portion of the spectrum at any given angular setting of the crystal, and the 
whole spectrum may be explored by photographing in a succession of 
settings of the crystal and photographic plate. This is, in outline, the meth¬ 
od of the diverging beam; it was originated by H. J. G. Moseleyf in his re¬ 
nowned investigations upon X-ray spectra which first definitely disclosed 
the importance of assigning to each chemical element an “atomic number.” 

Referring still to Figure 200a, let us now for a moment consider only the 
ray SC of the incident beam and suppose that the crystal is rotated slowly 
about an axis C which lies in the plane of the reflecting surface and is per¬ 
pendicular to the plane of our figure. The glancing angle will vary, and 
hence the wave-length which is diffracted will vary. Consequently, even 
if only a narrow pencil of rays were incident, a spectrum would be formed 
upon the photographic plate. This is the so-called “rotation method,” and 
it may be combined with the method of the diverging beam under circum¬ 
stances which we shall explain shortly. 

When the diverging-beam method is used without rotating the crystal, 
falsifications are often introduced into the spectrum. These may take the 

* An exception occurs in the case of crystals of very low density, primarily organic 
crystals, e.g., sugar. With these the depth of penetration is considerably greater. 

f Loc. cit. 
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form either of false spectrum lines or of falsification of the intensity distribu¬ 
tion in the continuous spectrum. These falsifications arise from small areas 
of the target which yield especially intense radiation and from differences 
in the intensity of diffraction from various portions of the crystal surface. 
The method of using a diverging beam and at the same time rotating the 
crystal, which we shall now describe, smooths out the effects of these in¬ 
equalities. 

If the distance PC is made equal to SC, and the crystal is rotated about 
an axis C which lies in the reflecting surface and is perpendicular to the 
drawing, the point of incidence of that ray which is at any given time “re¬ 
flected” to P will move across the crystal, but the glancing angle will remain 
constant—as will be proved—and hence the wave-length which is diffracted 
to P will remain always the same while the crystal is rotated. Referring 
now to Figure 2006, let S denote the position of the slit, C the axis of rota¬ 
tion of the crystal, and P any given point lying on an arc described about 
C with radius CP — SC. Pass a circle through the points S, C , and P. Let 
AB be the position of the crystal such that the ray incident at C is reflected 
to P, and denote the glancing angle which then obtains by 6. The normal 
to the crystal face erected at C intersects the circle SCP at N. Now suppose 
that the crystal is rotated to any other position A'B f , in which the crystal 
surface intersects the circle at C'. Denote the glancing angle at C r by <j>. 
Erect a normal at C'; this normal cuts the circle SCP at N and Z SCN = 
Z SC'N. Hence the glancing angles 8 and 0 are equal, and hence the wave¬ 
length “reflected” to P remains always the same while the crystal is rotated. 

Thus, the rotation method and the method of the diverging beam may 
be used in combination, provided the photographic plate and the slit are 
both placed at the same distance from the axis of rotation of the crystal. 
This is the so-called “focusing condition.” To fulfil this condition accurate¬ 
ly for all points of the photographic plate, the plate should be bent to an 
arc about the axis of rotation, having the required radius. Or, alternatively, 
a film might be used; but there is objection to the use of films because the 
shrinkage upon drying is not sufficiently uniform. In practice it is usually 
necessary to photograph only a small portion of the spectrum at one time 
and a short photographic plate is used without bending; the lack of fulfil¬ 
ment of the focusing condition is not enough to be harmful, and a small cor¬ 
rection takes care of the difference which exists between the tangent of a 
small angle and the angle itself. 

An accurately divided circle which serves to measure the basic angles is 
an important feature of spectrographs for soft X-rays. 

It is to be noted that the above-described “focusing” does not lead to an 
increase in the intensity of the photographed spectrum. The length of ex- 
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posure which is required for photographing a given spectrum while rotating 
the crystal is equal to the sum of the exposure times required to cover the 
spectrum in a number of discrete contiguous sections, without rotating the 
crystal during each exposure. The primary advantage of rotating the 
crystal is to avoid the falsifications which were spoken of above. 

A clock mechanism is frequently provided for rotating the crystal con¬ 
tinuously, but for some types of work it suffices to rotate the crystal slightly 
at intervals during the exposure, by turning a slow-motion screw by hand. 

The theory of the focusing condition was first given by W. H. and W. L. 
Bragg. * However, these observers explored the spectrum by the ionization 
method instead of photographically. In this method a metal chamber some 
15 cm long and 5 cm in diameter is placed with its axis along the reflected 
X-ray beam. The chamber is provided at one end with a window, perhaps 
1 cm square, covered with aluminum foil which is thin enough to be almost 
transparent to the X-rays. There is a slit in front of the window which is 
made narrow when measurements are in progress. The chamber contains 
a gas which is copiously ionized by the X-rays—for example, methyl bro¬ 
mide or argon. An electrode is provided within the chamber, and the wall 
of the chamber serves as the second electrode. A potential difference is 
initially applied to the electrodes and an electric current flows when¬ 
ever an X-ray beam is entering the chamber—owing to the ionization caused 
by the X-rays. The magnitude of the ionization current is a direct measure 
of the intensity of the beam entering the slit. The strength of the current is 
measured by observing the number of scale divisions through which a sensi¬ 
tive electrometer is deflected in an arbitrarily chosen number of seconds of 

time. W. H. and W. L. Bragg, in their 
apparatus, fulfilled the focusing con¬ 
dition, and rotated the crystal in small 
steps, and each time rotated the ioni¬ 
zation chamber through double the 
angle through which the crystal was 
rotated. Figure 201 shows one of the 
curves obtained; glancing angle is 
plotted as abscissa and intensity of 
ionization is plotted as ordinate. The 
target of the tube was of platinum and 
the reflection was from a cube face of 
rocksalt. The ionization maxima let¬ 
tered A h B h and C\ represent the first-order Bragg reflection of the group 
of spectrum lines which we now designate respectively as Pt La, Pt L/3, and 
* Proc. Roy. Soc 88, 428, 1913. 
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Pt Ly. The individual lines of each group were not resolved in this early 
work. The maxima lettered A 2 , B 2f and C 2 represent the second-order dif¬ 
fraction of these same groups of spectrum lines. 

The ionization method, while more laborious than photography, is still 
much used; it has the advantage of yielding a direct measurement of the 
intensity which prevails at each point of the spectrum, and is moreover 
adapted to use in connection with the double crystal spectrometer, with 
which photography is not applicable. 

The fulfilment of the focusing condition was first applied in conjunction 
with continuous rotation of the crystal and the photography of X-ray 
spectra by M. de Broglie.* 

The most widely used modem design of the spectrograph for soft X-rays 
is that of M. Siegbahn. 

For a more extensive account of various types of X-ray spectrographs 
than can be here given, see the well-known book by Siegbahn. t 

The method of diffracting or reflecting from the surface of the crystal, 
which we have thus far alone considered, leads to accurate measurements 
of the positions of spectrum lines even without using the best of crystals. 
But the degree of perfection of the crystal affects intensity measurements 
materially. Crystals exhibit so-called “mosaic structure” to a greater or less 
degree. That is, a large crystal is, in general, made up of a multitude of 
microcrystals oriented just a little differently from each other. As a result, 
when the method of surface reflection is applied, the faces of the micro¬ 
crystals do not all pass accurately through the axis of rotation located in the 
face of the entire crystal. But the amount by which they miss passing 
through this axis is small, and not sufficient to affect the focusing materially. 
Hence position measurements are not affected. But, for reasons which will 
appear later, the degree of disorientation which obtains does affect the in¬ 
tensity of the diffracted beam. In intensity measurements it is also a matter 
of importance whether the face be a natural one, or a cleavage face, or one 
which has been prepared by grinding and polishing parallel to a given set 
of net planes. When the face is a prepared one, the closeness of parallelism 
of the face to the net planes is an important factor in deter mini ng the in¬ 
tensity and sharpness of the spectrum lines. 

Recently a type of spectrograph for soft X-rays has been developed which 
is based upon a principle advanced some twenty years ago but not until 
now brought to a stage of practical utility. The principle in question is to 

* Compt. rend., 157, 924, 1913. 

f M. Siegbahn., Spektroskopie der Roentgenstrahlen (2d ed.; Berlin: J. Springer, 1931), 
pp. 88 ff., or, in English, the translation of the first edition by G. A. Lindsay (Oxford 
University Press, 1925), pp. 50 ff. 
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bend a crystal of mica, for example, to the form of a cylinder of appropriate 
radius of curvature. The crystal will then perform in some respects like a 
concave grating, but in other respects quite differently. Suppose, with a 
curved crystal, a slit is placed upon the Rowland circle. An X-ray spectrum 
line of wave-length X will be formed at the position which corresponds to the 
central image of the concave grating provided the slit happens to occupy 
the proper position on the circle such that the wave-length X will undergo 
Bragg reflection. And there will be no other spectrum lines formed, either 
on the Rowland circle or elsewhere. Now let us suppose that the slit is 
dispensed with and that the target of the tube is placed with its face along 
the Rowland circle. A beam will diverge from each point of that portion 
of the Rowland circle along which the bombarded portion of the target ex¬ 
tends. Hence a range of wave-lengths will be recorded along the correspond¬ 
ing portion of the Rowland circle on the opposite side of the normal to the 
crystal face. But the effective width of the crystal must not be too great, 
lest excessive aberration result. Each wave-length will be reflected from 
the entire effective portion of the crystal face simultaneously , hence there 
will be a great gain in intensity as compared to the plane crystal. Further¬ 
more, there is really no need for the face of the target to lie along the Row¬ 
land circle. The target may also be placed quite close to the crystal and 
then a greater range of wave-lengths may be photographed at one setting. 

Alternatively, a slit may actually be placed upon the Rowland circle, and 
backed by the target as in the plane crystal spectrograph. Then a sliding 
motion of the crystal and photographic plate or film along the Rowland 
circle is necessary during exposure, however. Another variant of the curved 

crystal spectrograph resembles some of the plane crys¬ 
tal spectrographs for hard X-rays to be described in the 
next section—in so far as the radiation passes through 
the crystal. 

For further information concerning curved crystal 
spectrographs, see the references given below. * 

8. Volume Effect; Spectrographs for Hard X-rays.—When a spectrograph 
of the type shown in Fig. 200a is used with hard X-rays, each incident 
ray penetrates into the crystal to a considerable depth, as represented in 
Figure 202, and hence the diffracted beam will be broad, and the spectrum 
lines will appear broad. Moreover, the ^spectrum lines will be shaded off 
to one side because the incident ray diminishes in intensity along its path 
in the crystal. Hence the intensity of the beam which is diffracted will 

* H. H. Johann, Zeit.f. Phys., 69,185,1931; Y. Cauchois, Jour, de phys. } 3, 320,1932; 
L. von Hamos, Annalen, 17, 716, 1933; T. Johannson, Zeit. /. Phys., 82, 510, 1933; A. 
Sandstrom, ibid., 84, 541, 1933. 
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diminish progressively; moreover, the less intense rays diffracted at the 
lower levels will themselves undergo a diminution of intensity before emerg¬ 
ing from the crystal. The effect which is here in question is called the 
“volume effect.” 

The broadening and shading off of the spectrum lines is of course objec¬ 
tionable. It causes both a lowering of resolving power and a lowering of 
the possible accuracy of measurement of the positions of the spectrum Unas 

H. Seemann* has devised two spectrographs used with hard X-rays which 
we shall describe. One of these, represented in Figure 203, is known as the 
“wedge spectrograph.” The rays originate at the target, T, and are incident 
upon the crystal, C, under a wedge, W, and are then “reflected” to the 



Fig. 203,—Seemann wedge spectrograph Fig. 204.—Seemann slit spectrograph 


photographic plate, P. The wedge is not quite in contact with the crystal; 
there is a small amount of clearance. The effective width of the slit which 
is thus formed is equal to the distance of the wedge from its mirror image in 
the surface of the crystal. 

Since the target, T, is extended in area, a range of glancing angles occurs 
and a small region of the spectrum may be photographed at a single setting. 
But commonly the crystal, wedge, and photographic plate are rotated as a 
unit, relatively to the target, in order to photograph a larger region of the 
spectrum and avoid danger of introducing falsifications into the spectrum 
arising from points of the target which give especially intense radiation. 
This spectrograph is simple and convenient. It is suited for work with hard 
X-rays in so far as it is suited for work at small glancing angles, and also 
because the spectrum lines obtained with it show the features caused by the 
penetration of the beam into the crystal to a less degree than do the spec¬ 
trum lines obtained with a spectrograph designed for soft X-rays, but they 
are not free from these features. 

A spectrograph subsequently devised by Seemann is represented in 
Figure 204. The rays diverge from various points of the bombarded area 
of the target, T, and are incident upon the crystal, (7, and then pass through 
the slit S. The crystal must be a good one and fairly large, but because of 

* Annalen, 49, 470, 1916, and Phys. Zeit 18, 242, 1917. 
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the penetrating quality of the rays in question, the nature of the surface 
of the crystal now has little influence. Out of all of the rays from various 
points of the target which are incident upon the crystal at the same glancing 
angle, the same wave-length is reflected. The reflected beams give rise to 
the ray, d, which, passing through S, falls upon the photographic plate at P. 
Owing to the divergence of the beams leaving the target, a range of glanc¬ 
ing angles obtains, and a small region of the spectrum may be photographed 
at one setting. But in order to photograph a wider spectral region, the 
crystal, slit, and plate-holder are usually rotated as a unit, in relation to the 
target. This spectrograph is well suited for accurate work with hard X-rays, 
for the resulting spectrum lines do not exhibit the features due to volume 
effect. The reason the instrument avoids these features is because of the 
location of the crystal in front of the slit. If the direction of the beam 
were reversed, the rays originating along the line P and passing through the 
slit before striking the crystal, the photographic plate now being along the 

face of T, it is obvious that broadening and shading- 
off of the spectrum lines would then occur. 

Another type of spectrograph suited for work with 
hard X-rays was originated by Rutherford and And¬ 
rade, * who, however, used it only for investigation of the 
7 -radiation from Ra B and Ra C, but it is suited for work 
with hard X-rays as well. It is represented in Figure 
205. A beam from an X-ray tube is incident from above 
in the figure, upon a first slit located at 0. The beam 
which diverges from 0 falls upon a crystal, C, 1 or 2 mm 
thick, and here the rays are “reflected internally” by 
the net planes indicated by the dotted lines. The glanc¬ 
ing angle which any incident ray makes with this set 
of net planes is a function of the distance to the right 
or left of the center of the crystal at which the ray is 
incident. Corresponding to the different glancing angles 
which the different rays make with the net planes, there 
are different wave-lengths reflected. The diffracted 
A A beams will, however, all intersect at a distance CS be- 
Fig. 205 y°nd the crystal equal to the distance OC. According¬ 
ly, a second slit S may be placed at this point. A photo¬ 
graphic plate is then placed at any suitable distance beyond the second slit 
and the spectrum is formed upon it. Each spectrum line appears sym¬ 
metrically at equal distances to the right and left of the central image. 

The spectrograph of Rutherford and Andrade was improved in design 

* Phil Mag., 28, 263, 1914. 
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by J. M. Cork,* who used it in its improved form for making many excel¬ 
lent wave-length determinations in the hard X-ray region. 

Still other spectrographs suited for the study of hard X-rays are described 
in the book by Siegbahn referred to above. 

Rutherford and Andrade originally used their spectrograph without the 
second slit S, simply placing the photographic plate at some convenient 
distance beyond the point S where ah of the diffracted beams intersect. 
When the spectrograph is so used, a phenomenon of significance is striking¬ 
ly revealed. Obviously the same spectrum will be formed whether the slit 
S be present or not, but when this slit is absent there will be superposed 
upon the spectrum the illumination which arises from that fraction of the 
beam issuing from the slit 0 which is not absorbed by the crystal and passes 
through it directly, that is, without diffraction. Now it is found that this 
directly transmitted illumination is not uniform across the photographic 
plate, but shows discontinuities as follows: Let X be a wave-length which 
gives rise to dark spectrum lines on the photographic negative at the posi¬ 
tions indicated by X in our figure. It is found that light lines are recorded 
at the points where the directions e intersect the photographic plate, that is, 
the recorded spectrum now consists of corresponding pairs of dark lines and 
light lines. The occurrence of these light lines proves that when an X-ray 
beam of wave-length X is incident upon a given set of net planes of the 
crystal at the proper angle to be diffracted according to Bragg's law, and is 
diffracted, it is extinguished with markedly greater rapidity in its passage 
through the crystal than when it is incident at some other angle, at which 
it is not diffracted. The fact that more rapid extinction occurs when a beam 
is being diffracted was also proved in an especially designed experiment per¬ 
formed by W. H. Bragg, t 

If actual crystals were “ideal,” instead of consisting of micro crystals 
slightly disoriented, the rate at which the direct X-ray beam is extinguished 
within the crystal when the beam is being diffracted would be even greater 
than it is. The slight disorientation of the microcrystals means that only a 
fairly small fraction of these may have the proper orientation relative to any 
given direction of incidence, to take part in the diffraction. And within 
those microcrystals which do not take part in the diffraction, the rate of 
extinction of the beam is only that determined by the ordinary mass ab¬ 
sorption of the material constituting the crystal, as determined by its 
density. Hence if all of the microcrystals were correctly oriented, the ex¬ 
tinction would be more rapid than it is. According to theoretical treatments 
developed by Darwin, Ewald, Prins, and others, a beam which is under- 

* Phys. Rev., 25,197, 1925; see also Cork and Stephenson, ibid., 26, 138 and 530,1926. 

t Phil Mag., 27, 881, 1914. 
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going diffraction would penetrate an ideal crystal to a depth of only a few 
thousandths of a millimeter, even if the beam were one of hard X-rays.* 

9. Methods of Crystal Analysis.—Having considered some of the instru¬ 
ments used in recording X-ray spectra, let us now consider some of the 
instruments which are employed in determining the arrangement of the 
atoms within crystals. 

For further information than can be here given, see the references in the 
footnote, f 

Laue’s discovery of the diffraction of X-rays by crystals was followed, in 
the same year, by the promulgation by W. L. Bragg of his view, which re¬ 
gards diffraction as a reflection. Thereupon followed in the years 1913 and 
1914 numerous further investigations of the diffraction of X-rays by 
crystals; as an example of these we may take the classic researches of W. H. 
and W. L. Bragg carried out by the ionization method in which one of the 
curves obtained was that of our Figure 201. From an experimental stand¬ 
point it was not safe for these investigators to conclude at once that the 
maxima of this curve represent spectrum lines characteristic of the material 
of the target, which was platinum in this case. With little positively known 
at the time, the maxima might have been in some manner characteristic of 
the crystal, which was rocksalt. But by varying the material of the target, 
a different set of maxima was obtained each time, hence they could conclude 
that the maxima do represent the spectrum of the target. The detail of the 
structure of the rocksalt crystal, and of other crystals, was, however, un¬ 
known, hence the D of Bragg’s law could not at once be determined, and 
hence the wave-lengths could not be determined at once even after the 
glancing angle of reflection and the spectral order had been ascertained. 
However, from Avogadro’s number, which was known, and the known 
density of the crystal, the various possible sizes of the unit cell of the crystal 
could be calculated upon the assumption that the unit cell contains one 
molecule per unit cell, or two molecules per unit cell, or three, or four, etc., 
the number being perforce integral. But by comparing the various posi¬ 
tions and intensities of a given maximum due to a given target material 

* C - G - Dar win, Phil. Mag., 27, 315 and 675, 1914, 43, 800, 1922; P. P. Ewald, Phys. 
Zeit., 26, 29, 1925; J. A. Prins, Zeit. f. Phys., 63, 477, 1930. 

For summaries of the theory which treats of the rate of extinction both within ideal 
crystals and within crystals which are not ideal, see A. H. Compton, X-rays and Electrons 

(New York: Van Nostrand & Co., 1926), chap. 5, and E. O. Wollan, Rev. Mod. Phys., 
4, 205, 1932. 

t W. L. Bragg, An Introduction to Crystal Analysis (London: Bell, 1928); R. W. G. 
Wyekoff, The Structure of Crystals (New York: Chem. Catalog Co., 1931); Geiger and 
Scheel, Handb. d. Physik, Vol. 24; and A. Schleede and E. Schneider, Roentgenspektro- 

skopieu. Kristallstrukturanalyse (Berlin and Leipzig: De Gruyter & Co., 1929), in two 
volumes. 
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when the reflection was first from a (1, 0, 0) face of rocksalt, then from a 
(lj 1? 1) f ace j an ^ then from a (1, 0, 1) face, etc., and doing the same with 
other crystals, it was possible to work out the arrangement of the atoms 
within simple crystals with practical, but not absolute, certainty. The ar¬ 
rangement for rocksalt which was arrived at was that of our Figure 194, 
comprising four molecules per unit cell. In the figure the length of side of 
the unit cell is indicated by a. With this arrangement established, X-ray 
wave-lengths could be calculated. Moreover, the wave-lengths calculated 
on this basis were in accord with those to be expected according to the 
fundamental quantum relation, equation (1). This agreement confirmed 
the analysis which had been made of the arrangement of the atoms in rock- 
salt and other simple crystals. 

In view of the foregoing, it should be evident that the instruments which 
are used for recording X-ray spectra are also instruments of crystal analysis. 
Investigation by these instruments, considered as a group, is thus to be re¬ 
garded as one method of attacking the problems of crystal structure. The 
spectrograph of the type now primarily used for soft X-rays, especially, has 
yielded important results concerning the arrangement of the atoms within 
crystals. 

The Laue method of diffracting X-rays by crystals, of which we have not 
yet given the theory, is very valuable in ascertaining the symmetry of a 
crystal, and is to be regarded as the second of the 
principal methods employed in crystal analysis, of qi 

which there are four. The Laue method is generally J / 

used in conjunction with one or more other methods. ! 

10. Rotation Photographs. —One of the two re¬ 
maining methods of crystal analysis will be explained 
in referring to Figure 206. Let i be a narrow horizon¬ 
tal beam of X-rays of wave-length X, the pencil of 
rays being limited by a succession of small circular 
apertures, or, under some circumstances, by vertical 
slits, and let C be a small crystal. Ideally, the beam 
should be monochromatic, but in practice it is suffi¬ 
cient if the spectrum of the beam be very simple, con- 
sisting, for example, of one dominant spectrum line P % P 
and two' or three relatively faint ones. Such a spec- p IGi 206 

trum may be obtained by proper adjustment of the 
voltage actuating the tube and, if necessary, absorbing undesired harder 
radiation by means of filters. 

The beam should be hard enough to penetrate the small crystal readily, 
as the method in question depends upon the occurrence of internal reflec¬ 
tions. 
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The crystal is mounted with an important crystallographic direction 
perpendicular to the plane of the figure, or vertical, and is then rotated 
about this direction as axis. The rotation may be either continuous or may 
take the form of an oscillation. Let the dotted line within C be parallel to an 
important set of net planes. Each time, in the course of the rotation, that 
this set of net planes makes the proper glancing angle, 0, with respect to the 
incident beam, the wave-length X will be reflected to the point P of the 
photographic plate, PP', upon which the reflection will be recorded. As the 
crystal rotates there will also be a corresponding spot formed at P', on the 
other side of the point Po where the undeviated beam strikes the plate. 
The value of the angle 0 is now determined from the relation tan 20= 
PPo/PoC, and, since X is known and m is readily ascertainable, the separa¬ 
tion, Dj of the reflecting net planes can be calculated. Other sets of net 
planes give rise to other pairs of spots, and by measuring the distance corre¬ 
sponding to PP 0 for each spot, the separations of the various sets of net 
planes can be determined. From this knowledge, when complete for all 
sets of net planes having physical importance, the arrangement of the atoms 
within the crystal may be deduced. The process is a long and difficult one, 
however, especially in the case of complicated structures. We shall not 
attempt to enter into it. Due regard must be paid to the intensities of the 
spots; the intensities are sometimes merely estimated and sometimes meas¬ 
ured photometrically. 

The spots which occur along the line PP' of our figure originate from net 
planes which are parallel to the axis of rotation of the crystal. But when 
sets of planes which are inclined to this axis, in the course of the rotation 
make the proper angle 0 with the incident beam, these planes will also give 
rise to reflected beams—and these beams will form spots which occur on the 
photographic plate above and below the plane of the diagram. The pattern 
of spots which is thus formed is symmetrical about a vertical line through 
Po and is also symmetrical about the horizontal line PP', which is spoken of 
as the “equator” of the pattern. The spots lie along the intersections of a 
system of nearly straight horizontal lines which are portions of flat hyper¬ 
bolas, with a system of less flat hyperbolas which run in the general vertical 
direction. 

Each important crystallographic direction is used in turn as the axis of 
rotation of the crystal. 

In place of the photographic plate a film is sometimes used, which is then 
bent around the crystal at a radius equal, let us say, to CPo, so that it forms 
a circular cylinder of which the axis coincides with the axis of rotation of 
the crystal. 

The method of rotation photographs, as applied specifically to the 
analysis of crystals, was first described by E. Schiebold in the year 1919 
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and was further developed by him and by Polanyi and Weissenberg in 1921. 
But only from about 1924 on has the value of this method been widely 
appreciated.* 

11. The Powder Spectrograph.—The fourth principal method of crystal 
analysis will be explained in referring to Figure 207. Let i be a narrow hori¬ 
zontal beam of X-rays of wave-length X. For 
the purpose of preliminary discussion let this 
beam be considered as limited always by a suc¬ 
cession of minute circular apertures. Let C be 
a small quantity of a crystalline compound in 
the form of a fine powder. Consider the beam 
as monochromatic—though in practice the 
spectrum may consist of a dominant spectrum 
line accompanied by one or two relatively faint 
ones. 

The minute crystals of the powder will be 
oriented in all directions, practically speaking. 

Hence there will be some crystals which are 
properly oriented to reflect the wave-length X 
from each important set of net planes. Let 
the broken line a indicate the orientation of a set of net planes in a giv¬ 
en minute crystal; the planes in question are supposedly perpendicular 
to the plane of the figure. They make an angle 8 with the direction of the 
incident beam, and if the angle 8 is such that the relation m\=2D sin 8 
is satisfied, there will result a diffracted beam d. Suppose the angle 8 is such 
that the diffracted beam is formed. There will also be other minute crystals 
in which the same set of net planes makes the same glancing angle 8 with the 
incident beam, but these net planes will not always be perpendicular to the 

plane of our figure. But since 8 is always the same for the given set of net 

* 

planes in the various crystals under consideration, the direction of diffrac¬ 
tion or reflection will generate a circular cone about the direction of inci¬ 
dence as axis. 

For each other set of net planes, of different separation, there will be a 
circular cone of different angle. Hence if a photographic plate, PqQ, be 
placed perpendicular to the incident beam, there will be formed upon this a 
series of circles about Po as center, one circle for each cone. These circles 
are often spoken of as “spectrum lines,” but we must remember that they 
are all due to the same wave-length X, only reflected in different sets of net 
planes. 

* See Polanyi, Schiebold, and Weissenberg, Zvit.f. Phys ., 23 , 337, 1924; E. Schiebold, 
ibid.j 28 , 355, 1924; and J. D. Bernal, Proc. Roy. Soc. } 113 , 117, 1927, where a complete 
description of the method itself is also to be found. 


Z 
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In place of the plate P 0 Q, a film P 0 P " may surround the powdered ma¬ 
terial. The “spectrum lines” will then be roughly circular arcs about the 
direction iPo as axis. However, if a line happens to be located at P', this 
line will be perfectly straight. When the film is laid out flat it will appear 

as represented in Figure 208. The let¬ 
ters under this figure correspond to the 
letters of Figure 207. It is to be noted 
that the lines on opposite sides of P' are 
curved in opposite directions. 

The distance of each spectrum line 
from the point P 0 is measured, and thus 
the angle 0 which corresponds to each 
line, and hence the separation of the corresponding net planes, is ascer¬ 
tained. The separations of the net planes, considered in conjunction with 
the intensities of the lines to which they give rise, furnish the key for 
determining the arrangement of the atoms within the crystal. 

The powder method is of great value, especially because it is applicable 
to compounds which can be obtained only in minute crystals. It can also be 
applied, for example, to a polycrystalline metal foil or sheet, in which the 
microcrystals are oriented more or less at random. Further, when a foil or 
sheet has been formed by rolling, the microcrystals usually show a preferred 
orientation, with respect to the direction of rolling. This fact is then re¬ 
vealed by an increased intensity of the spectrum lines along two dia¬ 
metrically opposite portions of their contour and a lessened intensity along 
a diameter perpendicular to the first. When a few unusually large micro- 
crystals are present in the material, some of these may give rise to isolated 
spots of especially great intensity along the spectrum lines. 

Before the day of the powder spectrograph, any substance was considered 
to be amorphous when examination under a good microscope failed to re¬ 
veal crystal structure. But it has now been found that many substances 
which were adjudged amorphous by this criterion prove to be crystalline 
when they are subjected to examination in the powder spectrograph—and it 
has been possible in a multitude of cases to determine the crystal structure. 
However, when sufficiently large crystals are obtainable, the method pre¬ 
viously described, of rotating a single crystal about one known crystallo¬ 
graphic direction at a time, is more powerful as a means of unraveling the 
detail of complicated structures. 

Since a powder spectrogram need be measured only in the horizontal 
direction, and not diagonally also, like a rotation photograph, the incident 
beam may be delimited by vertical slits in place of minute circular aper¬ 
tures; since the use of slits presents obvious advantages, it is common prac¬ 
tice to use them in the powder spectrograph. 
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The powder spectrograph was originated by Debye and Scherer* in the 
year 1916 and independently by A. W. Hullf in 1917; it came into general 
use some six or eight years before the method of rotation photographs. 

12. The Laue Theory {Introductory) The reader will recall that in the 
experiment of Laue, Friedrich, and Knipping, described in section 3, a 
beam of X-rays is limited by a succession of circular apertures about a milli¬ 
meter in diameter, and is then incident upon a crystal. The beams diffracted 
by the crystal are received upon a photographic plate. The incident beam 
is heterogeneous in wave-length, or, in other words, consists of what is often 
called “white radiation.” We shall now present the theory which led Laue 
to propose this celebrated experiment. 

In the theory, the effect of a space lattice upon one given wave-length 
at a time is considered. That is, we are to solve the problem first for a 
monochromatic beam of wave-length 

For the sake of simplicity, we shall suppose the lattice to be simple 
cubic. 

For reasons already explained in section 5, we may consider the incident 
waves as being plane so long as we concern ourselves with only a small por¬ 
tion of the crystal at one time, and the diffracted waves are then also to be 
considered as being plane. If we were dealing with light , the incident beam 
might be made accurately parallel by a lens, and parallel diffracted rays 
might be brought to a focus by a second lens. For a point source there 
would then result upon the photographic plate, just as with a grating, a 
point image in monochromatic light, or a spectrum dot. With X-rays, since 
we have no lenses, the incident beam is merely restricted in cross-section 
by screens with small circular apertures, and is thus slightly divergent. As a 
result of this slight divergence and the failure to focus the diffracted rays, 
what would be a spectrum-dot is spread into a patch or spot. The size of 
this spot depends upon the diameter of the apertures and upon the distance 
between these, and also upon the position of the crystal and of the photo¬ 
graphic plate relatively to the apertures, However, the theory does not 
concern itself immediately with the size of the spot, which is determined by 
the divergence of the beam considered as a-whole. It is sufficient that for 
any elementary portion of the beam, of cross-section of let us say .01 mm 2 , 
the incident and diffracted waves may be regarded as plane. 

We shall limit the discussion here to the case in which the beam is inci¬ 
dent upon the lattice in the direction of the positive Z-axis (see Fig. 193); 
the beam is to be supposed as incident from the rear. The more general 
case, of any direction of incidence, is treated in Appendix G. 

The origin of co-ordinates is to be taken as indicated, at the center of one 
of the lattice particles. The lattice supposedly extends along the negative 

f Phys. Rev. } 10, 661, 1917. 


* Phys. Zeit., 17, 277, 1916. 
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axes as well as along the positive ones. Our problem is to determine in what 
directions, and for what wave-lengths, the Huygens wavelets originating 
from the various points of the lattice will all reinforce each other. The 
method of procedure which we shall adopt is to determine in turn the nature 
of the diffraction pattern which is produced by each of the following sys¬ 
tems: 

1. By a single row of lattice particles perpendicular to the incident beam. 
The pattern arising from the row of particles lying along the X-axis will first 
be deduced, and then the pattern arising from the row of lattice particles 
lying along the F-axis, which will be similar to the first, only rotated 
through 90°. 

2. By the array of lattice particles in the XF-plane. Such an array is 
called a “regular plane net,” or simply a “net.” The net in question will be 
considered as composed of horizontal and vertical rows. The diffraction 
from crossed gratings, which is similar, will be considered in this connection. 

3. By the row of lattice particles lying along the Z-axis. 

4. Finally, we shall consider the diffraction due to the entire space 
lattice, viewing the lattice as composed of a succession of “nets” equally 
spaced along the Z-axis. 

13. Diffraction by a Row of Particles.—Referring to Figure 209, which 
is drawn in the XZ-plane, let the circles represent the row of lattice particles 
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Fig. 210 


lying along the X-axis. Each incident wave front reaches all of the particles 
simultaneously. The Huygens wavelets originating from these particles 
will reinforce each other in any direction, d, in which the path difference 8 
is an integral number of wave-lengths. Now 5 equals a cos a, where a is 
the lattice constant and a is the angle made by the direction d with the 
X-axis. Hence we have, as the condition for reinforcement: 


(4) 


m £ \ = a cos a , 
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where m x is the order of diffraction, which may take any integral value, 
including zero. The direction of diffraction, d, for any given order, m x , may 
be rotated about the Y-axis without changing the value of 8, consequently 
the direction of diffraction, for any given order, m z , generates a circular 
cone making an angle a with the X-axis. This cone should be thought of as 
one of wide angle. It is represented in Figure 210 as it would be seen by an 
observer who is looking toward the incident beam of X-rays; the irradiated 
row of particles is supposedly comprised entirely within the short horizontal 
line segment which penetrates the apex of the cone. The intersection of the 
cone with a plane perpendicular to the Z-axis will form one branch of a 
hyperbola h. Each spectral order will give rise to its own hyperbola. In 
Figure 211 the branches for the first and second orders are represented by 
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Fig. 211 

l x and 2 X , respectively. The hyperbola^of zero order is a vertical line, name¬ 
ly, the F'-axis of this figure. The branches for the negative orders fall to 
the left of the F'-axis, the value of a being greater than 90° for these orders. 
If it were possible to record the diffraction pattern for a single horizontal 
row of lattice particles, the principal maxima, due to one wave-length X, 
received upon a photographic plate erected perpendicularly to the Z-axis, 
would consist of a family of hyperbolas running in the general vertical 
direction. 

It is to be noted that in passing from one lattice particle to the next in 
the positive X-direction, the length of optical path by way of successive 
particles decreases for the positive orders, and increases for the negative 
orders. 
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Considering now the diffraction due to the row of particles lying along 
the Y-axis: The direction of diffraction, for a given order, to be denoted by 
niy, generates a circular cone making an angle j3 with the Y-axis, the angle B 
being determined by the equation: 


(4') w„\=acosjS- 

This cone intersects a plane perpendicular to the Y-axis in one branch of a 
hyperbola running in a general horizontal direction. The various orders of 
diffraction give rise to a family of hyperbolas running horizontally. The 
branches for the first and second orders are indicated in Figure 211 by the 
curves l v and 2 V , respectively. 

14. Diffraction by a Plane Net— Figure 213 represents the net of par¬ 
ticles lying in the XY-plane. The beam is incident perpendicularly from 
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the rear. The condition for the formation of a principal maximum of dif¬ 
fraction by the net is that the Huygens wavelets from all lattice points in 
the array shall reinforce each other. In order that this may happen, the 
wavelets from each horizontal row must reinforce each other and, simul¬ 
taneously, the wavelets from each vertical row must reinforce each other. 
In other words, equations (4) and (4') must be simultaneously satisfied. 
These equations are both satisfied along the intersection of any one of the 
cones of angle a, given by equation (4), with one of the cones of angle /3 
given by equation (4'). Now the intersection of any two of these cones, 
one of each family, penetrates a plane perpendicular to the Z-axis at the 
intersection of the two branches of the hyperbolas, one of each family, which 
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correspond to the cones (see Fig. 211 again.) In this figure the various 
intersections of the hyperbolas of the two families are indicated by double 
indices. The first number of the index denotes the order with respect to the 
X-axis, and the second number indicates the order with respect to the 
F-axis. These intersections represent the positions of the various principal 
maxima of diffraction due to a single plane net, for one given wave-length X. 
The irradiated portion of the lattice projected into this figure would be com¬ 
prised in a small circle such as that indicated around the origin of co¬ 
ordinates. 

Let us now suppose that the incident radiation contains three wave¬ 
lengths instead of a single one, namely, X', X", and X"', such that X'<X" 
< X'". There will then result the array of spectrum dots 
shown in Figure 212. The spectral order of each set of ^ j a % 

three dots is indicated as in Figure 211, by double inch- 
ces. In each set the dot corresponding to X' lies nearest 
the origin of co-ordinates and the dot corresponding to -•—•— r >—•—*■ X 
X'" lies farthest away. If instead the spectrum of the • 
incident radiation were continuous, extending over a giv- 
en limited range, then each set of spectrum dots would be F 913 
replaced by a line segment, which, if we may employ op¬ 
tical terminology, would be colored violet at the end nearer the origin of 
co-ordinates and red at the farther end. 

15. Crossed Gratings.—The same laws which govern the formation of 
spectra by a plane net also govern the formation of optical spectra by 
crossed diffraction gratings. Consider two transmission gratings consisting 
each of wide opaque strips and narrow transparent lines, both having the 
same grating space a. When these gratings are placed in contact, with 
their lines crossed at right angles, they form a rectangular array of tiny 
apertures. Each aperture acts as a source for transmitted Huygens wave¬ 
lets. The array of apertures is equivalent to a square array of lattice par¬ 
ticles spaced at the distance a. The apertyres, however, send no wavelets 
in the backward direction, as do the lattice points, so the equivalence holds 
only in the region of “transmission.” 

If the two gratings were separated, their planes remaining parallel, and 
their lines remaining crossed at right angles, the diffraction effects due to 
the gratings would not alter. In Figure 214, which is supposedly horizontal, 
0 is a point source of light; L\ is a collimating lens; A is the first grating, 
with lines vertical; B is the second grating, with lines horizontal; L% is a 
focusing lens; and P is a photographic plate. The incident beam passes in 
part through both gratings without deviation, forming a central image at 
C. The incident beam is also in part diffracted horizontally by the first 
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grating, and the beams thus diffracted pass in part through the second grat¬ 
ing without deviation, resulting in the formation of horizontal spectra at h 
and hi just as though the second grating were absent. Again, a portion of 
the beam which passes through the first grating without deviation is dif¬ 
fracted vertically by the second grating, resulting in the formation of 
vertical spectra above and below the plane of the diagram, at C. Moreover, 
a beam diffracted horizontally by the first grating is in part again diffracted 

by the second grating, resulting in the 
Or. formation of diagonal spectra. The dif- 





Fig. 214 



fracted beam leaves the first grating at 
an angle a (see Fig. 215), this angle be¬ 
ing determined by equation (4). Various 
points along any one transparent line of 
the second grating, B , act as the centers 
of Huygens wavelets. The beam must 
be diffracted by the second grating in 
such a direction that the phase relations 
existing at points along this line are main¬ 
tained in the diffracted beam. Thus the 
direction of diffraction must lie on a cone 


of angle a about a horizontal axis. Furthermore, points lying vertically 
above each other in adjacent fines of grating B must have phase relations 
as given by equation (4'). The direction of diffraction must therefore lie also 
on the cone of angle /3 about a vertical fine, or, in other words, it must lie 
along the intersection of the two cones. 

In the present case, the apices of the intersecting cones must be con¬ 
sidered to fie at the center of the lens L 2 , because the one ray of each beam 
leaving the second grating which passes through the center of this lens, 
continues on its course without deviation. The size of the final pattern in¬ 
creases in direct proportion to the focal length of the lens L 2 , just as it does 
for a single grating. # 

In the foregoing discussion it has been supposed that the gratings are 
formed of wide opaque strips and narrow transparent fines. The theory, how¬ 
ever, applies also to other transmission gratings—for example, to “replicas” 
—and it applies also to reflection gratings when these are suitably mounted. 

16. Diffraction by a Row of Particles ( Concluded ).—We now return to 
the consideration of the diffraction caused by a single row of lattice par¬ 
ticles. This time we shall suppose that the row lies along the beam, and not 
perpendicular to it, as previously. The present case will be discussed in re¬ 
ferring to Figure 216, in which the row of particles illustrated is the one 
lying along the Z-axis of co-ordinates. A given wave front now reaches the 
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particles in succession . The wave must travel the additional optical dis¬ 
tance a before reaching each successive particle. Let us compare the optical 
paths from the origin 0 to the diffracted wave front ME, by way of par¬ 
ticles 1 and 2, respectively. The path by way of 2 ex¬ 
ceeds that by way of 1 by an amount (a-a cos 7 ), 
where 7 is the angle between the direction of diffrac¬ 
tion which is under consideration and the Z-axis. 

This path difference must equal an integral number 
of wave-lengths if reinforcement is to take place. 

The fact that the path by way of particle 2, with 
larger positive co-ordinate, exceeds that by way of 
1, with smaller positive co-ordinate, means that the 
order of diffraction with regard to the Z-axis, ra ; , 
must be taken as negative. When the incident beam 
has the direction of the positive Z-axis, as here sup¬ 
posed, all values of m z are negative. 

In view of the foregoing, the condition for construc¬ 
tive interference is: 

( 4 ") m z \ — a (cos 7 — 1 ) . 

For each given order of diffraction, m 2 , the direction of diffraction gener¬ 
ates a circular cone about the Z-axis of which the elements make a con¬ 
stant angle 7 with this axis. The cone for each order intersects a plane per¬ 
pendicular to the Z-axis in a circle. The innermost circle is that of order — 1 , 
the next circle is that of order —2, etc. Thus, for each wave-length, X, the 
principal maxima of diffraction for a row of lattice particles lying along 
the Z-axis, received upon a photographic plate perpendicular to this axis, 
form a family of circles about the Z-axis as center. 

17. The Space Lattice.—We are now ready to consider the diffraction 
arising from an entire space lattice, viewing the lattice as a succession of 
“nets” equally spaced along the Z-axis. 

The disturbances contributed by successive nets will reinforce each other 
in those directions and only in those directions in which the disturbances 
from a row of particles taken perpendicular to the nets will reinforce each 
other. That is, the disturbances from successive nets will reinforce each 
other along the cones of angle 7 determined by equation (4"). However, each 
net considered separately sends an appreciable disturbance only in the direc¬ 
tions of the intersections of the cones of angle a and /? about the X- and F- 
axes, respectively, determined by equations (4) and (4'). Whether there 
will be anything appreciable to reinforce from the successive nets along 
the cones of angle 7 depends, then, upon whether a cone of angle a about 
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the X-axis, one of angle 0 about the 7-axis, and one of angle y about the 
Z-axis, each with its apex at the origin of co-ordinates, all intersect in one 
line. If they do, there will be a principal maximum formed. If the three 
cones do not intersect in one line there will be no principal maximum formed 
by the space lattice as a whole considered as a diffracting system. In gen¬ 
eral, three cones about three axes do not intersect all in the same line. We 
must therefore conclude that there will in general be no principal maximum 
formed. Under what special conditions, then, may a principal maximum 
be expected? If a, /J, and y are all to apply to one and the same direction 
in space, the following geometrical relation must be satisfied: 

(5) cos 2 a+cos 2 /3+cos 2 7 = 1. 

* 

Assembling equations (4), (4'), and (4"): 


(4) 

(4') 

(4") 


m x \ = a cos a , 
m y \ = a cos , 
m z \ = a (cos y — 1) . 


Substituting the values of the cosine functions from these three equations 
in equation (5), we obtain: 


( 6 ) 


/ m x \ s 2 / mj / X N 2 2 . 2 m z \ 

- — H-= U. 

\ CL j \ CL / ^ CL I CL 


From this expression \/a can be factored out and discarded as a solution, 
for neither X=0 nor a =oo has any interest. Solving the remaining expres¬ 
sion for X, we have: 

2 m z a 


(7) 


X = 


ml+rr^+m 


The wave-length, X, must satisfy this equation if there are to be any princi¬ 
pal maxima of diffraction formed. 

Since the values of m XJ m yi and m z are integral, and may hence change by 
only integral amounts, equation (7) will be satisfied by a number of discrete 
values of X, and only by these values. When the incident beam is mono¬ 
chromatic, principal maxima of diffraction will be formed only if, by a rare 
chance, the wave-length happens to have one of this series of discrete values. 

. Otherwise there will exist no direction in which a principal maximum can 
be formed—the waves must pass on in the direct beam. 

^ When, as in the actual experiment of Laue, Friedrich, and Knipping, the 
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incident beam is heterogeneous, containing all wave-lengths within a some¬ 
what indefinite range, there will be principal maxima of diffraction formed 
in those wave-lengths which satisfy equation (7), that is, in those wave¬ 
lengths for which three cones, one cone of each of the three families about 
each of the three co-ordinate axes, intersect in a line. Other wave-lengths 
pass on in the direct beam. Those wave-lengths for which three cones inter¬ 
sect in a line are diffracted along this line of intersection. Where the lines of 
intersection, for various discrete wave-lengths, meet the photographic plate, 
the so-called “Laue spots” are formed, which are illustrated in Figure 19 5b. 

While theoretically m XJ m y , and m z may have any integral values, prac¬ 
tically only small integral values are of importance. Maxima involving 
values of these integers higher than 5 or 6 are seldom observed. 

It is to be noted that in the Laue experiment (in which there is a single 
direction of incidence) there is no “spectrum” formed, just as there is no 
spectrum formed in Bragg reflection when there is a single direction of inci¬ 
dence. That this should also be true in the Laue experiment is what we 
should expect in view of the circumstance, already explained in outline in 
section 6, that all Laue beams may be regarded as “reflected,” according to 
Bragg's view, in one set or another of net planes. The fact that no spectrum 
is formed when there is a single direction of incidence is a fundamental char¬ 
acteristic of space-lattice diffraction. 

18. Illustrative Examples.—The Laue theory requires three numbers, 
m Xf rriyj and ra z , to specify the order of diffraction. Each of these numbers 
represents the order of diffraction with reference to successive lattice par¬ 
ticles lying along one of the axes of co-ordinates, that is, with reference to a 
specified direction in the crystal. The Bragg theory, on 
the other hand, requires only a single number to repre- J 
sent the order of diffraction, but requires in addition ^ 
three Miller indices to specify the orientation of the set \ v 
of crystal planes in which the reflection is taking place. 

It will be instructive to select more or less arbitra¬ 
rily, several sets of values of m x , m y} and m z , and study 
the diffraction which takes place in each case in detail. 

In connection with the examples which are to follow 
it will be shown that a plane OB (Fig. 217), perpendicu- \g 

lar to the plane of the figure, which passes through a Z 
lattice point 0 and bisects the angle of deviation 7 of Fig. 217 
the diffracted beam, d, measured froip. the direction of 
incidence i } that this plane OB is one of a parallel set of net planes. These 
net planes may then be regarded in each case as reflecting planes. The plane 
OB will be referred to for brevity as the “bisecting plane.” 
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For the order m x =3, m„=0, m*= — 1, the wave-length is determined by 
equation (7) to be X=o/5, and by equations (4) we have cos a=3/5, 
cos /3 = 0 or £ = 90°, and cos 7 = 4/5. These various numerical values are 
entered in the top row of Table V (the remainder of the table contains other 

TABLE V 


(Laue) 


Order 

771lg t m yt Wlgl 


(Laue) 


Wave- 

Length 


Direction Cosines 


cos a 


cos 


cos y 


(Bragg) 


Order 

m 


D 




1 

3 

0 

4 


a 

3, 0, 

-1 . 

5 a 

5 

5 

1 

V 10 



1 

3 

0 

4 


a 

6, 0, 

-2 . . 

io a 

5 

5 

2 

V1Q 

* 

9, 0, 

-3. 

i 

15° 

3 

5 

0 

Oil 

3 

a 

i/io 



2 

4 

0 

3 


a 

2, 0, 

- 1 . . .. 

5 a 

5 

5 

1 

Vl 

4, 0, 

—2. 

1 

-CL 

4 

0 

3 

2 

a 



5 

5 

5 


V5 

i, i, 

-1 . 

2 

3 a 

2 

3 

2 

3 

1 

3 

1 

1 CO 


data to which we shall refer shortly). Figure 218 is drawn in the plane con¬ 
taining the incident and diffracted beams when the values of m X) nty, m z 




are those just given; this plane now coincides with the XZ-plane. Path 
lengths X and 3\ laid off along the arrow d bear an evident relation to order 
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of diffraction. Figure 219 illustrates the same case but is drawn to include 
a larger number of lattice points. The bisecting plane, OB , makes an angle 
y/2 with the Z-axis. Invoking a well-known trigonometric formula, we 
have: 



sin 


7 _ 1 —cos 7 __ 'l—4/5_ _1 

2 ± \ 2 \ 2 ~ ]/ 10 ' 


When sin (y/2) has the value lf\/ 10, the line OB passes through the lattice 
point which is illustrated as lying on it. In fact, this line passes through a 
row of lattice points, and the plane OB , containing the 7 -axis, is one of 
a set of net planes which have lattice points rectangularly arrayed upon 
them. These net planes, some of which are indicated in the figure by broken 
lines, may be regarded as reflecting planes. As will be shown, the minimal 
distance, D } between these net planes has the proper value to reflect the 
wave-length \ = a/5, according to Bragg’s law, m\ = 2 D sin 0, when m=l. 
The angle 0 is identical with 7 / 2 , and thus sin 0 = sin (y/2) = \/V 10. Also, 
D = (a/ 3) cos ( 7 / 2 ), as may be deduced from the figure. Since_sin (y/2) = 
l/]/l 0 , we have cos ( 7 / 2 ) - 3/l/ 10 , and hence D~(a/ 3 ) ( 3 / 1 / 10 ) —a/V 10 . 
Substituting these values of D and sin 0 in Bragg’s law, we see that the 
law is satisfied and the diffracted beam may hence be regarded as reflected 
in the set of planes in question. 

In the example given in the second line of Table V, the numbers giving 
the order (6, 0 , — 2 ) are each twice as great as those giving the order in the 
first example; in the third example the numbers giving the order (9, 0 , —3) 
are each three times as great as in the first example. The wave-lengths are 
respectively one-half and one-third of the wave-length in the first example. 
The direction of diffraction is the same in all three cases and hence the same 
set of net planes act as “reflecting” planes in all three instances. The Bragg 
reflections are respectively of the second and third order. The common 
divisor of the numbers which give the order in the Laue theory is 2 in the 
second example and 3 in the third example. This common divisor is in each 
case the order m in Bragg’s law. 

The intercept ratios of the reflecting planes, in the present example, are 
evidently 1:00 : — 3, and hence the Miller indices of the planes of this set are 
(3, 0 , — 1 ). That is, the indices of the reflecting planes are the same as the 
numbers m z = 3 , m y = 0 , and m z — — 1 , which give the order of diffraction in 
the Laue theory—for the greatest wave-length which is diffracted in the 
given direction. Or, stated differently, the Miller indices of the reflecting 
planes are equal to the numbers obtained by clearing the numbers giving 
the Laue order of diffraction of any common divisor which the latter may 
have. And the common divisor in question is equal to the order of Bragg 
reflection. 
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The various relationships arrived at in connection with the present 
example hold in all cases. These same relationships are deduced from a more 
general point of view in Appendix G. 

In the example given in the fourth line of Table Y the numbers giving 
the order are 2, 0, —1. Equation (7) now yields X = 2a/5, and equations 
(4), (4'), and (4") yield cos a = 4/5, cos /3 = 0 or /3 = 90°, and cos 7 = 3/5, and 
it is evident from the geometry of the case that sin 0 = sin ( 7 / 2 ) = 1 / 1/5 
and D — a/V 5. The order of Bragg reflection is m = l. 

The Laue order 4, 0 , —2 will be diffracted in the same direction as the 
order 2 , 0 , — 1 , just considered, but the wave-length which is diffracted will 
now be half as great, or will be \ = a/5, and the order of Bragg reflection 
will be m = 2. 



Fig. 221 


4 





Fig. 222 


In the sixth line of the table, the data for the order ( 1 , 1 , - 1 ) are given, 
as deduced from equations (4), (4'), (4") and ( 7 ). In Figure 220 the direc¬ 
tion of diffraction is represented by the arrow d. The plane containing the 
incident and diffracted beams makes an angle of 45° with the X - and E-axes. 
A diagram in this plane is drawn in Figure 222 . The particles are separated 
by distances of a in the direction of the E-axis and by a\/2 in the direction 
perpendicular to this axis. For the bisecting plane: 


sin 


7 

2 



1 ““ COS 7 
2 



^2 vi' 


(9) 
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When sin (7/2) has this value, the line OB passes through the lattice points 
which are indicated as lying upon it. The normal to the bisecting plane, ON 
makes an angle with the Z-axis which will be denoted by f, and: 

(10) cos f=-sin 

Hence ON passes through the lattice point having co-ordinates {a, a , —a), 
and is a body diagonal of the unit cube. Referring to Figure 221, the di¬ 
agonal set of net planes shown are normal to the body diagonal of the unit 
cube. One of the planes intersects the X, Y , and Z-axes respectively at dis¬ 
tances from the origin equal to a, a, and — a. In comparing Figures 221 and 
222 it must be remembered that Figure 222 is drawn in the 45 ° plane. The 
diagonal set of net planes evidently bisects the angle between the incident 
and diffracted beams, and these planes may be regarded as reflecting planes; 
the separation of the planes, D = a/ 1 / 3 , is the correct one to reflect the 
wave-length \ = 2 a /3 in the order m = 1, according to Bragg’s law, when 
sin 0 = sin (7/2) = l/l/3, as it does in the present instance. 

19 . The Laue Diagram.—Let us suppose that Figure 223 occupies the 
plane of a photographic plate erected perpendicularly to the Z-axis, and that 

Y 



the dot oil the Z-axis of the figure which is marked 301 is the Laue spot due 
to diffraction of the order wiz = 3, wiy=0, and ot 2 = 1, or briefly of the 
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order 301, and that the dot marked 201 is the Laue spot due to diffraction 
in the order 20l, etc. The numbers 301, 201, etc., with which the spots are 
designated give the Laue order of diffraction, and at the same time give the 
Miller indices of the planes in which the beam giving rise to the spot may be 
regarded as undergoing Bragg reflection. As deduced in the previous section 
and noted in Table V, the wave-length diffracted in the order 301 is a/ 5 , and 
the wave-length diffracted in the order 201 is 2a/5, or twice as great as that 
diffracted in the order 30l. In the scale of the figure the photographic plate 
would be at a distance of only 20 mm from the crystal. 

The spots on the negative X-axis have the same order numbers as the 
corresponding ones on the positive side except for a reversal in the algebraic 
sign of the first order number. The order numbers of the spots on the Y- 
axis are deducible from those of the spots on the X-axis by interchanging 
the first and second numbers, as we should expect. 

The spots occur at the various intersections of certain ellipses, of which a 
few are represented. The ellipses all pass through the origin of co-ordinates 
of the figure. Let us inquire into the reason why the spots occur on these 
ellipses. 

Any row of particles of a lattice may be considered to determine a so- 
called “zone-axis,” and all sets of net planes of the lattice which are parallel 
to this row of particles are said to belong to a common “zone” which has 
this row as its zone-axis. One plane of each of the sets belonging to the zone 
will pass through, or contain, the row of lattice particles. 

Referring again to Figure 219, the row of particles lying along the line 
OB determines a zone-axis, and the net planes parallel to this line and per¬ 
pendicular to the plane of the figure, of which some are indicated by broken 
lines, are one set of net planes of the zone determined by the direction OB. 
Other sets of net planes belonging to this same zone will be inclined to the 
plane of the figure but will have the same traces in the plane of the figure, and 
there will always be one plane of each set which contains the line OB. That 
is, if we imagine a geometric plane which passes through OB and rotates 
about OB as axis, this plane will become in turn a member of each of the 
sets of net planes of the zone determined by OB, and a few of these sets of 
planes will be sufficiently densely populated, and have sufficiently great 
separation, to have physical importance. These will have rather low Miller 
indices. Now whenever Bragg reflection occurs in any one of the sets of 
planes which belong to the zone, the reflected ray must make the same 
angle with the row of particles OB which the incident ray makes with it, 
namely, an angle 7 / 2 , in the notation of the figure. Therefore,* all of the 
diffracted beams must lie on a circular cone of angle y/2 about tl,\e line OB y 
and this cone will intersect the photographic plate in an ellipse. The cone 


1 


1 
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will contain the Z-axis; hence the ellipse will pass through the point £=0, 
y-0j or, through the center of the pattern of spots. 

The reader will recall that Figure 219 is drawn on the basis of the diffrac¬ 
tion of the Laue order 301. Or, in other words, the figure is drawn on the 
basis of Bragg reflection in the set of net planes having indices (301). The 
other sets of net planes which belong to the zone determined by the row of 
particles lying along OB also make intercepts along the X- and Z-axes 
which are in the ratio 1:3, and hence the physically important sets will each 
have indices of the form (3/cl), where k will take, in succession, for each set, 
one of the values 0,1, 2, 3, etc. The other spots occurring on the ellipse of 
Figure 223 which passes through the spot 301 are thus to be numbered 311, 
321, 331, etc., these numbers designating in each case, on the one hand, the 
indices of the planes in which Bragg reflection occurs, and, on the other, the 
Laue order of diffraction. The basic principles which underlie the arrange¬ 
ment of the spots in the Laue diagram represented in Figure 223 should 
now be clear. 

The relative intensities of the spots are determined by the details of the 
structure of the crystal; for example, with a face-centered lattice some of the 
spots expected with a simple cubic lattice drop out altogether. 

For further information regarding the interpretation of Laue photo¬ 
graphs, see the references given below.* 

We now change the subject of discussion rather radically. 

20. Correction of Bragg’s Law.—As stated in section 5, the velocity of 
X-rays in matter is greater than the velocity in vacuum by about 1 part 
in 10,000; the exact amount of difference is of course a function of the kind 
of matter and of the wave-length of the Z-radiation. Because of the slight 
change in velocity which occurs as X-rays enter a crystal, Bragg’s law, as 
we have hitherto applied it, is not rigorously correct. The correction which 
must be applied is very small, but 
since all possible accuracy is often re¬ 
quired in scientific investigation, it 
becomes a matter of importance to in¬ 
quire into the modification of Bragg’s 
law which should be made on account 
of the minute change in the velocity of 
X-ray waves which occurs when these 
enter a crystal. 

Referring to Figure 224, let i be the incident beam and C a crystal. Upon 
entering the crystal, the beam is bent away from the normal. The broken 

* W. H. and W. L. Bragg, X-rays and Crystal Structure (4th ed.; New York: Har- 
court, Brace & Co., 1924); Wyckoff, op. oil. 
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horizontal line in C represents one of the reflecting net planes, which are 
supposedly parallel to the face of the crystal. The separation of these planes 
we shall, as previously, denote by D. It is evident that Bragg's law will hold 
rigorously within the crystal provided that we insert in this law the glancing 
angle which obtains within the crystal, which we shall denote by 0', and the 
wave-length which obtains within the crystal, which we shall denote byV, 
Thus: 



m\ r — 2D sin 0'. 


Let 0 be the glancing angle and X the wave-length outside of the crystal, 
that is, theoretically, in vacuum. The refraction which takes place at the 
surface of the crystal will follow the ordinary optical law of refraction,that 
is, Snell's law. Since we are now dealing with “glancing angles," that is, with 
the angles complementary to the angles of incidence and refraction, the law 
of refraction becomes: 



_ X _ cos 0 
fl ~\'~cosd i ’ 


where \x is the index of refraction, which is slightly less than unity. By in¬ 
troducing equation (12) into equation (11), we obtain: 

(13) raX = 2Z)ju sin 0' = 2Z)[ju 2 —cos 2 d]% . 

Now let: 


( 14 ) jj, = 1 — 

where 5 is the small amount by which the index of refraction is less than 
unity. Inserting this value of /i into equation (13) and remembering that 

when (1 — 5) is squared the term in 5 2 may be neglected because it is small, 
we have: 

mX = 2D[sin 2 9— 25]* , 

k 

or, since & is small: 

mX = 2 D 1—sin 9 = 2D m sin 6 , 

^ sm (/ y 

where by definition: 


D m =D 





( 16 ) 
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In equation (15) we have again arrived at an equation in terms of the 
wave-length and glancing angle outside of the crystal. Moreover, this equa- 
tion has the same form as Bragg’s law, but the constant D of Bragg’s law is 
replaced by a quantity D m which varies slightly with the glancing angle. 

The wave-length which would be reflected at the glancing angle 6 if 
Bragg’s law held accurately is spoken of as the “Bragg wave-length” and is 
given by the equation: 

(17) m\j 3 = 2D sin 0 . 

It is to be noted that the Bragg wave-length is greater than the true wave¬ 
length because D is greater than D m . 

Similarly, the glancing angle 6b at which the true wave-length X would 
be reflected if Bragg’s law held is spoken of as the “Bragg angle,” and this 
is given by the equation: 

(18) mX = 2Dsin0£. 

And it is to be noted that the Bragg angle is less than the angle at which 
reflection actually occurs, because D is greater than D m . 

Since the correction which appears in equations (15) and (16), namely, 
5/sin 2 0, is always quite small, an approximate value of sin 0 will suffice in 
evaluating it. Such a value is readily at hand in Bragg’s law. The method 
of applying the correction will be presented later. Be it noted, meanwhile, 
that the correction 5/sin 2 0 can never be less than 5, because sin 0 can never 
be greater than unity. 

Evaluations of 5 have been made in three principal ways: 

1. Direct experimental evaluations have been made by passing a narrow 
pencil of X-rays through prisms of glass, of quartz, of several metals, and 
of a few other materials. The small deviation of the beam which occurs 
may be recorded photographically, or may be measured on the double 
crystal spectrometer (this instrument will be discussed in sec. 24). In either 
case, prisms of large angle are used—usually of 90° or more—and the beam 
passes through very close to the vertex. The angle through which the beam 
is deviated by the prism is only some 2-6 seconds of arc (with X from .7 to 
1.5 A). However, by causing either the incident or the refracted beam to 
graze the prism surface, the angle of deviation may be considerably in¬ 
creased, as in the optical analogue. But even then the angle of deviation 
becomes only a few minutes of arc. Values of 5 ranging from 1X10” 6 to 
8X10~ 6 were found, in the foregoing wave-length range. 

2. Experimental determinations of 5 may also be made by an indirect 
method which will be outlined later. 



332 


THE DIFFRACTION OF X-RAYS 


Chap. 8 


3. Values of 5 may be calculated from equations of dispersion theory. 

The values of 5 obtained in these three ways are all in substantial agree¬ 
ment. 

According to dispersion theory: 

( 19 > S = 2 ‘ 

Here e and m are respectively the charge and mass of the electron, the 
charge being in electrostatic units. The significance of the summation term 
is as follows: v is the frequency of the incident radiation in vibrations per 
second; thus v = c/\ where c is the velocity of light and X is the wave-length 
of the incident radiation. The subscript i is to take in succession the values 
1, 2, 3, etc., and the summation is to be carried out with reference to i, in a 
manner to be further explained: Suppose the refracting material to be, for 
example, calcite (CaC0 3 ). When dispersion theory is applied in the form 
of equation (19), experiment indicates that one of the frequencies i call it 
vi, is to be given the frequency of the K absorption limit. There are two K 
electrons per atom of calcium, and from Avogadro’s number and the molec¬ 
ular weight and density of calcite, we may calculate the number of the 
Ca K electrons per cubic centimeter of calcite. Let this number be N 1 , In 
the same way let V 2 , v%, etc., be the natural frequencies of all other types of 
electrons present in calcite, and JVa, N* 9 etc., the number of each type per 
cubic centimeter of the material. Taking our equation literally, the summa¬ 
tion should now be extended over all types of electrons present, and this 
would be troublesome. But fortunately great simplification is possible in 
practice. Still considering calcite as the refracting material, the frequencies 
Vi are, with one exception, very low compared to the frequency of the inci¬ 
dent radiation when this is any but very soft X-radiation—which we shall 
rule out of discussion. The frequencies vi are with one exception so low that 
we may neglect v\ in comparison with v 2 entirely. The exception is the fre¬ 
quency of the above-mentioned Ca iHimit which, expressed in wave-length, 
falls at 3.064 A. 

When the incident radiation has a frequency which falls near any one of 
the natural frequencies of the refracting material, an effect of anomalous 
dispersion enters, and this effect should then, strictly speaking, be taken 
into account. However, the effect of anomalous dispersion caused by any 
one group of electrons is usually small, especially when the number of elec¬ 
trons in the group is small, as in the K group, which is, practically, the only 
one which ever need be considered. This effect may eventually be taken 
care of by a small correction when desired; in the meantime its existence 
may quite properly be overlooked entirely. 



Sec. 20 


CORRECTION OF BRAGG’S LAW 


333 


Be it noted parenthetically that equation (19) does not apply in the im¬ 
mediate vicinity of a natural frequency, because it does not take into ac¬ 
count any effect of damping. 

In view of the situation which has been outlined we may with moderately 
good approximation consider each and all of the frequencies vi practically 
equal to zero. Availing ourselves of the simplifications which thus become 
possible, we now proceed with the development of the theory: 

Letting each Vi — 0 and taking the term v 2 } which is constant, outside of 
the summation, and, further, placing 2Ni=N, where N thus becomes 
simply the total number of orbital electrons per cubic centimeter of the 
material, * we have: 

* 

( 2 °) 5 2 imv i ‘ 


Now substituting c/X for v\ 

( 21 ) 


5 _ e 2 N 
X 2 2tt me 2 ‘ 


The right-hand side of this equation is constant, hence we may conclude 
that 5/X 2 should be constant, or, rather, approximately constant; true con¬ 
stancy is not to be expected in view of the fact that the mathematical steps 
just taken became possible only upon neglecting the effect of the natural 
frequencies of the refracting material. The prediction that 5/X 2 should be 
approximately constant is well borne out by experiment. 

Since the entire correction to be applied to Bragg’s law is small in any 
case, it becomes possible to develop a theory for applying the correction 
upon the assumption that 5/X 2 is strictly constant, and then, subsequently, 
when desired, making a final very small correction for the lack of constancy of 
5/X 2 caused by the effect of natural frequencies of electron groups within the 
diffracting crystal. The final correction may be obtained from graphs which 
have been published, principally by W. Larsson. For reproductions of these 
and for a more comprehensive account of all that we are here presenting, as 
well as for detailed references, the reader is referred to M. Siegbahn’s 
Spektroskopie der Roentgenstrahlen (2d ed.), chapter ii. 

The assumption that 5/X 2 is constant will apply especially well to crystals 
containing only fight atoms, because for such crystals all of the natural 
frequencies are very low—falling almost without exception into the re¬ 
gion of very soft X-radiation. Moreover, the group of crystals which con- 

* Avogadro’s number, 6.06 XlO 23 per mol, times one-half of the molecular weight of 
the material gives the number of orbital electrons per mol, with good approximation. 
The number per cubic centimeter is then readily deduced. 
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tain only light atoms comprises practically all of the crystals ordinarily used 
for wave-length measurements. The situation is thus very fortunate. 

We now proceed, again taking calcite as our specific example because it 
is of all crystals the most important in X-ray work. 

The quantity 5/X 2 is readily evaluated from equation (21) and proves to 
be equal to 3.69 X10 10 for calcite when X is given in centimeters, and hence 
3.69 X10“ 6 when X is in Angstrom units. 

Returning to the consideration of equations (15) and (16): As previously 
pointed out, an approximate value of sin 0 may be used in the correction 
term 5/sin 2 0. Let us substitute the value of sin 0 given by Bragg’s law, 
namely, sin 0 = mX/2D. Equation (15) then becomes: 



/ s 

mX=2 D 1— 


X 2 


47)2n - 

—^ sin 0 = 2 D m sin 0 
mr } 


and introducing for 5/X 2 the value given above, equation (16) becomes: 



' 4D 2 N 

Dm = D 1-3.69X10- G X 




mr 


From these equations it follows that the correction to be made in D to ob¬ 
tain D m is the same for all wave-lengths, in the same order m, and that the 
correction is greatest in the first order, and decreases with the square of the 
order. Further, for high orders of short wave-lengths, the correction prac¬ 
tically vanishes—because 5 becomes very small for short wave-lengths; as 
pointed out in discussing equations (15) and (16), the correction term is 
never smaller than 5. 

Denoting the values of D m for m = 1, 2, 3, etc., by Di, D%, Z) 3 , etc., and 
remembering that the correction is one of subtraction, we have Di<D 2 <D 3 , 
etc., and, as m approaches infinity D m approaches D —because 5 approaches 
zero as X approaches zero—and it is only when X approaches zero that m 
may approach oo . 

From equation (22) we have: 



sin 0_ X 
m "2 D m ' 


Consequently, when measurements are made upon the same spectrum line 
in different orders, the ratio sin 0/m decreases slightly with increasing order 
—because D m increases slightly with increasing order. In passing from order 
to order, beginning with m=l, the decrease in sin 0/mis relatively large at 
first, and becomes rapidly smaller, approaching the value X/2 D asymptoti- 
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cally for large values of ra, when these are possible. But large values of m 
will of course be possible only when X is small, and in this case 8 is corre¬ 
spondingly small. 

By making measurements upon the same spectrum line in different orders 
and plotting the resulting value of (sin B)/m as ordinate, against m, as 
abscissa, curves are obtained from which D m may be evaluated for each 
order m, and from these values of D m , one may then calculate 8 for the given 
crystal and wave-length X. This is the indirect experimental method spoken 
of above by which evaluations of 8 may be made. The fact that values of 8 
determined by this method, for a beam which is undergoing diffraction, 
agree with values obtained by the prism method, or from dispersion 
formulae, for a beam not undergoing diffraction, is worthy of note. This 
agreement could not have been predicted offhand; but, it is called for by the 
dynamical theory of crystal diffraction. 

C. G. Darwin* as early as 1914 arrived theoretically at the conclusion 
that Bragg’s law requires correction and calculated the amount of the cor¬ 
rection for the first-order reflection of Pt L/3 radiation, X=l.ll A, from 
rocksalt. Not until 1919, however, was deviation from Bragg’s discovered 
experimentally. In that year W. Stenstrom observed that the ratio (sin 0) /m 
is not accurately constant, as it should be if Bragg’s law held rigorously, but 
decreases with increasing order, as above described. The work of Stenstrom 
gave the first experimental evaluation of the quantity 5. Stenstrom’s meth¬ 
od was subsequently applied with greatly improved technique by A. Lars- 
son, G. Hjalmar, and others. 

The small deviation which an X-ray beam suffers in passing through a 
prism was not discovered until after Stenstrom’s work, from which the dis¬ 
covery of the deviation caused by a prism followed as an indirect result. 

The value of D for calcite is approximately 3.03 A, and since $/X 2 = 
3.69X10 -6 , the value of (5/X 2 )-(4D 2 /^ 2 ) becomes (135XlO _6 )/ra 2 . For 
calcite the law of reflection thus becomes: 

( 1QKV1 f|- 6N ' 

(25) m\ = 2 D 1- 5 - sin 6 = 2D m sin 0 . 

v m 2 f _ 

It follows from this equation that the amount which must be subtracted 
from the Bragg wave-length to obtain the true wave-length is .135 X.U. 
when the wave-length is 1 A, is .270 X.U. when the wave-length is 2 A, etc. 
—when the measurements are in the first order. When in the second order, 
the amounts to be subtracted are 1/4 of the amounts given, when in the 
third order, 1/9, etc. 

* Phil. Mag., 27, 315 and 675, 1914. 
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For each given kind of crystal, and reflection from a given face, D n is 
the same for all wave-lengths in the same order, hence the values of D h D 2j 
Z> 3 , etc., are, for convenience, tabulated for each of the more important 
crystals used in wave-length measurements, reflecting from the face com¬ 
monly used. By way of example, such a tabulation is presented in Table VI 

TABLE VI 

For Reflection from a (100) Face of 
Calcite, at 18° C. 

A = 3029.04 X.U. 

D 2 =3029.34 
D 3 =3029.40 
D 4 =3029.42 
D 5 =3029.43 


As m=oo, lim D m = D=3029.45 

for calcite at a temperature of 18°, reflection being supposedly from a (100) 
face. The manner in which the precise values given in this table were ar¬ 
rived at is roundabout and requires explanation: 

Long before there were any experimental data whatever upon which to 
base corrections to Bragg’s law, W. H. Bragg calculated the value of D for 
rocksalt from the best value of Avogadro’s number then available and the 
measured density of rocksalt. The value at which he arrived for reflection 
from a (100) face was D — 2814 X.U., the last figure being uncertain by one 
unit or more. Soon, however, relative measurements of X-ray wave-lengths 
could be made with an accuracy far exceeding the accuracy with which D was 
known for any crystal. Accordingly, since it was imperative to have a defi¬ 
nite basis for comparing wave-lengths as accurately as possible, the value of 
D for rocksalt was taken as 2814.00 X.U., the two zeros following the decimal 
point being arbitrarily added as a matter of common agreement in order that 
the necessary, accurate basis for comparison of wave-lengths might be at 
hand. Most of the measurements were made in the first order. Hence we 
should really say today that it was long ago agreed by convention that for 
rocksalt the value 2814.00 X.U. should be used for Di, and not for D; the 
supposedly true value, D , in this partially conventional scale would be some¬ 
what higher. Furthermore, careful measurements made by numerous inves¬ 
tigators upon some of the same spectrum lines, also in the first order, led to 
the conclusion that for calcite what we now call Di should be taken as 3029.04 
X.U. in order to maintain the same scale of wave-lengths arrived at on the 
basis of taking Di for rocksalt as 2814.00 X.U. As experimental technique 
improved, it developed that calcite was greatly superior as a crystal to rock- 
salt, but in the absence of knowledge of the lattice constants of calcite or of 
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any other crystal with the absolute accuracy which was required, namely, 
.0003 per cent, the above value of 3029.04 X.U. of D\ for calcite was ad¬ 
hered to. From this the other values given in Table VI were then derived. 

Using the values given in Table VI as a basis, especially Z)i=3029.04, be¬ 
cause most of the measurements were in the first order, the wave-lengths 
of three important X-ray lines were determined with the utmost care in 
the year 1919 by M. Siegbahn, who found the values given in Table VII. 

TABLE VII 

Fe Ka\ 1932.076 X.U. 

Cu Xa! 1537.396 

Mo Ken 707.831 

These constitute the standards upon which X-ray wave-lengths are now 
based. A host of wave-length measurements have been made which are 
based upon them. They are what would be true wave-lengths, in vacuum, 
that is, corrected for the error of Bragg’s law, if the value of D for calcite 
at 18° C. were accurately 3029.45 X.U., as given in Table VI. However, one 
must remember that the value of D is not known absolutely for calcite or 
for any other crystal to nearly the degree of accuracy which the number of 
significant figures which are carried implies. The value may well be in error 
by 1 X.U., or .03 per cent, and quite possibly by a greater amount. 

In the year 1925, Compton, Beets, and De Foe, using a supposedly more 
accurate value of Avogadro’s number than Bragg had available a decade 
earlier and also a more accurate value of the density of the crystal, calcu¬ 
lated the value of D for calcite at 20° C. as 3029.1 ± 1 X.U. This reduces, at 
18° C., to D = 3029.04 X.U., and Di = 3028.63 X.U., one further significant 
figure being arbitrarily carried. Accordingly, when, for some especial reason, 
wave-lengths are to be based upon the value of D given by Compton, Beets 
and De Foe, these will be lower by .0132 per cent than wave-lengths based 
upon the standards of Siegbahn, given in Table VII. 

Instead of correcting for the error in Bragg’s law by using a corrected 
value of D, a correction may be applied to the glancing angle 0. A small 
angle A0 must then be subtracted from each true glancing angle 6 , but this 
procedure is on the whole less convenient and hence less commonly resorted 
to than the method above outlined. However, details of carrying it out will 
appear, incidentally, in the course of developing the subject of the next 
section. 

The theory of correcting for error in Bragg’s law which we have con¬ 
sidered applies in the case which is of greatest general importance, namely, 
when the face of the crystal is parallel to the planes from which the reflec¬ 
tion is taking place—to the case of symmetrical reflection—and only to this 
case. 
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By expressly preparing a face at such an angle with respect to the reflect¬ 
ing planes that either the incident .or the emergent beam will graze the face 
of the crystal, the effect of refraction may be considerably increased—and 
this method has upon occasion been made the basis of investigations upon 
the refraction of X-rays. 

Be it also pointed out that when an X-ray beam is reflected as in the 
spectrograph of Rutherford and Andrade, from planes perpendicular to the 
faces of a crystal having parallel sides, no correction to Bragg’s law is re¬ 
quired. A beam entering a crystal is, under any circumstances of X-ray re¬ 
fraction, deviated away from the normal to the refracting surface. Now, in 
the case under consideration, the glancing angle made with the reflecting 
planes is increased by the refraction—and at the same time the wave-length 
is increased upon entering the crystal. It may be readily shown that the 
two effects compensate for each other and that Bragg’s law may hence be 
used without correction, even for accurate wave-length measurements, 

when the reflection is from planes perpendic¬ 
ular to the faces of a crystal having parallel 
sides. 

21. Angle of Tolerance.—It was men¬ 
tioned in section 5 that when an X-ray beam 
is reflected by a given set of crystal planes, 
reflection does not occur only at a unique 1 
angle 0, but rather over a small finite range 
of angle. In the dynamical theory of C. G. 
Darwin* and of P. P. Ewald, t a certain small 
range of angle A0 is determined (see Fig. 225). 
For the kind of crystal which is postulated, 
the reflection would be total over a range ex¬ 
tending from an angle A 0 below the unique 
value of 0 which is given by the law of reflec¬ 
tion in its corrected form, to an angle Ad 
above 0. But the kind of crystal which is 
postulated in arriving at the value of A0 (to 
be given presently) is really a decidedly non¬ 
physical mathematical abstraction. The 
crystal is not only assumed to be perfect in 
the sense of having no mosaic structure and no warping of the crystal 
planes, but all of the diffracting material is assumed to lie in successive 
layers of zero width. The effect of structure factor is thus neglected. In 
actual crystals there is a continuous periodic distribution of the diffract- 

* Ibid. f Phys. Zeit . 26 , 29, 1925. 
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mg material in a direction normal to the crystal planes, the density of this 
material not falling to zero anywhere between these planes. The crystal is 
also assumed to be non-absorbing. The magnitude of the angle A0, for the 
postulated crystal, is shown to be: 



A0 = 


5 ^ 26 

sin 0 cos 0 sin 20 * 


The solid curve of Figure 225 represents the intensity of reflection, which 
has a constant value of 100 per cent over the range 2A0 and falls rapidly to 
zero outside of this range. 

The modification which is introduced by having the diffracting material 
distributed as it actually is distributed, and the modification which is intro¬ 
duced by absorption of the radiation within the crystal will be spoken of 
later. 

The angle over which a given wave-length X is reflected by a crystal is 
called the “angle of tolerance” of the crystal for that wave-length. Accord¬ 
ingly, we may say that 2A0 is the theoretical angle of tolerance for the 
postulated non-physical crystal—or A0 is the half-angle of tolerance. 

Now it may be readily shown that the small angle A0 equals the angle 
0 - 05 , that is, the difference between the angle at which reflection of the 
wave-length X occurs according to the corrected law of reflection, for ex¬ 
ample, equation (15), and the Bragg angle d B calculated from Bragg’s law, 
equation (18). This result may be deduced by subtracting equation (18) 
from equation (15), in which case one obtains: 



sin 0—sin d B =-—^ 

sin 0 


Applying the formula for the difference of two sines, and remembering that 
since 0 and S B differ but little from each other, one may write by way of ap¬ 
proximation cos [( 0 + 05 )/ 2 ] = cos 0 and sin [(0— 0 b)/2] = ( 0 - 05 )/ 2 =A 0 / 2 . 
The value 5/sin 0 cos 0 is now readily obtained for 0—0 b = A0, in accord 
with equation (26). Thus the “Bragg angle” lies as indicated in Figure 225 
at the lower limit of the range 2A0 over which total reflection supposedly 
occurs, the true angle 0 occupying the central position of this range. 

Further, by introducing the value of A0 given in equation (26) into the 
law of reflection differentiated, mAX=2D m cos 0-A0, one obtains an incre¬ 
ment of wave-length AX (see Fig. 225) given by the equation: 



AX = 


2 8D m 
m sin 0 


2 8D 
m sin 0 


approximately. 
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That is, all wave-lengths lying within a small range extending from X-AX 
to X+AX would be reflected by the postulated non-physical crystal when 
the glancing angle has the discrete value 0. 

By subtracting equation (15) from equation (17), one may now obtain 
for the difference between the Bragg wave-length and the true wave-length 
X 5 — X=AX, the value given in equation (28). That is, the Bragg wave¬ 
length \b lies as indicated in Figure 225 at the upper limit of the small range, 
2AX, of the wave-lengths which would be totally reflected at the glancing 
angle 0 by the postulated crystal. 

In order to convey a definite idea of the magnitudes of the quantities 
A0 and AX, these quantities are plotted in Figure 226 as ordinate, respec¬ 
tively in seconds of arc and in X.TJ., 
against values of sin 0 and of X in Ang¬ 
stroms, plotted as abscissa. The values 
given are what they would be for first- 
order reflection from a (100) face of cal- 
cite. The assumption formerly made that 
5/X 2 is constant and equals 3.69 X10~ 6 is 
again introduced in plotting these curves. 
Be it repeated that A0 represents, on the 
one hand, the half-value of what the angle 
of tolerance would be if all of the diffract¬ 
ing material were concentrated in the crys¬ 
tal planes, and represents, on the other 
hand, the amount by which the actual 
glancing angle exceeds the Bragg angle. 
And AX represents, on the one hand, the 
half-value of the small range of wave¬ 
lengths which would be reflected by the postulated crystal at a given glanc¬ 
ing angle, and represents, on the other hand, the amount by which the 
Bragg wave-length exceeds the true wave-length. 

As for the effect of structure factor—that is, the effect introduced by the 
continuous periodic distribution of the diffracting material between the 
crystal planes in place of the hypothecated concentration in layers of zero 
width—this effect is to cause the region of total reflection to contract in 
width. In the case of the foregoing supposed reflection from calcite, the 
region of total reflection reduces to about half of the width previously con¬ 
sidered (see dotted curve of Fig. 225). Thus, the Bragg angle, 9b, and the 
Bragg wave-length, \b, fall, as illustrated, well outside of the region of re¬ 
flection for an actual crystal which is yet supposedly perfect in the sense of 
having no mosaic structure or warping of the crystal planes. However, mo- 
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saic structure or warping may widen the range of angle over which reflec¬ 
tion occurs very decidedly. 

Finally, when absorption is taken into account, following J. A. Prins,* the 
curve obtained falls within the same limits as it does in the absence of ab¬ 
sorption but is lower and is rounded off at the upper comers. Depending 
upon what assumptions are made in the theory, the curve may also be 
rather unsymmetrical between the limits within which reflection occurs. 

22. The Diffraction of X-rays by Ruled Gratings.—First, a few words 
concerning the related subject of the specular reflection of X-rays by a 
polished surface. As stated in section 1, Roentgen found that X-rays are 
diffusely reflected, or scattered, from within the body of any material, but 
he failed to find specular reflection from any surface. Others who sought for 
specular reflection also failed to find it, until after nearly three decades the 
condition under which specular reflection occurs was discovered by A. H. 
Compton, t 

Compton was led to his method of attacking the problem by the results of 
Stenstrom, which, as we learned in section 20, revealed that in the Bragg 
reflection of a given spectrum line by a crystal, the ratio (sin Q)/m decreases 
slightly with increasing spectral order, as is to be expected if matter has an 
index of refraction for X-rays which is slightly less than unity. Accordingly, 
Compton reasoned, while X-rays are not specularly reflected by any surface 
when the beam is directed at the surface at an ordinary angle, for example, 
45°, if X-rays should be directed at a polished surface at nearly grazing inci¬ 
dence, a “totally reflected” beam may be formed. Compton, using first 
heterogeneous radiation, and then homogeneous L-radiation from a tung¬ 
sten target, X = 1.28 A, collimated the radiation by a succession of slits and 
directed it toward a plane surface of plate glass at very small glancing 
angles. Employing an ionization chamber, he searched for the specularly 
reflected beam and found it, and was able to prove that its integrated in¬ 
tensity was nearly equal to that of the incident beam so long as the glancing 
angle of incidence was somewhat less than 10' of arc. At the glancing angle 
of 10' the intensity had a steep downward gradient and at higher angles fell 
rapidly to zero. He thus determined the critical glancing angle for the glass 
which he was using to be about 10', and this indicatedjan index of refraction 
less than unity by about 5—4.2X10 -6 , for \ = 1.28 A. Corresponding ex¬ 
periments with a silver reflecting surface yielded 22.5' for the critical angle 
and an index of refraction less than unity by about $ = 21.5X10 -6 . These 
results accorded with calculations for the corresponding indices of refrac¬ 
tion deduced from the theoretical dispersion formula given in equations 
(20) and (21). 

* ZeiL f. Phys., 63, 477, 1930. 


f Phil Mag., 46, 1121, 1923, 



342 


THE DIFFRACTION OF X-RAYS 


Chap, 8 


The above-described research established the fact that specular reflec¬ 
tion of X-rays occurs at very small glancing angles, and only at such angles. 
Following up this result, Compton and Doan,* in the year 1925, succeeded 
in diffracting X-rays by a ruled grating. They used a plane grating lightly 
ruled upon speculum having a comparatively large grating space, 1/500 
cm, in order that several diffracted spectral orders might appear within the 
critical angle. They allowed radiations from successively a copper and a 
molybdenum target, after collimation by a succession of slits, to be incident 
upon the grating at glancing angles of some 10' of arc, and erected a photo¬ 
graphic plate roughly perpendicular to the expected emergent beams. These 
beams, making only small angles with each other, would all fall upon the 
plate simultaneously. 

Their plates showed the central image strongly developed and, in addi¬ 
tion, and weaker, the first so-called “inside” order and the first, second, and 
third so-called “outside” orders. The term “inside orders” is used to desig¬ 
nate those diffracted images which lie between the central image beam and 
the grating surface, and the term “outside orders” is used to designate those 
which lie on the other side of the central image beam. The inside orders are 
usually designated by negative numerals and the outside orders by positive 
ones. The fact that only the first inside order was found by Compton and 
Doan is readily explained. The second and higher inside orders will be 
formed only when the path difference by way of successive lines of the grat¬ 
ing may attain the values 2X, 3\, etc. as the direction of diffraction sweeps 
out the angle between the central image beam and the direction of grazing 
emergence. Under the conditions selected by Compton and Doan for their 
experiments, the path difference attained values as high as X and higher, 
but not as high as 2X. Hence the second and higher inside orders could not 
appear. Such spectral orders may, however, be recorded when larger glanc¬ 
ing angles of incidence may be used, or when sufficiently coarse gratings are 
used. 

In making calculations of X-ray wave-lengths diffracted by a grating it is 
convenient to express the grating law in a form differing from the usual one. 
The usual form is m\=a (sin 0i+sin 6%), where 6i and 0 2 are respectively 
the angles of incidence and of diffraction—measured from the normal to the 
grating surface. This may be written; 

(29) m\ — ± a (cos <pi—cos <p 2 ), 

where <pi and <p 2 are the corresponding glancing angles. Let a be the angle 
between the diffracted beam and the central image beam (taken positive 

* Proc. Nat. Acad., 11, 598, 1925. 
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when Then ^2 = ^ 1 +a. Since <pi is a small angle it is permissible 

to expand its cosine in series and retain only the first two terms, writing 
cos pi=l— <p\/ 2; and cos (<p i+a) may be treated in the same way. Then 
the grating law becomes, to sufficient approximation: 

t a 2> 

(30) m\ = a (pia+^r . 

\ * j 

Other modified forms of the grating law have also been used. 

It should perhaps be mentioned that in the year previous to Compton 
and Doan's success, N. Carrara had attempted to diffract X-rays by a ruled 
grating, using small glancing angles, but he found only the specularly re¬ 
flected beam.* 

For making wave-length determinations, Compton and Doan desired 
to use monochromatic radiation. They secured this, using a molybdenum 
target, by diffracting the radiation first from a crystal at the proper angle to 
give the Ka 1 line, X — .708 A, and introduced this radiation into the grating 
spectrograph. The wave-length for this line, which they then calculated 
from the grating space of their grating and the measured angles of incidence 
and diffraction, agreed to within their errors of measurement, about .5 per 
cent, with the wave-length as determined from crystal measurements. But 
the work of Compton and Doan, which was undertaken as a search for new 
possibilities of diffracting X-rays, did not aim at the highest possible ac¬ 
curacy. 

J. Thibaud shortly followed Compton and Doan in experimenting upon 
the diffraction of X-rays by ruled gratings and has continued making sig¬ 
nificant contributions in this field from time to time.| 

A few words may to advantage be added at this point regarding the 
principles which underlie the specular reflection of X-rays: 

Since the index of refraction of matter for X-rays differs so little as it does 
from unity, the intensity of any specularly reflected beam which might be 
formed at ordinary angles of incidence would perforce be extremely feeble, 
even if such a beam were formed. Now the question of the smoothness of 
the reflecting surface also enters in determining whether or not a specular 
beam will be formed. Even a highly polished surface is rough for wave¬ 
lengths as short as those of X-rays, which are of only the order of magnitude 
of atomic dimensions. At large glancing angles this roughness will be very 
damaging, but at small glancing angles it will introduce only relatively 
small path differences. This is in accord with the well-understood optical 

* II nuovo cimento, 1, 107, 1924. 

t For summarizing accounts see J. Thibaud, JOS A and RSI } 17 , 145,1928j Phys . Zeit ., 
29 , 241, 1928. 
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phenomenon that a surface too rough to exhibit specular reflection at ordi¬ 
nary angles may yet reflect specularly at nearly grazing angles. Hence X- 
rays will be specularly reflected at small glancing angles by a highly polished 
surface, whereas such a surface is too rough to reflect X-rays at ordinary 
angles. 

If the reflecting medium (of index less than unity) were perfectly trans¬ 
parent, the reflection would remain total from grazing incidence up to the 
critical angle and then fall off rapidly. But since, actually, the second 
medium absorbs the radiation, the intensity of the reflected beam falls off 
gradually before one reaches what would be the critical angle in the absence 
of absorption. There is thus, strictly speaking, no critical angle. However, 
with hard X-rays this gradual falling-off is much less marked, and the 
critical angle is much better defined, than with soft X-rays. But for soft 
X-rays, on the other hand, the index of refraction differs much more great¬ 
ly from unity than for hard X-rays, and consequently greater glancing 
angles of incidence may be used for soft X-rays. With glass, for example, at 
X = 45 A, a glancing angle of incidence as high as 3° may be used, and for A= 
65 A a glancing angle of 4.5° may be used. These limiting angles are, how¬ 
ever, only about one-half of what the critical angles would be in the absence 
of absorption. The question, closely related to the one we have been dis¬ 
cussing, of how and when the diffracted images from a grating disappear, as 
a function of increasing glancing angle, wave-length, spectral order, and 
positive or negative position of the diffracted image, has been studied to 
some extent by J. Thibaud* and by J. A. Prins.f Pertinent data have also 
been contributed by E. Dershem.f 

In ruling gratings for the diffraction of X-rays it is impossible to follow 
the principle applied for ordinary optical gratings, namely, of ruling the 
groove face at that angle which will cause a maximum of energy from each 
groove face to be reflected into a desired direction. By way of alternative, 
gratings for X-rays are usually ruled so lightly that a portion of the original 
surface remains between successive grooves. Under these circumstances we , 
may, in approximation with the truth, consider the grooves as contributing 
no energy at all to the central and diffracted images, and, accordingly, con¬ 
sider the intervening unruled portion as contributing all of the energy. We 
are then confronted with the case of a grating consisting of alternate opaque 
and transparent strips except that the granting now acts by reflection. The 
most favorable width of groove is, on this hypothesis, such that the ruled and 
unruled portions are of equal width (see chap. 6, sec. 15). It is difficult, 

* Helvet. Phys. Act., 2 , 271, 1929. t Nature, 124 , 370, 1929. 

t Phys. Rev., 34 , 1015, 1929; also Dershem and Schein, ibid., 37 , 1246, 1931, and Zeil. 
f. Phys., 75 , 395, 1932. 
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however, to determine, from microphotographs, how nearly this supposed 
optimum condition obtains in the actual gratings used for X-ray work. 

M. Siegbahn* has developed a ruling machine for the especial purpose of 
ruling very small gratings for X-rays. This machine rules gratings up to 
only 3 mm wide and with a length of ruled line of only 15 mm, but it is 
capable of ruling gratings up to 1800 lines per millimeter (about 45,000 lines 
per inch), which still perform excellently. The grooves ruled by Siegbahn’s 
machine are moreover much “cleaner” than those ruled on the machines 
constructed for ruling larger, optical gratings. 

For X-ray work, gratings on glass are preferred to those on speculum be¬ 
cause they give greater intensity. 

The diffraction of X-rays by the ruled grating has been resorted to in 
numerous researches, and, generally speaking, for either one of two pur¬ 
poses: 

One of these purposes has been to obtain accurate absolute and inde¬ 
pendent determinations of certain X-ray wave-lengths, and compare these 
with the best determinations made upon the crystal spectrometer. And it 
has been found that wave-lengths determined respectively by gratings and 
by crystals differ by a larger amount than can be accounted for. Numerous 
researches have been undertaken in the attempt to clear up the cause of the 
discrepancy. Wave-lengths measured when using crystals are calculated 
from the measured angles of Bragg reflection and the lattice constant of the 
crystal—then a correction amounting to about .01 per cent in the first- 
order spectrum is made for deviation from Bragg’s law. The absolute ac¬ 
curacy of these determinations is limited largely by the accuracy with which 
the lattice constant is known. This constant, for a given crystal, is calcu¬ 
lated from the mechanical density of the crystal and Avogadro’s number, 
the crystal form, of course, being taken into account. The quantities in 
question can each be determined, supposedly, within a few hundredths of 
1 per cent. And the grating determinations can be made supposedly to 
within less than .1 per cent. Yet the two sets of independent determinations 
differ by from .1 to .3 per cent, the grating values being always the larger. 
Since Avogadro’s number is an important constant and the best method of 
determining it involves other important constants, especially the electronic 
charge, numerous questions are raised—all by the above-mentioned dis¬ 
crepancy: May unknown errors have crept into the determination of the 
electronic charge? Or may the effective lattice constant of a crystal differ 
from that obtained by calculation, perhaps because of mosaic structure? Or 
may conditions obtaining at the surface of a crystal be different from those 
in the interior? Or may the grating law not hold accurately under the 

* See Siegbahn and Magnusson, Zeit. f. Phys., 62, 435, 1930. 
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rather extreme conditions which apply when X-rays are diffracted by a ruled 
grating? Or may systematic errors have crept into the grating measure¬ 
ments? 

The first investigator who made grating measurements of sufficient ac¬ 
curacy to disclose that grating determinations of wave-lengths are slightly 
but definitely higher than crystal determinations was E. Backlin, in a Doc¬ 
tor’s thesis. Subsequently the most extensive and careful determinations 
have been made by J. M. Cork,* and by J. A. Bearden, f 

The other principal objective, in using gratings, has been to investigate 
the spectra of various elements in the very soft X-ray region, 20-140 A, 
where ordinary stable crystals cannot be used because they have insuf¬ 
ficiently large lattice constants, and organic crystals which have large- 
enough lattice constants are unsatisfactory principally because of their lack 
of permanence. 

The pioneer in the use of the plane grating in the soft X-ray region was 
J. Thibaud, and in the use of the concave grating was T. H. Osgood. Subse¬ 
quently, important contributions have been made especially from Sieg- 
bahn’s laboratory. J 

23. The Diffraction of X-rays by a Slit.—Following the announcement 
of Roentgen’s discovery, in the year 1895, several investigators promptly 
attempted to diffract X-rays, especially by means of a slit. The first results 
were, however, all either negative, indicating that X-rays are propagated, 
as nearly as could be determined, rectilinearly, or when positive effects were 
at first believed to have been obtained, they eventually proved to have 
been introduced by the apparatus. § 

Later and more thoroughgoing experimenters fared no better within the 
next fifteen years. Haga and Wind,|| during the years 1899-1903, performed 
a series of careful experiments in which radiation from an X-ray tube passed 
first through a slit of .015 mm width and 4 mm length which served as a 
linear source, and then, at a distance of 75 cm, through the diffracting slit 
which tapered from a width of .025 mm at the broad end to zero at the 
other end. The length of this slit was 18 mm. A photographic plate was 
erected at a distance of 75 cm beyond the diffracting slit. While no pattern 
showing diffraction fringes or other fine structure was found, the investiga- 

* Phys. Rev., 35, 1456, 1930; also Witmer and Cork, ibid., 36, 743, 1932. 

t Proc. Nat. Acad., 16, 528, 1929; Phys. Rev., 37, 1210, 1931. 

t For further information see J. Thibaud, Phys. Zeit., 29, 241, 1928; T. H. Osgood, 
Phys. Rev. Suppl., 1, 228, 1929; and Siegbahn, op. cit., pp. 393 ff. Osgood's concave grat¬ 
ing mounting is briefly described in our chap. 6, sec. 33. 

§ See, e.g., Comptes rend., 122, 1896; J. Perrin, p. 187; G. Sagnac, p. 783; and Cal¬ 
mette and Lhuilier, p. 877; also L. Fomm, Ann. d. Phys., 69, 350, 1896. 

|| Wied. Ann., 68, 884, 1899; Ann. d. Phys., 10, 305, 1903, etc. 
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tors believed to have proved that the blackening of the photographic plate 
was broader relatively to the width of the geometrical shadow, at the nar¬ 
row end of the slit, than at the broad end, as would be expected if diffrac¬ 
tion had taken place. But B. Walter* questioned the validity of the con¬ 
clusions of Haga and Wind, claiming that the relative broadening which 
they had measured was of photographic origin. Walter had also performed 
careful experiments of his own. In 1908 and 1909 Walter and Pohl,t still 
claiming that the broadening observed by Haga and Wind was spurious, 
repeated the experiments with even greater care, and concluded that there 
was no measurable real effect. The question was one of importance at the 
time, for the possibility of diffracting X-rays in any manner had not as yet 
been established. 

In the year 1912 P. P. Kochf made careful photometric measurements 
upon the plates of Walter and Pohl, determining the rate at which the 
blackening fell off in passing from the center of the image to the side, and 
his measurements finally revealed that the gradient was slightly greater 
when the X-ray tube had been very “hard” than when it had been relatively 
“soft.” The measurements of Koch were used by A. Sommerfeld§ to esti¬ 
mate the wave-length,.or what was at the time called the “breadth of the 
pulse” of the radiation. Sommerfeld’s estimate was .4 A, which we now know 
must have been about the effective wave-length of the continuous radiation 
emitted by the rather “hard” X-ray tube which was used in the experi¬ 
ments. 

All investigators had used heterogeneous radiation, because no method of 
isolating homogeneous radiation was then known. 

The reader will recall that Laue’s discovery of the diffraction of X-rays 
by crystals was made in the year 1912. Thenceforth the question of whether 
it might be possible to diffract X-rays by a slit lost some of its former im¬ 
portance. 

In the year 1924 B. Walter|| made the first attempt to diffract mono¬ 
chromatic, or approximately monochromatic, radiation by means of a slit. 
He used the same apparatus which he had used years earlier in his experi¬ 
ments carried out in collaboration with Pohl, and used Cu K radiation of 
wave-length about 1.5 A. This time he obtained actual diffraction fringes— 
only two or three faint ones—and these were of course very close together; 
but he was able to show that their spacing was that to be expected for the 
wave-length used. I. I. Rabinovlf reported similar results in the following 
year. 

* Phys. Zeit., 3, 137, 1902. § Ibid., p. 473. 

f Ann. d . Phys., 25, 715, 1908; 29, 331, 1909. \\Ibid., 74, 661; 76, 189, 1924. 

t Ibid., 38, 507, 1912. IT Proc . Nat. Acad., 11, 222, 1925. 
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Much finer photographs showing many distinct fringes were obtained in 
the years 1928-30 in Siegbahn’s laboratory, in succession by E. Backlin 
A. Larsson, and G. Kellstrom, using A1 K radiation, X = 8.3 A and also other 
wave-lengths up to 45 A. With these radiations the fringes are of course 
more readily obtained than with the much shorter wave-length of 1.5 A 
used by Walter. However, even so, a magnification of some thirty diame¬ 
ters is required to render the photographed fringes readily distinguishable. 
Some of the photographs obtained in Siegbahn’s laboratory were by¬ 
products of investigations carried out for a different primary purpose. In 
taking the photographs the diffracting slit was of uniform width, around 
.01 mm, and the distance from the slit to the photographic plate was around 
50 cm. Numerous reproductions are given by Siegbahn.* 

Be it mentioned in the present connection that W. Linnik,f in 1930, suc¬ 
ceeded in photographing the interference fringes which arise due to the re¬ 
flection of X-rays by the method of Lloyd’s single mirror. He worked in 
succession with wave-lengths of about 1.6 and 2.0 A. Especial technique 
had to be devised to render the experiment successful. The fringes are so 
narrow that a magnification of about 200 is required to render them con¬ 
veniently distinguishable. 

24. The Double Crystal Spectrometer4—Referring to Figure 227, con¬ 
sider the plane of the drawing to be horizontal and let T represent the target 
of an X-ray tube, Si the entrance slit of the spectrometer, A the first crystal, 
S 2 a second slit, B the second crystal, supposedly similar to the first one, 
and C an ionization chamber. The slit Si is rather wide, perhaps 1.5 mm. 

* Spektroskopie der Roentgenstrahlen (2d ed.), pp. 51 ff. f Zeit. f. Phys. } 66,107,1930. 

t Selected references: 

1. A. H. Compton, Phys. Rev., 10, 95, 1917. 

2. W. L. Bragg, James, and Bosanquet, Phil. Mag., 41, 309; 42, 1, 1921. 

3. Davis and Stempel, Phys. Rev., 17, 608, 1921. 

4. Davis and Stempel, ibid., 19, 504, 1922. 

5. Wagner and Kulenkampff, Annalen, 68, 369, 1922. 

6. Davis and Terrill, Phil. Mag., 46, 463, 1923. 

7. B. Davis, Proc. Nat. Acad., 13, 419, 1927. 

8. Ehrenberg and Mark, and Ehrenberg and Susich, Zeit. f. Phys., 42, 807 and 

823,1927. 

9. M. Schwarzschild, Phys. Rev., 32, 162, 1928. 

10. Davis and Purks, ibid., 34, 181, 1929. 

11. S. K. Allison, ibid., p. 176. 

12. Allison and Williams, ibid., 36, 149 and 1476, 1930. 

13. Du Mond and Hoyt, ibid., 36, 1702, 1930; 37, 1443, 1931. 

14. S. K Allison, ibid., 41, 1, 1932. 

15. Allison, ibid., 44, 63, 1933. 

16. L. G. Parratt, ibid., 41, 553 and 561, 1932; 44, 695, 1933. 

17. Kirkpatrick and Ross, ibid., 43, 596, 1933. 
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For many purposes it is necessary to use two slits between the target and 
the first crystal instead of a single one. These then have equal width and 
are separated by a distance of several centimeters taken parallel to the 
beam. The slit S 2 is not essential; it is often omitted entirely. However, 
when present, it is wider than the slit, or 
slit system Si. Furthermore, the window 
of the ionization chamber is perhaps twice 
as wide as Si. 

To insure similarity of the reflecting 
faces of the crystals A and B, two surfaces 
are used which were contiguous before 
cleaving an originally single crystal. 

Let us consider the beam of parallel 
rays represented by the solid lines, issuing 
from various points of the target, and all 
incident upon the crystal A at the same 
glancing angle 0 1 . The various parts of 
this beam will all reflect the same wave¬ 
length \i, determined by the law accord¬ 
ing to which Bragg reflection occurs; we 
shall not be concerned with the question 
of whether Bragg's law is to be used in 
its corrected or its original form, so we 
may simply write m\ = 2D sin 0. The 
reflected beam passes through the slit S 2 
and is incident upon crystal B, which is 
supposedly so adjusted that the once re¬ 
flected beam will make the same glancing 
angle 0 1 at crystal B as at A. Hence the beam Xi will be reflected a second 
time and then enter the ionization chamber C. 

The first crystal plays the r61e of a collimator in that it selects out of the 
original divergent beam, for presentation to the second crystal, only rays 
which are parallel, for each given wave-length within a small range of wave¬ 
lengths which the first crystal reflects because a small range of glancing an¬ 
gles of incidence obtains. 

Now let us consider a different parallel beam—for example, the one repre¬ 
sented by the broken lines. This makes a slightly smaller glancing angle at 
A; let us denote the glancing angle by 0 2 . Out of this beam a slightly smaller 
wave-length X 2 will be reflected by crystal A. The once reflected beam X 2 
will also pass through the slit S 2 , but it will be incident upon crystal B at a 
glancing angle equal to [0i+(0i—0 2 )], that is, at an angle greater than 0 2 , 
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in fact greater than 6 h and hence the wave-length X 2 will fail to be reflected 
a second time. However, if crystal B is “rocked” slightly, in the direction 
of the arrow, to let us say the position indicated, or precisely, through the 
angle 2(0 X —0 2 ), the glancing angle of the beam X 2 upon B will assume the 
value 62 , and hence the wave-length X 2 will now be reflected and Xi will fail 
to be reflected. The wave-lengths Xi and X 2 will thus be easily resolved if 
the difference AX = (X x —X 2 ) is not all too small. How small this difference 
may permissibly be will depend among other factors upon the magnitude 
of the small “angle of tolerance” over which each of the wave-lengths 
and \ 2 is reflected by the crystals, and when the crystals are good ones this 
angle is very small indeed. Hence the resolving power of the double spec¬ 
trometer is very high when good crystals are used—as the resolving power 
of X-ray spectrometers goes. Numerical values of X/AX = 10,000 have been 
obtained (No. 14 of the previous footnote). Further, if we consider the 
difference (Xi—X 2 ) to be the lowest permissible for resolution by the double 
spectrometer, and consider a photographic plate to be erected in the plane 
S 2 , the wave-lengths X x and X 2 will not be nearly resolved by the single 
spectrograph which is then operative; and while the resolving power of a 
single crystal spectrograph may be enhanced by narrowing the entrance slit, 
a very narrow slit must be used, for example, .02 mm, and the distance at 
which the photographic plate is erected must be several meters, in order to 
attain resolving power at all approaching that of the double spectrometer. 
The intensity is then very low, and, accordingly, exposures of let us say- 
forty or fifty hours are necessary when investigations requiring high resolv¬ 
ing power are undertaken with a single crystal spectrograph. When such in¬ 
vestigations are undertaken the Seemann slit spectrograph is generally used. 

The resolving power of the double spectrometer is, on the other hand, not 
a direct function of the slit width at all, because the angle through which 
the second crystal must be rotated from its original position to prevent re¬ 
flection of the wave-length X x is not a direct function of the slit width. How¬ 
ever, widening the slit will cause an additional portion of each crystal to be 
effective, and if the crystals are poor or only moderately good, this portion 
may not be a uniform continuation of the portion originally effective; in 
this case somewhat of a lowering of the resolving power will result indirect¬ 
ly, when the slit is widened. 

The fact that wide slits may be used with the double spectrometer means 
that this instrument yields great intensity. 

The slits should, however, be diaphragmed in length or “height.” If too 
great a height is used, the rays which are most inclined upward or down¬ 
ward will make glancing angles at the crystals which differ sufficiently from 
the angles made by the corresponding rays lying in the horizontal plane, to 
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spoil the otherwise high resolving power. This matter of diaphragming in 
height is consequently one of importance. The height which is permissible 
depends upon the distance between the slits. The square of the angle of 
maximum vertical divergence of the beam, expressed in radians, should be 
only of the order of magnitude of the tolerance angle of the crystal. In 
practice this usually leads to a permissible height of only some 2 or 3 mm. 

The total angle through which the 
second crystal needs to be rocked is 
only a few minutes of arc. It is 
usual to rock the crystal through 
the necessary small angle in very 
small steps—insteps of a few seconds 
of arc only—and to determine the 
intensity of the twice reflected beam 
at each step. A “rocking curve” is 
then plotted with angular setting or 
its equivalent, wave-length, as ab¬ 
scissa, and with intensity as ordinate 
(see Fig. 228). 

With the double spectrometer the 
use of the ionization method is a 
necessity; the photographic plate 
and the ionization chamber cannot 
be used alternatively, as they can 
in the single spectrometer. 

The field of usefulness of the double 
spectrometer, used in the manner so 
far described, is in investigations of the following kinds: In examining spec¬ 
trum lines with a view to determining whether they may not really consist 
of close doublets; in measuring the separation of the components of a dou¬ 
blet ; in measuring the relative intensities of the components of a doublet or of 
other neighboring spectrum lines; and, finally, in measuring the intrinsic 
spectral or “natural” widths of spectrum lines. By way of example: The 
Mo K& line, \=631 X.U. has been separated into components, as repre¬ 
sented in Figure 228. The components are designated as Mo Kfi i and 
Mo Xj 03 ; the angle through which the crystal B must be turned to pass from 
the center of one component to the center of the other is 78 seconds of arc, 
when the crystals, of calcite, are oriented to reflect the wave-length 631 
X.U. in the second order; the corresponding wave-length difference, de- 
ducible from Bragg’s law, is only .57 X.U.! The intensity of Kp 3 is evidently 
about one-half of that of Kj3 1 . The width of the curve for the component 
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Tig. 228.—Rocking curve taken over 
the Mo K(3 line, showing the doublet struc¬ 
ture of this line (redrawn from Allison and 
Williams, Phys. Rev., 35, 149, 1930 [Fig. 1, 
curve a]). 
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Kfh, measured, as is customary, where the curve has one-half of its maxi¬ 
mum height, is represented by the distance hh', and is equal to 31 seconds 
of arc, or about .23 X.U. The width of the curve is measured at half-height 
rather than at the base, because the measurement at the base would involve 
great uncertainty. However, instead of stating the full width measured at 
half-height, hh\ the half-width at half-height, hh'/2 , is usually stated. This 
equals the horizontal distance from the maximum to either of the two 
points of half-height when the curve is symmetrical, as it usually is. But 
in whatever terms the width may be stated, this width, for the observed 
curve, is not all attributable to spectral or natural width of the spectrum 
line. A portion of the observed width has its origin in the instrument: The 
beam has a certain divergence in the vertical plane deducible from the 
known height of the slits and their distance of separation along the beam. 
This divergence carries with it the fact that a small range of glancing angle 
obtains in the vertical plane and hence a small range of wave-lengths is re¬ 
flected at any one setting of the crystal. This range can be calculated and a 
correction applied when desired (see p. 348 n., Nos. 13,14, and 15). Strictly 
speaking, a correction should also be applied for the small but finite angle 
of tolerance toward variation of glancing angle which the crystals exhibit, 
but when good crystals are used this correction is very small and is of 
doubtful value (Nos. 8 and 15). Interesting information regarding the 
actual amount of tolerance which various crystals exhibit toward variation 
of the glancing angle may be obtained, however, by means of the double 
crystal spectrometer, by using this instrument in a manner differing from 
that thus far considered: 

Imagine the crystal B rotated about a vertical axis through the center of 
its reflecting face until this face becomes parallel with the reflecting face of 
crystal A; the spectrometer will then be in the so-called “parallel” position. 
The position previously considered is called “antiparallel.” In the parallel 
position, not only the central beam, of wave-length Xi, makes the same 
glancing angle 0i, at both crystals, but any other beam which strikes both 
crystals, of wave-length X 2 , also makes the same glancing angle d 2 at the 
second crystal which it makes at the first one. Moreover, rotation of the 
second crystal will now cause all beams incident upon this to be incident at 
an angle which does not correspond to their wave-length and will hence 
cause all beams to fail to be reflected. A small rotation of the second 
crystal will suffice to reduce the intensity of the beam entering the ioniza¬ 
tion chamber to zero, and the magnitude of the required rotation is de¬ 
termined by the angle of tolerance of the crystals. When in the instrument 
used in obtaining the curve of Figure 228, in the antiparallel position, the 
crystal B was turned to the parallel position, and a rocking curve was taken 
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in this position, the half-width of the curve at half-height was only 1.5 
seconds of arc. In other words, a rotation of the second crystal of some 
three or four seconds of arc from the accurately parallel position sufficed 
to reduce the intensity to zero. (It is of interest to compare this value with 
the half-value of the angle of tolerance deducible from the theory given in 
section 21, remembering that the diffraction was of the second order; equal¬ 
ity of the two values is, however, not to be expected.) 

The width of the rocking curve obtained in the parallel position is not 
a direct function of the magnitude of the small range of wave-lengths which 
the ionization chamber admits when the second crystal is accurately parallel 
to the first one, because all of the wave-lengths falling into this small range 
will be simultaneously extinguished when the second crystal is rotated. 
Consequently, in the parallel position, rotation of the second crystal gives 
no information whatever regarding the intensity distribution which obtains 
in the small range of the spectrum which is effective. A small portion of the 
continuous spectrum, with or without one or more spectrum lines present 
within its limits, leads to practically the same width of rocking curve, taken 
always at half of maximum height, as a single narrow spectrum line alone 
present. In brief, in the parallel position, rocking of the second crystal gives 
no information whatever concerning the spectrum of the source, but does 
give valuable information regarding the nature of the reflection produced by 
the crystals. 

In the parallel position, as in the antiparallel, changing the slit width does 
not affect the width of the rocking curve directly, but may affect it indirect¬ 
ly. Moreover, in the parallel position, changing the effective height of slit 
has no direct effect, because the width of the spectral range which is effec¬ 
tive is of no concern, whereas in the antiparallel position, too great effective 
slit height has a direct effect of reducing resolving power. 

The half-width at half-height of the rocking curve of 1.5 seconds of arc, 
in the parallel position, which was mentioned above, was observed with a 
pair of very good calcite crystals reflecting in the second order. When re¬ 
flecting in the first order, the half-width at half-height would have been 
some 3 or 4 seconds of arc. Less perfect calcite crystals were found, in one 
case (p. 348 n., No. 11), to give, in the first order, a rocking curve having a 
half-width at half-height of 12 seconds, showing that appreciable disorienta¬ 
tion of microcrystals existed. And crystals of rocksalt, which are much less 
perfect than calcite, give half-widths at half-heights of 5 or 10 minutes of arc 
(p. 348 n., No. 4). Imperfect crystals give broader and lower rocking 
curves than more perfect ones. Crystals giving wide rocking curves 
should not be used in the double spectrometer for the resolution of 
doublets (in the antiparallel position). The information gained by studying 
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the reflection of less perfect crystals, in the parallel position, is, however, of 
interest for itself. In fact, the double spectrometer was originally used only 
in the parallel position for the purpose of investigating the nature of crystal 
reflection: 

In such investigations since two originally contiguous faces are used, it is 
reasonable to assume that the two faces are alike in the degree of disorienta¬ 
tion of the microcrystals, and hence the observed rocking curve may be con¬ 
sidered to be the sum of two equal components, one contributed by each 
crystal. The observed curve has somewhat the form of a Gaussian error 
distribution. According to theory applying to Gaussian error curves, the 
width of each of two equal component curves, at half-height, is equal to the 
width of the observed curve, at half-height, divided by v'2. The width of 
the observed curve, at half-height, divided by V 2 is then the width, at 
half-height, of the rocking curve attributed to each crystal separately. 

When the crystal faces are each prepared by similar grinding and polish¬ 
ing after cleavage, a half-width of the observed rocking curve, at half¬ 
height, for two calcite crystals, of as much as 30 seconds of arc, has been 
observed, in the first order (p. 348 n., Nos. 3 and 5). This shows that addi¬ 
tional disorientation is introduced near the crystal surfaces by grinding and 
polishing. 

However, not all of the width of the rocking curve is to be attributed to 
disorientation of the microcrystals in any case. Even perfect crystals would 
yield rocking curves of finite width because of the small angle of tolerance 
toward variation of the glancing angle while reflecting a monochromatic 
beam which even perfect crystals would exhibit. 

Recent careful investigation has shown that the best calcite crystals, 
used without preparation of any kind, yield rocking curves having only the 
width expected for ideal crystals, indicating that practically no disorienta¬ 
tion exists (p. 348 n., No. 14). 

The double spectrometer is also used in the parallel position for determin¬ 
ing the amount of energy of a given wave-length which given crystals re¬ 
flect. Two different quantities are determined, namely, the “percentage of 
reflection” and the “coefficient of reflection." Each of these two quantities 
is defined in its own distinct manner: 

In determining percentage of reflection the intensity of the beam which 
is to be incident upon the second crystal is first determined by removing the 
second crystal from the spectrometer and turning the ionization chamber to 
the position in which the beam from the first crystal will enter the chamber 
directly. The window of the chamber must be large enough to take in the 
entire beam from crystal A, or, if there is a slit S% present, then the window 
must admit at least all of the beam which passes through this slit. The in- 
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tensity is measured by the number of scale divisions of deflection of the 
electrometer per second of time. After this measurement has been made, the 
ionization chamber is turned to the location in which it will receive the 
twice-reflected beam, in the parallel position, and the second crystal is in¬ 
serted and adjusted, and set at the circle reading of the maximum height of 
the rocking curve. The deflection of the electrometer per second of time is 
again measured, and the quotient of the two intensities times 100 is the per¬ 
centage of reflection. Pairs of calcite crystals of high grade have been found 
to give, in the first order, from 30 to 35 per cent of reflection at about X = 
200 X.U., and increasing reflection with increasing wave-length up to 60 
or 65 per cent at about X —1200 X.U. At greater wave-lengths the reflection 
was found to fall off slowly (p. 348 n., No. 14). Prepared faces of calcite give 
percentages which are perhaps one-half as great as for unprepared faces. 
Rocksalt, either with or without preparation, reflects, in the first order, 
from 5 to 20 per cent, depending upon the specimen, the wave-length 
region, etc. (p. 348 n., Nos. 4 and 17). 

It is important that the two crystals be similar, in determining percentage 
reflection, for a change in the degree of perfection of crystal A would change 
the amount of divergence which exists in the beam of any given wave-length 
which is incident upon B. And a change in this divergence will alter the per¬ 
centage of the given wave-length which crystal B reflects. That is, the re¬ 
corded percentage is determined by the two crystals jointly and is character¬ 
istic of each separately only when it is characteristic of both at the same 
time. 

While percentage of reflection is lowered by disorientation of the micro¬ 
crystals, the method of calculating “coefficient of reflection,” which we 
shall now discuss, gives the disoriented microcrystals an opportunity to 
contribute to the result. 

The “coefficient of reflection , n to be denoted by R, may be defined as the 
area under the rocking curve divided by the intensity of the incident beam, 
I. The intensity I is measured just as when determining percentage, name¬ 
ly? by removing the second crystal and turning the ionization chamber to 
the position in which it will receive the beam from crystal A directly—and 
then observing the number of scale divisions of deflection of the electrom¬ 
eter per second of time. The ordinates of the rocking curve are now to be 
plotted in terms of deflection of the electrometer per second of time at each 
angular setting of the second crystal, and the abscissae of the rocking curve 
are to be plotted in some chosen unit of angle which must be stated in con¬ 
nection with the final result. The unit chosen is usually the radian, or the 
degree. For a pair of excellent calcite crystals, values of R have been re¬ 
corded which increase not very far from linearly with wave-length from 
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about 1.2X10~ 5 at \ = 200 X.U. to about 4.7X10' 5 at \ = 2300 X.U. (p, 
348 n., No. 14), the unit of angle being the radian. To express R in terms 
of the degree as the unit of angle of the abscissa, the foregoing numbers must 
each be multiplied by 57.3. Crystals having a great amount of disorienta¬ 
tion in their structure give much higher values of R. For example, with 
rocksalt, values of R of 8.4X10“ 4 at wave-length about 300 X.U., and3.7X 
10~ 4 at wave-length about 700 X.U., have been found (p. 348 n., No. 6), the 
unit of abscissa again being the radian. With rocksalt the value of R de¬ 
creases with increase of wave-length. (For data on extraordinarily good 
specimens of rocksalt see p. 348 n., No. 17.) 

A definition of coefficient of reflection is often given which differs in form 
from that given above but is equivalent to it. This definition requires ex¬ 
planatory discussion: According to the definition given above, R equals the 
area under the rocking curve divided by 7, the intensity of the incident 
beam. Consider the axis of abscissae of the rocking curve to be divided into 
a large number of equal small elements A0. Draw an ordinate of the curve 
at the center of each division, and denote this by e; the value of e will, of 
course, be different for each division. The area under the rocking curve is 
SeA0, or, since A0 is the same for each element, the area is A02e, that is, 
simply the sum of the ordinates times A0. Denote the sum 2e by E 3 , then 
R=E 8 A6/I. Now E 8 is the sum of the number of scale divisions of deflec¬ 
tion of the electrometer which would be obtained if the crystal were set for 
one second at the center of each interval A0, or is, in other words, the total 
or accumulated deflection of the electrometer which would be obtained. But 
this total deflection is the same as the total deflection of the electrometer 
which would accumulate if the crystal were rotated continuously across the 
extent of the entire rocking curve with an angular velocity of A0 per second. 
Further, if this angular velocity were doubled, becoming w = 2A0 per second, 
the deflection which would then accumulate would be E — %E S . That is, the 
product of the angular velocity and the corresponding accumulated deflec¬ 
tion of the electrometer is constant, or E s Ad — Eo). The coefficient of reflec¬ 
tion thus becomes: 

/ Q1 v D Area 2eA0 E 8 A6 Eoo 

(31) £=__=_ - j— T . 

The coefficient of reflection may thus be alternatively defined as the product 
of E } the total deflection of the electrometer which accumulates while the 
second crystal is rotated uniformly over a region including all of the rocking 
curve, and the angular velocity of the rotation co, this product being then 
divided by the deflection of the electrometer which is obtained per second 
when the ionization chamber receives the beam from crystal A directly. 
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The unit of angle in which the speed of rotation is measured must always be 
stated—and this is the only unit which enters into the final result; if the 
basic time unit were altered, co and I would change by equal factors. 

The measured value of the coefficient of reflection is not greatly affected 
by substitution for the first crystal of a specimen of a different degree of per¬ 
fection. Such substitution would alter the intensity of the incident beam, 
and would alter both the shape and the area of the rocking curve. However, 
the area would be altered in roughly the same proportion as the intensity of 
the incident beam, leaving the coefficient approximately unaltered. 

The value of the reflection coefficient is affected by the state of polariza¬ 
tion of the beam, but this is a matter which cannot be entered into here. 

We have thus far considered only the cases, parallel and antiparallel, 
in which both crystals reflect in the same spectral order. While these cases 
comprise the most general and most important use of the double spectrom¬ 
eter, there is no reason why the crystal A should not be set to reflect in, 
for example, the first order and crystal B in the second order. For the pur¬ 
pose of designating the various possible combinations of orders a special 
notation is used: Let mj. be the order in which the first crystal reflects, this 
being always considered numerically positive. Whenever, as in Figure 227, 
the twice-reflected beam, BC , lies on the same side of the beam AB as the 
original beam, TA, the order ms in which the second crystal reflects is to be 
considered positive, and when the twice-reflected beam lies on the opposite 
side of BA, as in the parallel position, ms is to be given a negative sign. 
Thus, for example, when both crystals reflect in the second order and the 
crystals are in the parallel position, the order for the instrument as a whole 
is (2, —2), and when in the antiparallel position, the order is (2, 2). The 
foregoing is referred to as “Allison’s notation”— it was first suggested in a 
paper by Allison and Williams.* 

A few words should be said concerning the dispersion which the instru¬ 
ment yields: According to Bragg’s law, m\ = 2D sin 9 . Differentiating, 
we have for the angular dispersion of the beam leaving the first crystal 
ddA/d\-mA/2D cos 9a . At crystal B the additional dispersion d9 B /d\ = 
ms/2D cos 9 B is introduced. The total dispersion is the sum of these, or: 

/o 9 v d9 t rriA ■ m 

^ ' d\ 2D cos 9a T 2D cos 9 b ’ 

and this is all recorded by rotating crystal B. The dispersion with both 
crystals reflecting in the same order in the antiparallel position (ms = wia) , 

* Phys. Rev., 36, 149,1930. The original statement of the rule to be followed in assigning 
the order was of less general applicability than the statement of the rule now generally 
made, which we have followed. 
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is thus twice that due to a single crystal reflecting in the same order. And 
in the parallel position (m# = — wu), the dispersion is zero. When ms is nega¬ 
tive and numerically greater than mi, the dispersion is negative. 

The double spectrometer was first used in the year 1917 by A. H. Comp¬ 
ton for determining the coefficient of reflection of one specimen of calcite, 
and of one of rocksalt, but only a very incomplete report of the work was 
published. In the year 1921 W. L. Bragg, James, and Bosanquet, measured 
the coefficient of reflection for what was probably a rather poor specimen 
of rocksalt, and in the same year Davis and Stempel published rocking 
curves for three pairs of calcite crystals and measured the percentage of re¬ 
flection at various wave-lengths. In 1922 these authors published similar 
results for rocksalt. In the same year Wagner and Kulenkampff contributed 
some further data on calcite and on rocksalt, and in a detailed footnote 
discussed the possibility of using the double spectrometer in the antiparallel 
position for the resolution of close doublets. They, however, came to the 
conclusion that the instrument could not be expected to resolve close dou¬ 
blets because of the lowering of resolving power caused by rays which are 
rather steeply inclined upward or downward with reference to the horizontal 
plane. For some reason they failed to conceive the idea of introducing 
diaphragms to limit the vertical aperture of the beam! After five more years 
had elapsed, in 1927, Bergen Davis, and independently Ehrenberg and 
Mark, and Ehrenberg and Susich, reported the first use of the double 
spectrometer in the antiparallel position for the resolution of doublets and 
the determination of the natural widths of spectrum lines. These investiga¬ 
tors used beams of small vertical aperture. Thereupon—that is, as soon as 
the possibilities of the double spectrometer in the antiparallel position were 
once fully realized—the instrument gained rapidly in importance—and it 
promises to continue as one of the outstanding instruments of X-ray re¬ 
search. Both the theory of the instrument and the technique have been de¬ 
veloped of late years especially by S. K. Allison, beginning in the year 1929. 

Du Mond and Hoyt have pointed out certain objections to the usual pro¬ 
cedure of rocking only the second crystal when the instrument is used in 
the antiparallel position for measuring the natural widths or relative in¬ 
tensities of spectrum lines. The principal objection is that during the 
progress of the rotation the beam which is effective wanders across the faces 
of both crystals and the face of the target. This wandering introduces slight 
fortuitous changes in intensity, and hence, to avoid this wandering, Du 
Mond and Hoyt constructed a spectrometer which rotates both crystals 
simultaneously in opposite directions, and rotates the remaining parts of 

the apparatus correspondingly as need be. This plan is being adopted also 
by others. 
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25. Liquids, Amorphous Solids, and Gases.—Little more can be done in 
this book than to call attention to the fact that extensive investigations of 
the diffraction effects which are produced by liquids, by amorphous solids, 
and by gases have been carried out; the methods of attack and the nature 
of the results obtained will, however, be briefly outlined. 

Considering liquids first: The liquid is usually placed in a small cell hav¬ 
ing very thin walls of paraffined paper, mica, or glass, or it may be sus¬ 
pended at the end of a rod in the form of a drop. The specimen is to be 
thought of as replacing the crystal powder in the powder spectrograph (Fig. 
207), being placed at C. Monochromatic or practically monochromatic X- 
rays are used, just as when the instrument in question is used for its original 
purpose of investigating a crystal powder. With liquids, broad halos are 
found, in place of narrow lines. The halos, like the lines, surround the spot 
formed by the undeviated beam. Direct intensity measurements may be 
made by replacing the photographic plate or film by an ionization chamber 
and rotating this about the point C step by step. 

For many liquids only a single halo is found. A mathematical theory has 
been developed which explains the existence of this halo on the basis of 
interference between wave trains scattered by symmetrical molecules, of 
course without orientation.* The “average spacing” between molecules de¬ 
termines the position of the halo. It develops that Bragg's law, or a slight 
modification of it, can be applied. For some liquids a principal halo and one 
or two fainter halos are found and the latter are not accounted for by the 
aforementioned theory. 

In order to account for the observed diffraction effects, the molecules of 
many liquids must be considered to form small groups. Much of the evi¬ 
dence that these small groups exist in many liquids has been supplied by the . 
work of Stewart and his collaborators,! who consider that the liquid state 
resembles the crystalline state more nearly than it does the gaseous state, 
which will be discussed presently. They term the condition which obtains 
in liquids cybotaxis , meaning “space arrangement.” It is of wide occurrence. 
The molecules in the groups have regularity of position and orientation, but 
the groups have only a transient existence and do not approach in size, and 
stability, those of microcrystals in solids. This theory is supported by ex¬ 
periments upon several chemical series, particularly those composed of un- 
symmetrical molecules of the “chain” type whose space grouping is made 
very reasonable by the lack of symmetry. Two or three halos occur in the 
patterns. By applying Bragg's law, consistent values for the lengths and 

* Raman and Ramanathan, Proc. Ind. Assoc . for Culti. of Sci., 8, 127, 1923. 

t See, e.g., G. W. Stewart, Phys. Rev 32 , 558, 1928; Rev. Mod. Phys.j 2 , 116, 1930; 
and Phys. Rev 36 , 726, 1930. 
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diameters of the molecules are obtained. It is also possible to determine 
for example, the length occupied by each CH 2 group along a chain. This 
equals the difference in length of two kinds of molecules when the longer 
molecules differ from the shorter only in containing one additional CH 2 
group. The foregoing refers to so-called “amorphous” liquids.* 

In a class of substances known as “liquid crystals” there is independent 
evidence of the orientation of molecules within aggregates. A considerable 
number of organic compounds are known, notably p-azoxyanisole and 
p-azoxyphenetole, which upon melting become turbid liquids.! When these 
compounds are heated above the melting point, the turbidity remains until 
a definite, higher temperature is reached, whereupon they become clear. 
The liquids in the turbid condition thus represent a distinct state of aggrega¬ 
tion or phase. Moreover, when they are in this condition they are optically 
anisotropic, showing double refraction. Minute aggregates are discernible 
when the liquid is examined under the microscope between crossed nicols. 
The molecules of these compounds are all of the “long chain” type. Straight 
chains are more favorable than chains which have a bend in them.! It is 
probable that in the liquid-crystal state the molecules are parallel within 
aggregates, and that this is the reason why the liquids are optically ani¬ 
sotropic. The turbid appearance is attributed to differences in orientation of 
aggregates, light being scattered at the intervening boundaries. The diffrac¬ 
tion halos from liquid crystals are similar to those from ordinary or amor¬ 
phous liquids. 

The patterns formed by amorphous solids , for example, the resins, un¬ 
stretched rubber, and glass, resemble those from liquids.§ Amorphous solids 
have been the least extensively studied. 

The diffraction or scattering which is produced by gases is studied by 
methods which are basically those of the powder spectrograph and hence 
those which are applied also to the study of diffraction due to amorphous 
solids and liquids. But with gases the experimental arrangement must be 
modified in such a manner as to cause the X-ray beam to irradiate a greater 
volume of the material. We shall not enter into the details of how this is 
accomplished. 

* For further information and detailed references, see the first two articles of the 
previous footnote, which are summaries, and also C. Drueker, Phys. Zeil., 29, 273,1929, 
and J. A.Prins, Zeit.f. Phys., 66, 617, 1929. 

t See, e.g., A. Findlay, “The Phase Rule and Its Applications’’ (5th ed., Longmans, 
Green & Co., 1923), p. 40. 

t D. Yorlaender, Ber. d. Deutsch. Chem. GeselL, 62, 2824, 1929. 

§ See, e.g., Parmelee, Clark, and Badger, Jour. Soc. of Glass Technology, 13, 285,1929; 
Clark and Amber, ibid., p. 290; P. Krishnamurti, Indian Jour, of Phys., 4 (2), 99,19?9; 
Randall, Rooksby, and Cooper, Nature, 129, 458, 1930. 
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In a gas, since the molecules have a separation which is not only on the 
average much greater than in a liquid but is rapidly changing over a vastly 
greater range of value than in a liquid, the diffraction pattern is not pro¬ 
duced primarily by interference among wave trains scattered by the mole¬ 
cules considered as centers of scattering, but chiefly by the atoms within one 
molecule considered as centers of scattering. The scattering is not inter- 
molecular but is mframolecular or mteratomic. 

(With liquids or amorphous solids, interatomic interference effects are 
supposedly also present in the patterns which are obtained, but these 
effects are forced into the background by the effects produced by inter- 
molecular interference, which dominate in the formation of the pattern.) 

Interesting examples of the patterns formed by 'polyatomic gases are 
those formed by the two isomeric forms of dichloro-ethylene (C 2 H 2 C1 2 ) in 
gaseous form, which have been studied photographically.* In the so-called 
“trans** form of C 2 H 2 C1 2 the two Cl atoms lie at two diagonally opposite 
corners of a rectangle and the two much lighter hydrogen atoms, which con¬ 
tribute little to the scattering, lie at the two remaining comers. The carbon 
atoms lie along the long central line of the rectangle in both the “trans * 9 
form and, in the other, the “cis** form. In the “cis** form, however, the two 
Cl atoms lie at corners on the same side of the rectangle, and are thus closer 
together than in the “trans** form. The two H atoms he at the two corners on 
the other side of the rectangle, but these hardly count, because they are so 
light. The Cl atoms, which dominate the scattering, are thus further apart 
in the “trans** form than in the “cis** form, and consequently in the pattern 
produced by the “trans** form the halo is of smaller radius than in that 
produced by the “cis** form. The X-ray diffraction patterns thus furnish a 
very valuable check upon the chemical evidence regarding the position of 
the chlorine substitution in these two isomers. 

In the scattering produced by monatomic gases there is no possibility of 
interatomic interference, but intra-atomic or inter-electronic interference 
will yet occur. The question of atom structure factor enters here. The wave 
trains scattered by the electrons surrounding the nucleus of any one atom 
interfere among themselves, but this interference does not produce a de¬ 
fined maximum in the scattering. Measurement of the scattering produced 
by monatomic gases is of interest and importance because it yields a direct 
determination of the value of the atom-structure factor as a function of the 
angle of scattering. 

For further information regarding the diffraction or scattering of X-rays 
by gases see the references given below, f 

* P. Debye, Phys. Zeit., 31, 142, 1930. 

t E. 0. Wollan, Rev. Mod. Phys., 4, 205,1932; H. Gajewski, Phys. Zeit., 33,122,1932. 
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When a stream of electrons bombards a crystal, one or more strong and 
well-defined streams of electrons may issue from the bombarded area. This 
startling fact was discovered by C. J. Davisson and L. H. Germer of the 
Bell Telephone Laboratories, in a manner of which we shall tell later. The 
experiment must be performed in a high vacuum. The incident stream is 
produced by a so-called “electron gun,” and the issuing streams are received 
by a “Faraday box collector,” both of which will be described in due course. 
Referring to Figure 229, let the incident stream of electrons be i, and let the 

crystal, the “target,” be T. When the 
incident electrons all have the same, 
suitable velocity, there will be a single 
issuing beam such as represented by the 
solid curve in the figure. This is a polar 
graph, that is, the number of electrons 
issuing from the point of bombardment 
in any direction is proportional to the 
length of the vector v drawn from the 
point of bombardment in the given di¬ 
rection. The issuing beam calls to mind 
a beam of light diffracted by a grating, 
or a beam of X-rays diffracted by a 
crystal. The occurrence of such electron 
beams forces us to entertain the hypoth¬ 
esis tnat electrons have waves in some manner associated with them and 
that these waves are being diffracted by the crystal lattice. The surface 
layer of atoms may be acting as a grating, or several layers of atoms may 
be acting as a space lattice. 

When we try to account for the strong and well-defined issuing beams 
upon the supposition that electrons have only the nature of particles, our 
failure is complete. 

If we regard the atoms of the crystal as “solid,” the bombarding of the 
crystal by electrons is to be likened to the shooting of birdshot at a pile of 
cannon balls in regular array. The birdshot would not rebound in a well- 

defined beam but would scatter nearly equally over a large range of direc¬ 
tions. 



Fig. 229.—Solid curve, beam of elec¬ 
trons issuing from bombarded area of a 
nickel crystal (Davisson and Germer). 
Broken curve, background scattering. 
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Again, we may regard each atom of the crystal—nucleus and surrounding 
electrons—as a “solar system,” and might regard each incident electron as a 
“comet.” If now the original path of an incident electron passes sufficiently 
close to the nucleus of an atom, the passing electron might be attracted by 
the nucleus with sufficient force to cause a deflection in path of over 90°, but 
there would be no strongly preferred direction for the issuing electrons. 
Moreover, neighboring atoms would be without effect and hence the state 
of aggregation of the atoms of the target should be immaterial. But this is 
contrary to experiment. While a target consisting of a single crystal yields 
strong beams, one consisting of a multitude of small crystals yields no 
beams under the same conditions. 

It might also be argued that the incident electrons are deflected by atoms 
which lie fairly well below the crystal surface and then escape most readily 
in those directions in which the passageways in the crystal are large, or, the 
rows of atoms are far apart, the so-called “transparent” directions of the 
crystal. But the directions taken by the issuing beams are found to be un¬ 
related to the transparent directions, and therefore this hypothesis must be 
abandoned. 

1. Davisson and Germer’s Discovery.*—In April, 1925, Davisson and 
Germer were investigating the scattering of electrons by a target of ordi¬ 
nary, polycrystalline nickel, when, through a “fortunate accident,” the tar¬ 
get became fouled, and in order to clean the target they heated it to a high 
temperature while it was hidden in the apparatus. The heating caused the 
target to recrystallize into comparatively few larger crystals, but this fact 
was at first unknown to the experimenters. However, the scattering curve 
which they subsequently obtained differed from the curve previously ob¬ 
tained in showing several fairly well-defined lobes, which meant that there 
were now several fairly well-defined beams of electrons issuing from the 
target. Upon removing the target from the apparatus they discovered the 
recrystallization. Thereupon they turned to experimenting with a single 
crystal, and through a long and arduous series of experiments made their 
important discovery. However, had the “fortunate accident” of the fouling 
of the crystal not occurred, the discovery would hardly have been long de¬ 
layed. Davisson and Germer had developed all of the elaborate and difficult 
technique which is necessary for the experiment, and the suggestion to try 
a target consisting of a single crystal was all that was needed. The sug¬ 
gestion would have been given by a theory which had just been advanced, 
but knowledge of this theory had not yet become disseminated when the 
discovery was made. 

* Nature , 119, 558, April, 1927; Phys. Rev., 30, 705,1927; Bell Syst. Tech. Jour., 7, 106, 
1928; Jour . Franklin Inst, 205, 597,1928; Jour. Chem. Educ., 5, 1041 and 1255, 1928. 
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2. The Wave Theory of Matter —In the year 1924 L. de Broglie in a 
Doctor’s thesis advanced the daring hypothesis that matter has an intrinsic 
wave nature in addition to its nature of particles or corpuscles. * Previously 
matter had never been thought of as being other than corpuscular, whereas 
light had of old been thought of as being due either to corpuscles or to wave 
motion, and in recent decades it has been thought of as being due to both 
at the same time, in some manner of which we cannot, however, form a 
simple and clear picture. Convincing evidence for the wave nature of light 
was adduced during the last century, and equally good evidence that light 
has a corpuscular nature, because it is emitted and received in quanta, has 
been adduced during the present century. Thus, light evidently has a dual 
nature. And the same applies to other types of electromagnetic radiation, 
being especially well established also for X-rays. Hence, in view of the inti¬ 
mate relation which exists between matter and radiation, may not matter, 
too, have a dual nature of waves and corpuscles, the corpuscular nature 
being revealed to us in common experience, but the wave nature having 
hitherto remained unrevealed? 

De Broglie formulated the foregoing brilliant idea which he had into a 
definite theory: The fundamental quantum principle for radiation is the 
relation between the energy E of a corpuscle of light, and the associated 
frequency, v, namely, E=hv, where h is Planck’s constant. The basis of 
De Broglie’s theory is that this principle may be extended to material par¬ 
ticles. Accordingly, a particle having energy E has waves of frequency v in 
some manner “associated” with it and: 

(1) E=hv. 

What these waves are we cannot at present say and shall perhaps never be 
able to say. They are at the basis of matter which is the most basic mani¬ 
festation of nature of which we have hitherto claimed knowledge. May we 
ever hope to explain a thing which explains matter? The waves are re¬ 
ferred to simply as ‘ V-waves.” It can be shown in a manner which will be 
indicated presently that they have a wave-length: 

(2) x=A, 

mv 

where m is the mass and v the velocity of the particle. The wave-length is 
all we shall need to know in order to understand the diffraction effects pro¬ 
duced by material particles, because these effects depend only upon the 
wave-length of the waves. As in light, the wave fronts are perpendicular to 

* Thbse (Paris: Mason & Cie, 1924), or Ann. de phys., 3, 22, 1925. 
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the rays. The ray is the direction of propagation of the energy, or, for ma¬ 
terial particles, the direction of motion of the particle. For a particle in 
uniform motion the wave fronts are to be regarded as plane. When particles 
of a given kind all have the same velocity, the stream is said to be homo¬ 
geneous. We shall be concerned mainly with homogeneous streams. They 
are equivalent to plane monochromatic waves. A heterogeneous stream in 
which the particles have a wide range of velocities is equivalent to white 
light and is referred to as “white radiation.” 

We shall now derive the expression for the wave-length, and discuss the 
relation of the waves to the particles (this derivation and discussion are sub¬ 
mitted for the sake of completeness; understanding of them is not pre¬ 
requisite for continuing with the main subject; statements and equations 
from the theory of relativity must of necessity be introduced and proof for 
these cannot be given here): 

The mass of a particle is a function of its velocity. The energy of a particle is 
E=md l ) where c is the limiting value for the transmission of energy or, practically, 
the velocity of light. Accordingly by equation (1): 

me 2 


The velocity of the i/'-waves may be shown to be: 


(4) 

whence the wave-length is: 
( 2 ') 




A 

mv 7 


which is equation (2). Substituting the value of v into equation (4): 



c 2 m\ 

~1T * 


The velocity of the i/'-waves is a function of the wave-length.* The waves are dis¬ 
persed even in empty space. In this dispersion they resemble the phase waves of 
light traveling in a transparent medium. The i/'-waves are known as De Broglie 
phase waves.” Further, the waves associated with a homogeneous stream of particles 
are monochromatic in the sense that a spectrum line is monochromatic they com¬ 
prise a narrow range of frequency. 

* This is not a direct proportionality because m is variable. It is further to be noted 
that X cannot be zero since v cannot exceed c. 
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Since the waves are dispersed, there will be a group velocity, U , differing from 
the phase velocity, V. Let us derive the value for U: If we call m 0 the mass of the 
particle at zero velocity, the so-called rest mass, then: 

(6) (me) 2 — ( mv ) 2 = (moc) 2 —Const. 

Differentiating: 

d(mc) _ mv 

^ ' d(mv ) ~ me ‘ 


The group velocity is, by equation (23) of chapter 7: 


TJ=V-\ 


dV 
d\ 3 


and hence, by our present equations (2'), (3), and (7): 

(•«■> TT J 1 CmV 

^ , f V d(mv) me v ’ 

X IT 

That is, the group velocity U is equal to the velocity of the particle v. The wave 
group carries the energy with it. It is the particle. The phase waves travel faster 
than the group—'in fact, according to equation (4), faster than the velocity of light, 
since v cannot exceed c. The ^-waves guide the particle just as the phase waves of 
light guide the light corpuscle. In the full development of the theory the phase waves 

of light and the i/'-waves are considered as different manifestations of the same 
thing. 

The theory of De Broglie has been developed by Einstein, Scrodinger, 
Heisenberg, and others into the extensive subject, the “Wave Mechanics.” 
Einstein’s first contribution* came early in 1925 and this in turn led W. 
Elsasser,f in August of the same year, to state that it might be.possible to 
find direct evidence for the existence of material waves by allowing slowly 
moving electrons to bombard a crystal. Low speed and small mass should 
mean relatively great wave-length. Hence the electrons might be observably 
diffracted . However, as we have learned, the diffraction in question was ac¬ 
tually discovered independently of theoretical prediction. 

When an electron is diffracted by a crystal, the wave fronts of the mate¬ 
rial waves must extend over at least several atoms of the crystal. This fact 

* Sitzungsber. d. Preuss. Akad. d. Tfm. (1925), p. 1. 
t Naturwiss., 13, 711, 1925. 
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sets a lower limit for the width of the beam. Further, by analogy with light 
and X-rays we must expect that an upper limit for the width of the beam 
will be roughly set by the aperture through which the beam passes. Between 
these wide limits we shall attempt to say nothing. The question of the num¬ 
ber of wave crests in a group or ‘ ‘packet” will also be left unanswered except 
for the mention of occasional experimental data which bear upon it. Suffice 
it to say that we must be willing to regard electrons as waves under some 
circumstances, while still regarding them as particles under others. In doing 
this we are doing only what we do in the case of light and X-rays. As for the 
size which was formerly assigned to electrons, it was arrived at by extrapo¬ 
lating laws observed in gross experiments to micro-particles—an uncertain 
procedure. There is probably no definite size, and for an unbound electron 
the effective size, if we may use this term, may be much greater than that 
of an electron bound in an atom. 


£•_ G 


The Diffeaction of Slowly Moving Electeons 

(Secs. 3-11) 

3. Apparatus and Experimental Principles—Referring to Figure 230, let 
G be an electron “gun,” T the “target,” and C a “collector.” The collector 

may be rotated about an axis lying in the face _ 

of the target perpendicular to the plane of the 
figure. The entire assemblage is surrounded by 
a metal shield and the whole inclosed in a glass 
bulb and highly evacuated. 

The principle of operation of the gun is as 
follows: F is a tungsten filament which is 
heated by a current in a local circuit not shown. 

It serves as a source of electrons. The filament 
is at a negative potential relative to the 
wall of the gun. The electric field between 
filament and wall accelerates the electrons 


- J 




Fig. 230.—Electron gun, 
target, and collector. 


and some of these pass through a series of apertures and then pass 
from the muzzle of the gun. An expression will be found for the velocity, v , 
which the electrons acquire due to the field: They emerge from the filament 
with a velocity which is so small that they may be considered as starting 
from rest—or, in other words, with zero kinetic energy. The work done by 
the field on one electron is consequently equal to its total kinetic energy, or 
W=imv 2 . Potential difference, V, is work per unit charge, consequently: 
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where e is the charge of the electron. Or: 


(9) 

(90 « = V'2(177>a00(FXl00 = 5.95Xl0 7 X7 J . 

In the last equation v is measured in centimeters per second, and V in volts 
potential difference between the filament and the wall of the gun. Those 
electrons which escape through the first aperture in the gun find themselves 
in a field-free inclosure and neither gain nor lose velocity. The succession 
of perforated diaphragms serves to limit the beam and eliminate stray elec¬ 
trons scattered within the gun. Those leaving the muzzle continue with un¬ 
changed velocity because the wall of the gun, the target, the shield, and the 
outer wall of the collector are all maintained at the same potential and consti¬ 
tute another field-free inclosure. The electrons thus strike the target with 
the velocity determined by equation (9')- Because of the one-to-one corre¬ 
spondence existing between velocity and voltage, it is customary to express 
the velocity simply as so many “volts.” However, a 200-volt electron does 
not have twice the velocity of a 100-volt electron, but, because of the radical, 
has only l/2 times this last velocity. 


By inserting in the De Broglie relation, equation (2), the numerical 
values of h and m, and the value of v given by equation (90, it is possible to 
express the electron wave-length directly in terms of 7, the bombarding po¬ 
tential : 



2i _ 6.55X1Q- 27 _ 

mv (9.00 X 10“ 28 ) (5.95 X10 7 X 7*) 


12.25X10" 8 

7 * 


cm 


j 


(100 Angstroms ; 


in equation (100, X is in Angstroms and V is in volts.* 

A gun of improved construction is now used, the one above described be¬ 
ing an early type. In the improved gun a plate Pi (Fig. 231), with an open¬ 
ing in it, is placed abreast of the filament and charged somewhat more nega¬ 
tively than this. This plate repels the electrons and tends to prevent them 
from traveling laterally to the wall. Another plate, P 2 , is charged to a high 
positive potential for the purpose of giving additional directive effect. The 
potential of the plate P 2 is more highly positive than the wall. The elec¬ 
trons are thus given a high initial velocity in order to direct them toward the 

t 

* Tor potentials of thousands of volts a relativity correction to eqs. (9) and (10) be¬ 
comes of appreciable magnitude—as further explained in sec. 12. 
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apertures and are then slowed down again. This procedure causes many 
more to pass through the apertures, and there results a more intense beam. 
The velocity of the stream as it enters the aperture in the plate P 3 and from 
that point on is, however, unaffected by the potentials of the plates Pi and 
P 2 . The velocity of the stream which is incident upon the target is still de¬ 
termined by 7, the difference of potential between the fila¬ 
ment and the wall of the gun. 

The collector is a double Faraday box, the inner and outer 
boxes being insulated from one another by quartz plates. 

The lead wire from the inner box is especially shielded from 
stray currents by incasing it in quartz tubing. A potential 
is applied to the inner box which is negative in relation to 
that of the outer box. The field between the inner and outer 
boxes thus retards the electrons which enter the outer aper¬ 
ture. Those which have sufficient velocity to “make the 
grade” pass on into the inner box and contribute to the col¬ 
lector current. The remainder are turned back. Denote the 
potential difference between the collector boxes by 7 C . Then all of those 
electrons which leave the target with velocities which, measured in volts, are 
greater than 7 C will enter the inner box and those having lower velocities will 
be excluded. * The collector current is measured by a sensitive galvanometer. 
By making the potential difference at the collector just slightly less than 
that in the gun, it is possible to limit the collector current to electrons which 
have lost little or no speed or kinetic energy, in being deflected at the target. 
These so-called “full speed” electrons constitute an important group. When 
measurements upon them are being performed, the potential difference in 
- the collector is always adjusted to be a little less, let us say 10 per cent less, 
than that in the gun. This allows for about 5 per cent range in velocity be¬ 
low the calculated value, which must be allowed for because of the effects 
mentioned in the previous footnote. 

The full-speed electrons are the only ones for which diffraction effects 
have been demonstrated. Moreover, such effects are not expected for those 
electrons which have given up a portion of their energy toward raising 
atoms of the target to excited energy states. Electrons which have lost ve¬ 
locity are said to have made “unelastic collisions.” These are, as a rule, ex¬ 
cluded from the collector or other receptor. When not excluded they con¬ 
tribute only to the diffuse background, which is present in any case. 

The entire apparatus of Davisson and Germer is small. The distance 

* Because of edge effects at the apertures, the “cut off” is not absolutely sharp. Fur¬ 
ther, the incident beam is not strictly homogeneous as to velocity chiefly because of the 
slight fall of potential which occurs along the filament due to the current which heats this. 
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Fig. 231.— 
Improved elec¬ 
tron gun. 
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from the end of the gun or the collector to the target is of the order of a 
centime u^r.' The diameters of the various apertures are of the order of a mil- ? 
limeter. The difficulties of making measurements with a “spectrometer’ 


having a length of arm of only a centimeter are very great. 

The xperiments of Davisson and Germer were carried out with single 
crystals of nickel. 

4. The Nickel Crystal.— Nickel crystallizes in a face-centered cubic lat¬ 
tice (see Fig. 232, left). When a comer is cut from the cube at right an gle? 
to a body diagonal,' or cube diagonal, as shown on the right, a (111) face is 
exposed. This is a face which occurs commonly and in relative perfection in 


t 

.1 

c 



Fig. 232.—(From Davisson and Germer) 


crystallized nickel. It is such a face which was used by Davisson and Ger¬ 
mer. In it the atoms are arranged in equilateral triangles. The face is bom¬ 
barded perpendicularly, as shown in Fig. 233. The angle 0 between the col¬ 
lector and gun is called the "colatitude,” this being the complement of the 
"latitude”—the angle between the collector aud the crystal face. Provision 
is made for rotating the crystal face in its own plane, about a vertical axis in 
the figure. This is rotation in "azimuth.” The crystal is shown in an “A- 
azimuth” with reference to the plane determined by the axis of the gun and 
the axis of the collector. 

The upper part of Figure 234 is a view looking down on a (111) face of 
the cube. The atoms of the surface layer, those of the (111) face, are repre¬ 
sented by the circles numbered 1 . The atoms of the second layer occupy the 
positions numbered 2. Those on the cube faces are indicated by heavy nu¬ 
merals. Those of the second layer in the interior of the crystal (light numer¬ 
als) fall under the centers of alternate triangles formed by the atoms of the 
first layer. A model of the lattice will be found helpful toward comprehend¬ 
ing these facts and should be obtained if feasible, or a model may perhaps 
be improvised by the reader. Continuing, atoms of the third layer occupy 
positions numbered 3. Those indicated by light numerals fall under the 
centers of the remaining alternate triangles formed by the first layer. Atoms 
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of the fourth layer fall directly under those of the first layer, a 4 atoms of 
the fifth layer fall under those of the second, etc. 

The three azimuths through the vertices of the triangular face are 
termed “A-azimuths”; one of these is lettered A in the figure. The three op- 
posite azimuths, those through the edges of the face, are termed •B-aj.jrvuths j 
one of these is lettered B. The lower portion of the figure shows the layers 


ELECTRON 

GUN 



A-AZilwHJTH 

C_2 


Fig. 233. —Perpendicular 
bombardment of (111) face 
(Davisson and Germer). 



Fig. 234 


of atoms, the rows of atoms being viewed end on. This refers to the rows 
perpendicular to an A- or 5-azimuth. The rows of the second layer are 
displaced relative to those of the first layer by one-third the distance a, the 
distance between rows. This displacement is in the direction of the A-azi¬ 
muth, or to the right in the figure. The rows of the third layer are again dis¬ 
placed to the right by the distance a/3, etc. It is to be noted incidentally 
that every lattice point has neighbors in the same relative position as has 
every other lattice point. The three A-azimuths differ physically from the 
opposite azimuths, the 5-azimuths, because of the manner in which the 
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rows of atoms in the successive layers are displaced—by a/3 in the A direc¬ 
tion or by 2a/3 in the B direction. The two azimuths marked C, above are 
parallel to an edge of the face. The atoms form rows perpendicular to these 
azimuths also. When these rows are viewed end on, the rows in the various 
layers fall directly under each other. Hence opposite azimuths are physi¬ 
cally indistinguishable. There are consequently six C-azimuths, an opposed 
pair parallel to each edge of the triangular face. The A-, R- ; and C-azi- 
muths, twelve in all, are called the “principal azimuths.” The diffracted 
beams occur in the principal azimuths. Alternative designations for them 
based on Miller indices, are: (1 1 1 ) for the A-azimuths; (1 0 0) for the 
R-azimuths; and (1 1 0) for the C-azimuths. The manner in which these 
designations are arrived at does not concern us. 


TABLE VIII 

Length of edge of unit cube.d=3.510 A 

Separation of (111) planes . D = = 2 03 

Length of side of triangles in (1 11) planes. ~* — 2 48 

v2 

Distance between rows: 

cl 

In A- or R-azimuths.a= 0 i/ij = 2.15 

In C-azimuths. c = =1 24 

2V2 


The dimensions of the nickel crystal lattice are as follows: The length of 
the edge of the unit cube is d= 3.510 A. The length of the body diagonal of 
the unit cube is VZd. The separation between layers—that is, between 
(11 1) planes— is one-third of the length of the body diagonal, or D=\VM 
= 2.03 A. The length ofside of the equilateral triangles formed by the atoms 
in a (111) plane is d/ 1/2 = 2.48 A. The dis tance between row s of atoms in the 
A- or R-azimuths, denoted by a, is a= V (2.48) 2 - (2.48/2) 2 == (2.48/2) 1/3 = 
2.15 A. The distance between the rows of atoms in the C-azimuths will be 

denoted by c and c= 2.48/2 = 1.24 A. These data are summarized in Table 
VIII. 

5. Voltage, Colatitude, and Azimuth Curves.—In discussing measure¬ 
ments we shall suppose that the current due to the incident stream of elec¬ 
trons is constant. The number of full-speed electrons recorded by the col¬ 
lector is then a function of three, and only three, independent variables: 
first, the voltage of the incident beam or, in other words, the velocity or 
wave-length; second, the colatitude of the collector; and, third, the azimuth 
setting. Exploration is made by varying one of these factors at a time. 
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There result then respectively “voltage curves,” “colatitude curves”— 
for example, Fig. 229—and “azimuth curves.” In each type of curve the 
collector current, which measures the intensity of the beam, is plotted as 
dependent variable, that is, as the ordinate. 

The broken curve in Figure 229 represents background scattering which 
is always present. This has a steep slope. As a result, some beams, which 
are not among the strongest, are masked, and fail to appear as well-marked 
lobes or spurs in colatitude curves. When voltage curves are taken, the ex¬ 
istence of these beams may become manifest. 


X ^ 



c 

o o 


o o 


o o 


6. Plane-grating Beams.—In Figure 235 several voltage curves are 
shown. The crystal is throughout in a C-azimuth. The collector is set at a 
given large colatitude angle (see upper 
portion of figure), for example, at 
0 = 80°. The collector current is de¬ 
termined at each of a series of bom¬ 
barding potentials. As the bombard¬ 
ing potential is raised the beam 
sweeps across the collector opening, as 
indicated by the arrow. A maximum 
occurs in the voltage curve at 100 
volts. According to the De Broglie 
theory, the associated wave-length 
for 100-volt electrons is, by equation 
(10'), 12.25/(100)* —1.225 A. Does 
this agree with the wave-length which 
we would expect for waves diffracted 
by the surface layer of nickel atoms 
considered as a plane grating? To de¬ 
termine this, consider the rows of 



Bombarding Potential Volts 


Fig. 235.—Below, voltage curves for 
plane-grating beams in C-azimuth (Davis¬ 
son and Germer). Above, rows of atoms 
considered as a plane grating. 


atoms which are perpendicular to the C-azimuth as constituting the lines 
of a grating. The wave-length to be expected is \ = c sin 80°= 1.24X.985 = 
1.22 A, in agreement with the De Broglie theory. 

For a colatitude setting of 75° the maximum in the voltage curve shifts to 
the right—the voltage required to produce the beam is greater, the wave¬ 
length is smaller. The shift accords in direction and magnitude with the 
De Broglie theory and the plane-grating formula as the reader may deter¬ 
mine for himself by taking data from the curve. For colatitudes below 75° the 
maxima in the curves exhibit a progressive decrease in intensity, and plane- 
grating beams are not observed at all below 60° colatitude. The decrease in 
intensity presumably arises from destructive interference caused by energy 
scattered by layers of atoms below the surface layer. 
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At 85° colatitude the maximum in the curve occurs at 97.5 volts. The 
condition is nearly that of grazing emergence because sin 85° = .996, or near¬ 
ly 1. When radiation is incident upon a grating perpendicularly, the great¬ 
est wave-length which can be diffracted is X = c, the grating space. The dif¬ 
fracted beam then emerges at grazing angle. This means that no beams 
should be found in the C-azimuths below 97 volts, and they are in fact not 
found. 

Plane-grating beams also occur in the A- and R-azimuths. The equiva¬ 
lent plane grating is the same for these two sets of azimuths, which differ 
only in regard to the relative position of the lower layers of atoms. The 
beams appear at grazing emergence at 32.5 volts, which is the voltage at 
which they would be expected. As the voltage is raised, the beams shift to¬ 
ward smaller colatitudes, obeying the plane-grating relation. 

Beams near grazing emergence are observed only when the vacuum is 
very high and the surface of the crystal has been freed from adsorbed gas by 
heating. This refers to plane-grating beams arising from diffraction by 
atoms of the crystal; for others see the next section. 

7. Gas Beams.—When a small amount of gas is present upon the crystal 
surface, other plane-grating beams appear. These originate from a grating 
which has double the expected spacing, that is, double the spacing to be 
expected in a given azimuth from the surface layer of nickel atoms. The 
presumption is that a “net” of gas atoms or molecules is formed which has 
twice the scale factor of the nickel surface-lattice. A gas atom located over 
the center of every fourth triangle of the nickel lattice would satisfy this re¬ 
quirement (see Fig. 236). The gas atoms, or molecules, are believed to be so 
located. 

As gas continues to collect, the gas beams of the plane-grating type fade 
out. There then arise beams due to numerous layers of gas atoms. These 
have also been studied.* 

, 8. Space-Lattice Beams.—Several strong beams (of which the one shown 
in Fig. 229 is an example) occur in each of the principal azimuths. Each 
beam appears in full development when, and only when, the speed of bom¬ 
bardment has a definite value which is characteristic for the beam. This fact is 
illustrated by the series of curves shown in Figure 237. Each of these curves 
is taken for a different speed of bombardment, that is, at a different voltage. 
The beam represented in these curves attains its full development at a bom¬ 
barding potential of 54 volts, and it is hence known as a “54-volt beam.” 

A given speed of bombardment represents a given wave-length. Thus 
beams occur for discrete wave-lengths in discrete directions. This fact pre- 

* See Davisson and Germer, Phys. Rev., 30, 705,1927; L. H. Germer, Zeit.fi Phys., 54, 
408,1929, or translation in Bell Syst. Tech. Jour., 8, 591,1929; E. Rupp, Ann . d. Phys. r 6, 
453, 1930; and H. E. Farnsworth, Phys. Rev., 40, 684, 1932. 
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sents a similarity to X-ray diffraction and establishes a presumption that we 
have here to do with diffraction by several layers of atoms, that is, with 
diffraction by a “space lattice.” This presumption will receive more and 
more support as we proceed. The foregoing 54-volt beam is thus to be re- 
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Fig. 236.—Layer of adsorbed gas atoms (Davisson and Germer) 



Fig. 237.—Growth and decay of 54-volt beam (Davisson and Germer) 


garded as the electron-wave analogue of a corresponding Laue X-ray beam. 
An important fact is to be borne in mind, however. In the Laue experiment 
“white radiation 7 ^ is incident, and, consequently, there may be numerous 
quite distinct beams issuing from the crystal at once. In electron diffraction 
experiments on the other hand, the incident beam is homogeneous, or ap¬ 
proximately so—the incident wave train must hence be regarded as ap- 
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proximately monochromatic—and in accordance with this fact, only when 
the bombarding potential has one of certain definite values will there be a 
beam in full development, and then there will be only a single beam. 

Electrons of speeds up to 370 volts were used in the experiments of Da¬ 
visson and Germer which we are discussing. These are classed as slow elec¬ 
trons. Their power of penetrating matter is known to be very low. Conse- 
quently it is to be expected that the number of atom layers by which they 
are diffracted should prove to be small. It is perhaps only three or four, 
This in turn means low “resolving power.” The resolving power depends 
upon the number of atom layers in somewhat the same manner as it depends 
upon the number of ruled lines for a diffraction grating. And as a result of 
the low resolving power, the wave-length of the incident beam, or, in other 
words, the voltage, is not as critically determined as it would be if the re¬ 
solving power were higher. The 54-volt beam has appreciable intensity over a 
voltage range from 44 to 68 volts, as shown by the various curves of Figure 
237. This corresponds to a wave-length range of 11 per cent in either direc¬ 
tion from the maximum. 

The 54-volt beam moves to smaller colatitudes as the voltage rises, as 
would be expected. The same is not true, however, of all space-lattice 
beams, for reasons not fully known. 

Figure 238 shows examples of space-lattice beams as revealed when azi¬ 
muth curves are taken. The lower curve was taken at 50° colatitude and 54 
volts bombarding potential. Under these conditions the 54-volt beam in the 
A-azimuth is fully developed, and hence this beam shows as an intense max¬ 
imum in each of the A-azimuths. The less intense maxima in the 5-azi¬ 
muths are remnants of another beam (see upper curve). The upper curve 
was taken at 44° and 65 volts, under conditions of full development of a 
“65-volt beam” which occurs in the 5-azimuths, and this beam here shows 
as an intense maximum in each B-azimuth. The less intense maxima in the 
A-azimuths are remnants of the 54-volt beam, which still shows as an appre¬ 
ciable spur at 65 volts, and a portion of this spur is admitted into the col¬ 
lector opening at 44° colatitude. 

The experiments thus far described are those of Davisson and Germer on 
diffraction from a (111) face of a nickel crystal.* 

H. E. Farnsworth f has carried out similar experiments upon (1 0 0) faces 
of copper, silver, and gold crystals. He has improved the technique, obtain¬ 
ing sharper, narrower beams, and has obtained numerous additional inter¬ 
esting results. Some of these present extremely perplexing problems. 

* Phys. Rev., 30, 705, 1927. 

t Ibid., 34, 679, 1929; 36,1131, 1930; 40, 684 and 1049, 1932; 42, 588, 1932; and 43, 
900, 1933. 
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W. T. Sproul* has bombarded the (11 2) and (1 0 0) faces of a tungsten 
crystal. He has modified the apparatus, introducing the magnetic deflection 
method in an ingenious manner. 

9. The Refraction of Electron Waves. — X-rays travel with almost the 
same velocity within matter as they do in vacuum, and there is consequently 



AZIMUTH ANGLE 

Fig. 238.—Azimuth curves (Davisson and Germer) 


no refractive effect, or only an extremely minute one. For electron waves 
the situation is different, especially when the electrons are moving slowly. 
However, the knowledge which we have regarding the refractive effect of 
matter upon electron waves is rather fragmentary. Such as it is, it has been 
furnished by the very electron-diffraction experiments which we are discuss¬ 
ing: 

Referring to Figure 239, let A X} B X) C x , D X} and E x represent the Laue 
X-ray beams which would be diffracted backward by a certain crystal. If 
the crystal exerted no refractive effect upon electron-waves the correspond¬ 
ing electron beams would attain their full development at the same wave- 

* RSI , 4,193,1933, and Phys. Rev ,, 43, 516,1933. See also discussion of the results by 
H. E. Farnsworth and by G. P. Thomson, ibid.j 44, 417, 1933. 
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lengths, as computed from the speed of bombardment by the De Broglie re¬ 
lation, equation (10), and would take these same directions. Instead the 
electron beams, A c , B e> etc., attain their full development at a somewhat 
lower speed of bombardment—that is, at greater wave-length—and are dif¬ 
fracted to correspondingly larger angles, as indicated. a 

Since we are concerned with normal incidence, the plane-grating law takes 

the form m\=a sin 6, where a is the (horizontal) distance between the atom 

rows which are perpendicular to the plane of the figure. Evidently the X-ray 
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Fig. 239.—Laue X-ray 
beams Ax, Bx, etc., and 
electron beams, A a, B ej etc. 



Fig. 240 —The plane-grating relation. 
X-ray beams, crosses; and electron beams, 
circles. 


beams, while they are space-lattice beams, must obey the plane-grating 
law. Hence, taking m as unity, and plotting sin 6 as abscissa (see Fig. 240) 
and X as ordinate, the X-ray beams must fall on that straight line through 
the origin, which has for its slope X/sin 0 = a. They fall in particular at the 
points marked by crosses at A, B, C, etc., when we are dealing with a nickel 
crystal in an A-azimuth. That they must occupy these positions may be 
shown from the geometry of the nickel crystal, as carried out in detail in 
Appendix H, where several matters with which we are concerned in the 
present section and the next one are more fully discussed. 

Now it is found that when, for each of the electron beams, sin 6 is plotted 
as abscissa and X as calculated from the De Broglie relation is plotted as 
ordinate, the electron beams fall upon the same straight line with the X-ray 
beams. The positions of the electron beams in this graph are indicated by 
circles at A , B, etc. Thus the electron beams satisfy the plane-grating law, 
and the fact that they do satisfy this law constitutes a verification of the 
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De Broglie relation for the space-lattice beams even though these beams 
are refracted, that is, have a wave-length within the crystal which differs 
from that in vacuum. This appears more fully in Appendix H. 

Be it stated incidentally that there is no electron beam emerging from the 
crystal which corresponds to the X-ray beam E x . This is because this elec¬ 
tron beam, within the crystal, strikes the surface of the crystal at such a 
large angle of incidence that it suffers “total internal reflection.” 

The above-considered refraction of electron waves may be accounted for 
in a general way, and the amount of this refraction may be calculated. The 
agreement between observation and calculation is partially very good, but 
there is also much lack of agreement. Because the agreement is incomplete, 
the theory of the refraction, which will now be briefly given, must be re¬ 
garded as representing only a first, rough approximation: 

Each atom of the crystal which is under bombardment consists of a posi¬ 
tive nucleus and several surrounding electron shells. Let the crystal, as a 
whole, be at zero potential. At a point within the outer electron shell of a 
given atom a small positive potential will nevertheless prevail, and at a point 
within the first two electron shells a somewhat higher positive potential will 
prevail. Thus, although the potential of the crystal considered in the gross 
is zero, there must nevertheless be a certain potential, in general different 
from zero, ascribed to each point within the crystal; this potential is known 
as the “inner potential” or “grating potential” at that point. Because of the 
existence of this potential, an electron incident upon a crystal will be accel¬ 
erated in penetrating the electron shells of the atoms, and will on the aver¬ 
age travel faster within the crystal than in vacuum. Now, following H. 
Bethe,* the “average grating potential,” which we shall designate by V g , 
may be taken as a basis for calculating the gain in velocity experienced by 
an electron considered as a wave packet. 

It is possible to evaluate V 0 for, for example, nickel, from the known 
mean kinetic energy possessed by a free electron within the metal and the 
known work which is necessary to remove an electron from the metal. Upon 
this basis V g for nickel comes out to be about 17 volts. 

The total fall of potential which an electron has experienced after it has 
penetrated into the crystal is V' = 7+ V g , where V is the bombarding poten¬ 
tial. If v is the velocity of the electron in vacuum, applying equation (9), the 
velocity within the crystal is: 




y+y, 

V 


* Naturwiss., 16, 333,1928. Later related articles by the same author are to be found 
in Annalen (4), 87 , 55, 1928, and (5), 6, 325, 1930. In the same connection also see C. 
Eckart, Proc. Nat. Acad., 12, 640, 1927, and H. Bethe, Naturwiss., 16, 787, 1927. 
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The wave-length associated with the electron within the crystal is then ac¬ 
cording to equation (10), equal to: 



A=A _Y_ 

me' mv\V-\-V„ 



V 

\ v+v~ ■ 


That is, owing to the higher velocity of the electron within the crystal, the 
wave-length is less than in vacuum. (Correspondingly, according to eq. [5] 
the velocity of the phase waves is lower) 

We are now in a position to comprehend more thoroughly why the space- 
lattice electron beams attain full development at a greater wave-length, and 
are consequently diffracted to greater angles, than the corresponding X-ray 
beams. The electron beams attain full development when the wave-length 
in vacuum (speed of bombardment) is such that after the electron has been 
accelerated upon entering the crystal, the then shorter, associated wave¬ 
length is the same as the wave-length of the corresponding X-ray beam. 
Within the crystal the directions of the diffracted X-ray and electron beams 
are the same—and upon leaving the crystal the electron beams are deviated 
away from the normal. 

As in ordinary optics, the wave-length in vacuum divided by the wave¬ 
length in the refracting medium is equal to the sine of the external angle 
divided by the sine of the internal angle, and, in analogy with ordinary op¬ 
tics, this ratio for electron waves is defined as the refractive index of the 
medium for electron waves. Denoting this index by ju and making use of 
equation (12), we have: 



_ X _sin 0 _ V+V g 
M X' sin Q f \ V 


The refractive index, (x, plotted as ordinate, against the wave-length X, 
plotted as abscissa, will lead to a so-called “dispersion curve,” and the rela¬ 
tions expressed by equation (13) may be used as a basis for plotting an “ob¬ 
served” dispersion curve and a “calculated” dispersion curve, and compar¬ 
e s these. Th e calculated curve is obtained by plotting the function 
V (V+Vg)/V as ordinate, using V g as a constant, namely, 17 volts. The ob¬ 
served curve might conceivably be obtained by plotting as ordinate sin 6/ 
sin 0 , where 0 is the observed angle of diffraction at full development of the 
beam, and 6' is the corresponding angle of diffraction for an X-ray beam. 
But because of the impossibility of measuring angles accurately with a 
spectrometer” which has an arm as short as has the “electron spectrom¬ 
eter, this method would not be very accurate. An alternative method is 
to plot as ordinate the values of X/X', where X is the wave-length at which 
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the beam is fully developed, and Y is the corresponding X-ray wave-length- 
the values of X for this purpose can be best obtained by using the method 
of Bragg reflection, and Davisson and Germer carried out a separate re¬ 
search by this method for the purpose of obtaining the desired data. 

10. The Bragg Reflection of Electron Waves.—In applying the method 
of Bragg reflection, or diffraction, the angle of incidence and the angle of 
reflection are made equal and are held fixed, and the crystal remains fixed. 
The bombarding potential alone is varied.* 

The Bragg view considers space-lattice diffraction as constructively in¬ 
terfering reflection from successive atom layers. This view may be applied 
to electron waves. However, because of the refraction of these waves 
Bragg’s law in its ordinary, simple form does not apply; this law in its simple 
form assumes that /i = 1. Accordingly, it becomes necessary to derive a more 
general expression which will hold even when n differs from unity to a 
marked degree. This is carried out in Appendix H for the benefit of 
those who may be interested in following the derivation. Suffice it here to 
direct attention to the fact that this expression must perforce contain both 
X and ix as unknowns. However, if we assume that the De Broglie relation 
has already been sufficiently established, as we well may, we may consider X 
to be given by the bombarding potential, and then deduce the values of n 
from the results of experiment. 

In the experiments in question the bombarding potential was varied by 
steps and the collector current was measured at each step. The curve shown 
in Figure 241 was obtained. Here the square root of the bombarding poten- 
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0 5 10 y , /2 15 20 25 

Fig. 241.—Voltage curve for Bragg reflection (Davisson and Germer) 

tial is plotted as abscissa and the intensity, collector current, is plotted as 
ordinate. This curve shows that Bragg reflection, which is really space-lat¬ 
tice diffraction, occurs, as is to be expected, at only definite bombarding po¬ 
tentials, as indicated by the maxima of the curve. Moreover, from the posi¬ 
tions of the actual maxima and the voltages at which the beams would de- 

* See Davisson and Germer, Proc. Nat. Acad ., 14, 317 and 619, 1928. 
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velop if there were no refraction, which are indicated in the figure by the 
downward-pointing arrows, a scries of values of pt = X/X' may be deduced 
(The number to the right of each arrow gives the value of the spectral 
order, m. The details for calculating the voltages at which the beams 
would develop if there were no refraction are given in the last paragraph 
of Appendix H.) 

When the observed values of /x, obtained as just explained, were plotted 
as a dispersion curve, the resulting curve was found to be in good agreement 
with the curve calculated from the inner potential, over a good portion of 
the explored range, but failed to agree over another portion. 

The wave-length region in which there is lack of agreement has sometimes 
been interpreted as representing a region in which there occurs something 
akin to “anomalous dispersion.” 

H. E. Farnsworth* has in his careful measurements found lack of agree¬ 
ment also for copper, silver, and gold, and he expresses this by saying that 
the inner potential of the crystal is not constant but is smaller for the lower 
velocities. 

The problem has also been treated theoretically. It develops that the 
inner potential cannot strictly be considered as a constant of the material.t 
Much work will be required to clear up the whole question. 

Bragg reflection experiments have also been carried out with crystals 
which are insulators, such as rocksalt, serving as targets, but difficulties 
arise in connection with dissipating the static charge which accumulates due 
to the electron bombardment. The results obtained with low-speed bom¬ 
bardment are not reliable. J 

By inspection of equation (13) it becomes evident that the refractive in¬ 
dex for electron waves approaches unity as the bombarding potential is 
raised. Consequently, refractive effects will be less marked for high-speed 
electrons, and may under suitable conditions be negligible. Nevertheless, 
investigations upon the refraction of electron waves may to advantage be 
carried out with high-speed streams, because in experiments with such 
streams photographic methods may be employed with a consequent increase 
in the accuracy of measurement. Moreover, high-speed streams have the 

advantage of being less subject to annoying disturbing effects of various 
types. § 

* Phys. Rev ., 40, 684, 1932. 

t P. M. Morse, ibid., 35, 1310, 1930; M. von Laue, Sitzungsber. d. Ber. Ahad. (1930), 

p. 26. 

t See, e.g., Rupp, Ann. der Phys., 3, 497, 1929; von Laue and Rupp, ibid., 4,1097, 
1930, and, for discussion, F. Kirchner, Ergebnisse d. Ex. Naturwiss., 11, 81, 1932. 

§See, e.g., G. P. Thomson, Proc . Roy. Soc., 133, 20, 1931, and H. Raether, Zeit. /. 
Phys., 78, 527, 1932. 
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11. The Diffraction of Electrons by a Ruled Grating —E. Rupp* has 
bombarded an optical grating with homogeneous streams of slow elec¬ 
trons, 70 and 150 volts. The grating was ruled on speculum metal and had 
1300 lines per centimeter. The incident beam grazed the grating—the glanc¬ 
ing angle was 5 or 10 minutes of arc. Beams near grazing emergence were 
received upon a photographic plate placed at some 40 cm from the grating. 
The central image beam was found to be intense. Close to it were the first-, 
second-, and even third-order diffracted images. These were faint but clear¬ 
ly discernible. The various images were separated by distances of about a 
millimeter. It is necessary to work at small glancing angles because it is 
only under these conditions that a ruled grating yields dispersion which is 
sufficiently large when such short wave-lengths are involved. The wave¬ 
lengths measured by Rupp confirm the De Broglie relation to within the 
errors of observation, 2 or 3 per cent. 

B. L. Worsnopt has performed similar experiments. 

The Diffraction of Fast Electrons 

(Secs. 12-14) 

12. Thomson’s Method.—Electrons may also be diffracted by a method 
which basically resembles that of the powder spectrograph for X-rays, 
described in chapter 8, section 11. A homogeneous beam i (Fig. 242), issu¬ 
ing from the tube B, strikes an extremely thin film, F, commonly of metal, 
and passes through the film. Minute crystals in the film are oriented more 
or less in all possible directions. In this practically random orientation the 
film resembles the crystal powder used with X-rays. For good results the 
film must be so thin that each electron is scattered, diffracted, only once. A 
photographic plate is erected at P some 30 cm behind the film. Upon this 
plate appear circular rings which center about the point where the undevi¬ 
ated beam strikes the plate. The rings range in diameter from 1 to 3 cm. 

The pioneer investigations by this method were made by G. P. Thomson, 
who began his work in 1926 and first announced results, with A. Reid, in 
June, 1927. f 

In Thomson's apparatus the electron stream originates at the cathode C 
of the tube A , which is operated by an induction coil. The tube A contains 
a small regulated amount of gas. It is necessary to have this gas present be¬ 
cause a cold cathode is used; consequently, bombardment of the cathode by 

* Naturwiss. (1928), p. 656; Zeit.f. Phys., 52, 8, 1928. 

t Nature , 123, 164, 1929. 

t Nature, 119, 890, 1927. Other papers of Thomson's giving accounts of his work by 
this same method are Proc. Roy . Soc., 117, 600, 1928; 119, 651,1928; 126,352, 1929; and 
Phil. Mag., 6, 939, 1928. 
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positive ions is required in order to liberate electrons from it. A variation of 
the method is to use a hot-wire cathode, as in modern X-ray tubes or in the 
electron gun of Davisson and Germcr, and maintain a high vacuum in the 
chamber A. In either case, a portion of the electron stream passes through 

the fine tube B. of bore .23 mm and length 6 cm in 
Thomson’s apparatus, and strikes the film F. The 
tube B is magnetically shielded by an iron tube not 
shown. The tube E is maintained at a high vacuum. 

^ Voltages ranging from 15,000 to 60,000 were used by 

A Thomson. He found that the observed radii of the 

V __ rings agree with radii computed by applying Bragg’s 

\ ^ y law in its unmodified form. The voltages employed 

are so high that the refractive index of the film is 
nearly equal to unity, and, moreover, it may be 
shown that the remaining refractive effect is elimi¬ 
nated when the beam passes through the film.* 
When the voltage is varied, the radius of a given 
ring varies. As the voltage is raised the radius de¬ 
creases. For a given ring reflection takes place in 
different microcrystals, but always in the same set 
of crystal planes, and therefore D, the spacing of the 
planes, is always the same for a given ring and ,so is 
m, the spectral order. The angle between the incident 
beam and the diffracted beam will be denoted by 20. 
Thus 9 designates the glancing angle made by the in¬ 
cident and the diffracted beams with the reflecting net 
planes. The angles involved are all small. Applying Bragg’s law and mak¬ 
ing approximations which are permissible for small angles: 
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Fig. 242.—Thom¬ 
son’s method of elec¬ 
tron diffraction. 


(14) 


mX=2D sin 9=D tan 26 = 


DR 


Introducing the value of X from equation (10'): 



m 


12.25 DR 


Vi 

12.25 mL 
D 


L ’ 
RVi . 


■ * See last paragraph of chap. 8 , sec. 20, or, for detailed proof, G. P. Thomson, Phil. 
Mag., 6 , 939, 1928. 
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As the voltage is varied the radius of a given ring varies in such a manner 
that the product of the radius and the square root of the voltage remains 
constant. For the faster electrons, in the upper portion of the voltage range, 
the relativity correction for the mass is made. The equation then ob¬ 
tained is: 



12.25 mL_ DTrl ^ , eV ' 

D - =227 \ 1+ l20W^ • 


The product of the radius and the corrected function of the voltage remains 
constant.* The correction never exceeds 3 per cent. Calculated and ob¬ 
served radii of the rings agree to about 1 per cent. 

Displacement of the entire pattern, both direct beam and diffraction 
rings, may be brought about by applying a magnetic field perpendicularly 
between F and P. The occurrence of this displacement proves that the pat¬ 
tern is due to electrons and not due to X-rays generated somewhere by the 
cathode rays. The pattern shifts as a unit, without alteration or distortion. 
Hence, the various beams are each homogeneous, and the electrons in all of 
them have the same speed. This must, moreover, be “full speed,” for there 
were numerous holes in the film used, thus assuring the presence of full- 
speed electrons in the central beam. 

In Thomson’s early experiments thin beaten metal foil was further 
thinned by immersion in a suitable reagent. The thickness was estimated 
at not more than 10“ 6 cm. The presence in the film of relatively large single . 
crystals was sometimes revealed by the occurrence of especially intense spots 
along the diffraction rings. The rings were always rather broad. More re¬ 
cently films have been used which are formed by evaporation or cathode 
sputtering. They are deposited upon a base of rocksalt or cellulose which is 
later dissolved away. The metal film then drifts in the liquid and must be 
washed by transferring it in a spoon to a succession of baths. While in the 
bath it is maneuvered over a hole of about 2 mm diameter in a metal disk. 
Upon removal from the bath the film adheres to the disk. The free portion 
of the film, over the hole, is utilized, the disk serving as mounting. Films of 
the order of 10“ 6 cm are obtained. The thickness is thus only one-fiftieth of 
the wave-length of light. The films are highly transparent, sometimes al¬ 
most invisible by transmitted fight, but readily visible by reflected fight. 
They are entirely too thin to show the common colors of thin films. 

With the improved films the diffraction rings show as sharp “fines,” the 
sharpness being comparable with that of X-ray spectrograms. Figure 243 

* V is measured in volts; e is the electronic charge, 4.77X10” 10 e.s.u.; mo is the rest 
mass of the electron, 9.00 X10" 28 gr.; c is the velocity of light, 3.00X10 10 cm/sec. 
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shows a photograph obtained by Mark and Wierl* for silver. By using a 
cathode-ray tube especially designed for large current density, they obtain 
exposures in one-tenth and even one-fiftieth of a second. 

Thomson’s method, as thus far described, is limited to metal films. 

F Kirchnerf has extended the method to a large variety of substances, 
for example salts, by evaporating a minute quantity of the substance on to 
’ a very thin film of celluloid. The cellu¬ 

loid shows no outstanding pattern of its 
own. Patterns from films of celluloid, 
showing three rather broad, diffuse rings, 
were first obtained by A. Reid.J 
Thomson's method of electron diffrac¬ 
tion as now developed is superior to the 
X-ray powder spectrograph as a means 
of investigating crystal structure under 
some circumstances—especially in in¬ 
vestigating the structure of thin films. 

Thomson, on the basis of his earlier 
results, calculated the apparent “resolv- 



Fia. 243.— Pattern for silver ob- j n g power” of his apparatus and con¬ 
tained by Thomson’s method (Mark c i u( j e( j that “the fact that certain rings 
and Wierl). can be reso i ve d shows that the electrons 

must be accompanied by a train of waves not less than 50 waves in length 
On the basis of the superior resolution since attained by Mark and Wierl an 
numerous others, it is safe now to set this lower limit much higher, at per¬ 
haps 300 waves. According to modem views, the number of waves m e 
train is related to the degree of homogeneity which obtains m the mciden 
stream of electrons. A highly homogeneous stream, corresponding to highly 
monochromatic light, would have many waves in a train. 

13. The Diffraction of Electrons by Thin Crystals. Soon after Thom- 
son’s'first work, S. Kikuchi,§ under the guidance of S. Nishikawa, employed 
Thomson's method for the purpose of diffracting electrons by thin sheets ol 
muscovite mica, KHaAl 3 (Si0 4 ) 3 . He obtained several interesting patterns, ol 
which one especially was for several years difficult to interpret. All are now, 

however, fairly well understood. . , 

Provision was made in the apparatus for inclining the sheet of nuca wi 
reference to the incident beam. Various sheets were used, differing m thick¬ 
ness. The thinnest sheets were too thin to show the common colors o in e 
ference in thin films, but the thicker sheets showed these colors. With tne 


* Zett. f. Phys., 60, 741,1930. t Proc. Roy. Soc., 119, 663, 1928. 

t Naturwiss., 18, 706,1930. § Jap. Jour. Phys., 6, 83, 1928. 
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first apparatus used, the electron stream was less homogeneous than was 
desired. A magnetic field was then provided which deflected the electrons 
issuing from the first aperture along a portion of the arc of a circle, and a sec¬ 
ond aperture was provided along this path for the purpose of selecting a more 
nearly homogeneous beam. The range of bombarding potentials extended 
from 10,000 to 85,000 volts. 

Figures 244 and 245 show typical patterns obtained by Kikuchi when us¬ 
ing respectively one of the thinnest sheets of mica and one of the thicker 


* * 
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Fig. 244.—Kikuchi pattern 
from mica—very thin sheet. 



Fig. 245.—Kikuchi pattern 
from mica—thicker sheet. 


ones. Four features are to be noted in these patterns and these require in¬ 
terpretation: 

In Figure 244, thinnest sheet: 

Netlike array of dark spots [A-pattern] 

In Figure 245, thicker sheet: 

Concentric rings 

Laue spots on the rings [L-pattern] 

Straight dark lines, and, parallel to the more prominent of these, faint light 
lines. Each light line lies closer to the center of the pattern than does the 
corresponding dark line. They occur in pairs [P-pattern] 

Mica is a monoclinic prismatic crystal. According to X-ray examination, 
the “unit cell” (Fig. 246, upper portion) has dimensions: 

a==5.17 A; 5 = 8.96 A; c=20.5A; /3 = 84°10'. 

The cleavage plane, the plane of the sheet of mica, is parallel to the base of 
the unit cell, that is, horizontal in the upper figure. The base of the unit cell 
is a rectangle (see lower figure). There is a lattice point at each corner of the 
rectangle and one at the center, A molecule of KHgAl^SiO^ “centers 
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about each lattice point. The detail of the arrangement of the atoms does 
... POT1ce m us The relative magnitudes of a and b are such that the semi- 

diagonal of the rectangle, which equals V (a/2) 2 +(6/2)*, turns out to be nu¬ 
merically equal to a. Thus the lattice points in the net 
planes parallel to the plane of the sheet of mica form 
equilateral triangles. These net planes are themselves 
separated by 20.4 A. 

In the Laue diffraction of X-rays only spots occur,' and 
these occur only when the radiation of the source in¬ 
cludes certain discrete wave-lengths. For this reasons 
source of X-rays yielding a continuous spectrum, “white 
radiation,” is used. 

In the formation of the Kikuchi electron-diffraction 
patterns we must have also to do with some form of 
Laue diffraction because the electrons are diffracted 
through the mica. Yet these patterns appear at any 
bombarding potential—at any wave-length chosen at 
random, within certain wide limits. The question arises 
why any pattern at all is formed when the incident radia¬ 
tion is monochromatic with the wave-length chosen at 
random, and why the patterns reveal the three features above enumerated 

in addition to Laue spots. . . 

The N-pattem (Fig. 244), obtained with the thinnest sheet of mica, is, at 

every bombarding potential, in nature and size that which is to be expected 
from a single net of lattice points arranged in equilateral triangles of the size 
of those which obtain in the plane of the sheet of mica. This is on the sup¬ 
position that the De Broglie relation gives the wave-length associated with 
the electron beam correctly. Thus, this Kikuchi pattern, whether we can 
interpret it or not, yields further verification of the De Broghe relation, if 
indeed this were needed. The pattern is that of a single plane net, as dis¬ 
tinguished from that of a space lattice, yet instead of a. single net plane 
there are numerous identical net planes in the sheet of mica. 

The pattern is practically the same whether the sheet of mica be perpen¬ 
dicular to the incident stream or be tilted several degrees out of perpendicu- 

larity. 

Let us consider again, as we did in chapter 8, section 16, wha appens 
when radiation is diffracted by a single row of lattice particles lying a ong 
the direction of the incident beam. The diffraction of zero order yie s a 
point on the photographic plate which lies on the continuation of the inci¬ 
dent beam through the crystal. The first order of diffraction yields a circ e 
about the former point as center. The second order of diffraction yie s a 


Fig. 246.—Above, 
unit cell for mica; be¬ 
low, lattice points in 
cleavage plane. 
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larger circle, etc. This applies when there are many lattice points in the 
row lying along the incident beam. But when there are only, let us say, ten 
lattice points in the row, the maximum of zero order spreads out into a cir¬ 
cular patch of which the size, when calculated, is surprisingly great. Simul¬ 
taneously the circles of the first and second order, etc., become appreciably 
broad rings. 

When a crystal is sufficiently thin, a pattern of the N-type may be formed 
entirely within the circular patch of zero order. In this case the black spots 
of the pattern represent simply the plane-grating beams which, in accord 
with calculation, fall within this maximum. This aspect of the explanation 
of the JV-pattern was first definitely given by W. L. Bragg and F. Kirchner, 
and Kirchner has since shown that this explanation actually applies to the 
pattern formed by a film of celluloid or of collodion when this has a thick¬ 
ness of only 10” 6 or 10“ 7 cm and contains single crystals of sufficient size to 
permit performing the experiment.* 

Kikuchi’s thinnest sheets of mica are thicker than 10” 6 cm; they are prob- 

o 

ably of the order of 10 -5 cm. Thus, with the net planes separated by 20.4 A, 
there are about fifty identical net planes. However, the central patch of 
zero order is of considerably greater extent than would be expected for a 
row of lattice particles fifty in number. A presumption is thus established 
that each electron wave packet is diffracted by comparatively few particles 
of the row and that the remaining particles which are present do not con¬ 
tribute to reducing the angular size of the maximum. Effects due to multi¬ 
ple scattering also enter here, however. 

There can be no doubt that a considerable amount of multiple scattering 
occurs. The low penetrating power of an electron beam as compared with 
an X-ray beam, even a soft X-ray beam, is evidence for the relatively great 
influence of each layer of atoms of the crystal upon incident electrons. And 
multiple scattering is a natural concomitant of this great influence and rapid 
extinction. 

There is another factor besides the one first emphasized by Bragg and 
Kirchner which may play an important role in the formation of the N-pat- 
tern; W. Linnikt has shown that when monochromatic X-rays are diffracted 
by a sheet of mica which has been previously heated to redness, and thus 
caused to disintegrate into many thin laminae, then a pattern approaching 
the N-type is obtained. It cannot be properly maintained in this case that 
the mica has disintegrated to such a degree that each layer of lattice parti¬ 
cles acts independently of other layers, or that groups of two or three layers 

* See W. L. Bragg and F. Kirchner, Nature , 127, 738,1931; F. Kirchner, Zeit. f. Phys., 
76, 576, 1932; and Ergebnisse d. Ex. Naturwiss. } 11, 70, 1932. 

f Nature , 123, 604, 1929. 
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act independently of other similar groups. What is probably the correct ex 
planation has been given by W. L. Bragg* and by S. B. Hendricks.t The 
laminae are tilted out of their original plane by various small angles This 
tilting takes place for various laminae about various axes, but all of the axes 
of tilt lie in the plane of the sheet. There is no turning of the laminae over 
each other about an axis perpendicular to the plane of the sheet—there is no 
rotation in azimuth. The condition then approximates that of the powder 
spectrograph in so far as tilting out of the original plane is concerned but 
remains that of the Laue experiment in so far as the laminae have not been 
turned within their own plane. Under this condition one would expect to 
find a pattern of the A-type, which is found, although the diffraction is due 
to numerous space lattices. Bragg supports this view by a subsidiary ex¬ 
periment of his own in which he first, by way of check, obtains a Laue pat¬ 
tern, using “white” X-rays and and an ordinary sheet of mica; not one pre¬ 
viously heated, like Linnik. He then uses monochromatic X-rays with the 
same ordinary sheet of mica, but during the exposure “rocks” the mica to 
and fro over an angle of several degrees in such a manner that the normal to 
the sheet passes a number of times through all possible positions within a 
certain solid angle described about the original position. He then obtains an 
N-pattern. 

The bearing which Linnik’s and Bragg’s experiments with X-rays have 
upon the explanation of Kikuchi’s A-pattem obtained with electrons is this: 
Perhaps the sheet of mica is locally distorted due to the electron bombard¬ 
ment and should be considered as made of numerous constituent laminae 
which are tilted at slight angles with reference to each other but not turned 
in their own plane. Because of this tilting the laminae may produce a pat¬ 
tern of the type to be expected from a single net, although the diffraction 
really arises from numerous tilted space lattices. 

Turning now to the features exhibited by Kikuchi’s thicker sheets of 
mica: The thicker sheets are of the order of 10” 4 cm in thickness and thus 
contain about 500 identical net planes. To obtain the pattern shown in 
Figure 245 the sheet of mica is tilted out of the plane perpendicular to the 
incident beam in such a manner that a row of lattice points lies along the 
beam. This requires a tilt of (90°—0), or about 6°. 

The concentric rings are found to lie, according to calculation based upon 
the De Broglie relation, at the positions of the diffraction maxima due to a 
row of lattice particles spaced at the distance which obtains in mica. The 
dark spots on these rings are the electron-wave analogues of Laue spots. 
The reason why there are always several such spots present at any bombard¬ 
ing potential is no doubt connected with the great effect of each layer of 

* Ibid., 124, 125, 1929. f Zeit. f. Kristall, 71, 269, 1929. 
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atoms of the crystal. This great effect means that relatively few layers take 
part in the diffraction of any given wave packet. Consequently, the “re¬ 
solving power” is low and then in turn the wave-length at which a given 
spot appears is not very sharply defined. Hence, at any given bombarding 
potential, there are always some spots which are either growing, or are at 
full development, or are fading. Multiple scattering, which certainly takes 
place, probably also plays a role in causing the spots to be present at any 
bombarding potential and in causing the continuous blackening along the 
concentric rings. 

The P-pattem, consisting of pairs of black and white lines, is definitely 
attributable to multiple scattering. A good proportion of the electrons lose 
little or no energy in this scattering, so that the wave-length associated with 
these electrons will be practically unaltered. The scattering causes the beam 
to diverge within the crystal. Referring to Figure 247, let M represent the 
sheet of mica and i the incident beam. Within the 
crystal the beam diverges due to scattering. Let 
the broken line N be parallel to an important set 
of net planes, and let the arrow s represent the 
direction in the divergent beam which is such that 
reflection in these net planes will take place accord¬ 
ing to Bragg's law. The Bragg reflected beam takes 
the direction r and gives rise to a practically 
straight dark line upon the photographic plate, 
whereas in the direction e the beam suffers extinc¬ 
tion, and hence a white line lies in this direction. 

The dark and white lines thus represent a sort of 
electron-wave analogue of the reflection and extinction lines of Rutherford 
and Andrade, discussed in chapter 8, section 8. In the present case there is 
also some compensating effect by scattering from the under surface of the set 
of planes N, which will give rise to a dark line at e and a white line at r, but the 
compensating effect must be slight because the beam scattered from the 
under side of the planes must have a much lower original intensity, since 
it makes an appreciably larger angle with the incident beam i. Kikuchi 
applies the explanation in detail, accounting for the precise positions in 
which the black and the white lines are found. He also accounts for the 
amount by which the lines shift in position as the crystal is tilted. 

14. The Diffraction of Fast Electrons by Thick Single Crystals. —The 
method of electron diffraction which we are now about to consider was tried 
soon after the appearance of the first researches of Davisson and Germer 
and of Thomson, but real success was attained only after the technique of 
electron diffraction had been developed far beyond that of the early days. 
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Fig. 247. —Manner of 
origin of Kikuchi lines. 
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Referring to Figure 248, let i represent an incident beam of fast electrons 
and I7a crystal. Let us suppose for simplicity that i is incident directly 
over the row of lattice particles X. The beam may be incident either in the 


0 I 2 




grazing direction or at a glancing angle of several degrees. Let P 0 represent 
the continuation of the direction i beyond the crystal, and let P represent 
that direction lying over the row of lattice points X for which the angle of 
reflection is equal to the angle of incidence. For the row of lattice particles 
X the zero order of diffraction is a circular cone about X as axis which con¬ 
tains the lines Pq and P and intersects the plane of the figure along these 
lines. This cone, of zero order, will intersect a photographic plate erected at 
the position PqP , in the circle- PqP of Figure 249. The cone representing the 
first order of diffraction will now intersect the photographic plate in a larger 
circle such as the one indicated, and higher orders will intersect the plate in 
still larger circles. 

The row of lattice particles Y yields cones about Y as axis which are of 
wide angle for low orders of diffraction and hence intersect the photographic 
' plate in the practically straight vertical lines 1 , 2 , etc. 

The surface layer of atoms acting alone as a single plane net would give 
rise to a pattern of dark spots at the various intersections of the circles with 
the vertical lines 1 , 2 , etc. This applies for a simple rectangular lattice. 
With a face-centered lattice, certain of the spots would not be expected to 
appear. In actual experiment the pattern expected for the given lattice em¬ 
ployed is found, under suitable conditions, indicating that under these con¬ 
ditions the surface layer of atoms predominates in causing the diffraction. 
Under suitably modified conditions the Kikuchi pattern of black and white 
lines appears. Under again different conditions a pattern of spots arranged 
in rectangular array is obtained. It would take us too far afield to discuss 
these various cases in detail. 

The method of electron diffraction which is under discussion has proved 
itself valuable in investigating the nature of the surfaces of crystals and the 
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nature of surface layers of foreign atoms deposited on originally clean crystal 
surfaces. The method is also valuable in investigating the refraction of elec¬ 
tron waves and in deducing values of inner potentials. This method gives 
clearly interpretable results, whereas in the bombardment of crystals by 
slow electrons many anomalous weak beams appear which yet require inter¬ 
pretation, and other anomalies likewise present themselves. The method of 
bombarding single crystals with fast electrons promises to become increas¬ 
ingly important. The reader is referred to the sources listed in the footnote 
for further information.* 

15. The Scattering of Electrons by Gases and Liquids.—The investiga¬ 
tions involving gases have followed three principal lines: 

1. The application of Thomson’s method .—In place of the thin solid film 
which is ordinarily used in Thomson’s method, a jet of gas issuing from the 
end of a fine nozzle passes perpendicularly across the electron beam. After 
passing across this, the stream of gas is at once condensed upon a surface 
cooled by liquid air, or is removed by rapid pumping, in order that the vacu¬ 
um which obtains in the apparatus shall not be impaired. A photographic 
plate is placed perpendicular to the undeviated beam. 

This method is most suitable for the investigation of the scattering or 
diffraction due to polyatomic gases containing two or more atoms of at least 
fairly high atomic number per molecule. With such gases, interference of 
the disturbances scattered by the individual atoms gives rise to a pattern 
consisting of several broad diffraction halos. However, as photometric trac¬ 
ings taken from the photographic plates show, the blackening does not at¬ 
tain a maximum at each halo, but merely undergoes a marked variation of 
gradient. 

Among the numerous gases which have been investigated by this method 
are, for example, those of the series CCL, CHCI3, CH2CI2, etc. 

The amount of scattering to be attributed to each atom of the molecule is 
proportional to the square of the atomic number. Hence the heavy atoms 
do most of the scattering. Or, in other words, taking the case of C 2 H 2 CI 2 , the 
formation of the pattern is almost entirely due to the interference of the elec¬ 
tron waves scattered by the two chlorine atoms. Bragg’s law applies, as in 
the scattering of X-rays by gases (see chap. 8, sec. 25 in this connection), 
and it is found with electron bombardment, as with X-rays, that the “cis” 
form of C 2 H 2 CI 2 , in which the chlorine atoms are closer together, yields a 

* G. P. Thomson, Proc. Roy. Soc., 133,1,1931; Kirchner and Raether, Phys. Zeit., 33, 
510, 1932; H. Raether, Zeit.f. Phys., 78, 527,1932; K. Shinohara, Tokyo Sci. Papers , 18, 
223 and 315, and 20, 39; T. Yamaguti, Proc. Phys.-Math. Soc. Jap., 12, 203, 1930, and 
14,1 and 57,1932; summarizing account by F. Kirchner in Ergebnisse d. Ex. Naturwiss 
11, 80, 1932. . 
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pattern of more widely spaced halos than the “trans” form, in which the 
chlorine atoms are farther apart. 

The method of electron diffraction which is under discussion requires an 
exposure time of less than a second, and herein it presents a great advantage 
over investigations on the diffraction of X-rays by gases, which require ex¬ 
posures of about twenty hours. 

The method was first applied by Mark and Wierl in 1930, and has since 
been applied especially by Wierl but also by others. * 

Bombarding speeds of some fifty to a hundred kilovolts are used. The 
angles of scattering involved in the formation of the diffraction halos are 
small ones. 

2. Scattering at large angles .—The second type of investigation which we 
shall discuss involves determination of the amount of scattering as a func¬ 
tion of the angle of scattering from zero to as nearly 180° as it is mechani¬ 
cally possible to go. The scattering due to monatomic gases has received 
the most attention in investigations of this type because, for such gases, it is 
possible to deduce theoretically a function for the expected variation of scat¬ 
tering with angle. Opportunity for making comparisons between theory and 
experiment is thus presented. Helium has been the most thoroughly in¬ 
vestigated, but argon, neon, and Hg vapor have likewise been studied. 
Some diatomic gases—for example, hydrogen and nitrogen—have also been 
investigated experimentally, and likewise a few polyatomic gases—for ex¬ 
ample, carbon dioxide and methane. 

The experimental method consists in causing an electron gun of the usual 
type to project a homogeneous beam of electrons into a body of the gas 
under investigation, the gas being at such low pressure that multiple scat¬ 
tering is negligibly improbable. The number of electrons scattered to any 
given angle is then determined by allowing the electrons to enter a Faraday- 
box collector which is directed toward a point about a centimeter in front of 
the muzzle of the gun, and is capable of rotation about this point as center. 
Slow electrons are used for bombardment. Curves are usually taken at each 
of several bombarding potentials. The bombarding potentials which have 
been used range from 4 volts to 800 volts. Frequently, measurements have 
been confined to those electrons which have been scattered elastically—that 
is, with little or no loss of velocity—but in some instances measurements 
have also been made upon those electrons which have lost given amounts 
of energy. 

Beginning at zero angle, the number of electrons scattered per unit solid 
angle always falls off rapidly at first with increasing angle of scattering, and 

* Naturwiss., 18, 205,1930; R. Wierl, Phys. Zeit., 31, 366, 1930; Ann. d. Phys., 8, 521, 
1931, and 13, 453,1932; also, e.g., Brockway and Pauling, Proc. Nat. Acad., 19* 68,1933. 
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then falls off more slowly as the angle is further increased to, let us say 20° 
or 30°. Thereafter depending, however, upon the gas which is under in¬ 
vestigation and the bombarding potential—there may be one or two low 
maxima at large angles; and, moreover, when the curve is followed to as 
near 180° as possible, it often rises at the end, indicating another low maxi¬ 
mum of scattering in the directly backward direction. 

While the number of electrons scattered per unit solid angle on the whole 
decreases markedly in passing from a small angle of scattering to a large one, 
the total number of electrons scattered between, let us say, the angles of 10“ 
and 20“ is much smaller than the total number scattered between 80“ and 
90°. This is because a zone described between the limits 10° and 20“ upon 
the reference sphere, has a much smaller area, or, in other words, subtends a 
much smaller solid angle than a zone described between 80“ and 90°. Ac¬ 
cordingly, while a curve showing the scattering per unit solid angle has a 
high maximum at zero angle, a curve showing the total scattering between 
each of equal angular intervals, begins at zero, at zero angle, and subse¬ 
quently attains one or more maxima. 

The first investigation of the type under discussion was made upon 
helium. A first report by E. G. Dymond, in the year 1927, later proved to 
have given entirely erroneous results. A second report, in which correct re¬ 
sults were given, was made by Dymond and Watson in 1929. Since then 
numerous investigations of the same general type have been made. * 

3. Investigation of total scattering .—When an originally homogeneous and 
well-defined beam of electrons passes through a gas, one may determine the 
total number of electrons which are scattered out of the beam by a column 
of the gas of given length. No information is then obtained in regard to the 
angles at which the electrons are scattered or whether they are scattered 
elastically or inelastically, and with what loss of energy if any. But the re¬ 
sults are nevertheless of great interest. When the total number of electrons 
scattered out of the beam is plotted as ordinate, against the velocity of the 
incident stream as abscissa, the curve obtained shows most unexpected fea¬ 
tures. These features lead to corresponding surprising conclusions regarding 
the manner in which the effective area of cross-section of the atoms or 
molecules of the gas under bombardment varies with the speed of the 
bombarding electrons. 

* See, e.g., the following, where further references will also be found: F. L. Amot, 
Proc. Roy. Soc., 130, 655,1931; Tate and Palmer, Phys. Rev., 40, 731,1932; Hughes, Mc- 
Millen, and Webb, ibid., 41, 154, 1932; Ramsauer and Kollath, Annal. d. Phys., 12, 837, 

1932; Jordan and Brode, Phys. Rev., 43, 112, 1933; Hughes and McMillen, ibid., 44,20, 
1933. 

Theoretical treatments have been given principally by N. F. Mott, Proc. Roy. Soc., 
J27, 658,1930, and Massey and Mohr, ibid., 136, 289,1932. 
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Electrons having velocities of above a thousand volts pass through the 
gas atoms readily. For such electrons the effective area of cross-section 
A ej of the atoms or molecules is a small fraction of the area of cross-section 
as calculated from the kinetic theory of gases, which we shall call A k . As the 
speed of the incident electron stream decreases, A e gradually increases how¬ 
ever, and at 50 volts or thereabouts, depending upon the gas in question 
attains a value equal to A k . As the electron speed is further decreased, the 
results become striking. Those for Krypton are typical: The effective area, 
A ej continues to rise until at 11 volts it attains a maximum of four times A k . 
Hereafter it falls rapidly until a,t .6 volt it passes through a minimum of 
one-seventeenth of A k . Thereafter A e again rises, and at the lowest poten¬ 
tial at which measurements are possible, some .2 volt, it is rising rapidly. 

The foregoing striking variation of area of cross-section with bombarding 
potential began to be revealed in about the year 1921 by the work of J. S. 
Townsend and his followers, especially V. A. Bailey. Their work did not 
however, attract the general attention which it merited. The effect was in¬ 
dependently and more forcefully demonstrated by a method differing from 
that which Townsend used, by C. Ramsauer and his followers, especially 
R. Kollath, and is called the “Ramsauer effect” or “Townsend-Ramsauer 
effect.”* 

The diffraction of electrons by liquids —applying Thomson's method for 
thin solid films—has been carried out by L. R. Maxwell, f The application 
is limited to liquids which have a very low vapor pressure and in addition 
have suitable surface tension and viscosity to permit forming a thin film in a 
wire loop. The film must be thin enough to transmit the electrons. Several 
heavy oils were investigated, and patterns consisting of a central spot and 
two or three surrounding halos have been photographed. 

Buehl and Ruppf have used a method of diffracting electrons by liquids 
which presents a certain analogy with the experiments of Davisson and 
Germer on the Bragg reflection of electrons described in section 10 of the 
present chapter. 

16. The Polarization of Electron Waves.—Soon after the wave nature of 
electrons had been conclusively demonstrated by the experiments of Davis¬ 
son and Germer and those of Thomson, various investigators sought to de¬ 
termine whether electron waves could be polarized. The method of attack 
closely paralleled the method by which the polarization of tight is detected * 

* For further information regarding the effect itself and the development of its study 
see, e.g., Minkowski and Sponer, Ergebnisse d. Ex. Naturwiss., 3, 67, 1924; Broese and 
Saayman, Annal. d . Phys., 5,797,1930; R. Kollath, Phys. Zeit., 31,985,1930; J. S. Town¬ 
send, Proc. Roy . Soc. } 134, 352, 1931. 

t Phys. Rev., 44, 73, 1933. J Zeit. f. Phys., 67, 572, 1931. 
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by two reflections. The most carefully executed of the early experiments 
were performed by Davisson and Germer.* In their work an electron gun 
furnished a beam of electrons, i (Fig. 250), which was incident upon a tar¬ 
get, Tij which consisted of a single crystal 
of nickel, and the once-reflected beam was 
again reflected by a similar target, T 2 . The — 
twice-reflected beam, A , then entered a re¬ 
ceptor, R. The velocity of the original beam 
was adjusted to one of the discrete values 
which yield a Bragg reflected beam; these 
discrete values, it will be recalled, depend g 
upon the value of the angle of incidence, and 
this angle was 45° in the experiments in ques¬ 
tion. Only electrons which had retained 
their full speed after the two reflections 
were admitted into the collector. Under these various conditions of experi¬ 
ment the prospect of detecting polarization was considered to be the most 
favorable. The receptor and second target were rotated as a unit about the 
line TxT% as axis, the rotation being performed step by step, and the intensity 
was measured at each step. If the polarization phenomena of electron waves 
closely paralleled those of light-waves, a maximum of intensity should occur 
in the direction A, which we shall denote by the azimuth ^=0; a minimum 
of intensity should occur in the direction perpendicular to the figure, azi¬ 
muth 1 ^ = 90°; a second maximum should occur in the direction B, azimuth 
\j/= 180°; and a second minimum should occur in the azimuth ^=270°. 
Such a variation was not found, however. The intensity was, in fact, found 
to be the same in all azimuths to within the error of measurement, which 
was one-half of 1 per cent. Various discrete velocities of the incident elec¬ 
trons were used, up to a value of 120 volts. 

While the above-mentioned experiments were in progress, N. F. Mottf 
developed a theoretical treatment of the polarization of electron waves by 
scattering, based upon the Dirac relativistic wave equation for the motion 
of the electron. Mott considers the case in which an electron is deflected in 
succession by two isolated stripped atomic nuclei—that is, the two targets 
T i and T 2 of our figure are supposedly each replaced by an isolated nucleus. 
The theory of the problem involves the “spin” or “magnetic moment” of 
' the electron regarded as a particle. The original beam is supposedly un¬ 
polarized, that is, the spin axes are supposedly oriented at random. After 
the first scattering the spin axes will, however, show a preferred orientation, 

* Phys. Rev., 33, 760, 1929. 

t Proc. Roy. Soc., 124, 425, 1929; see also a later paper, ibid ., 136, 429, 1932. 
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to a degree depending upon conditions which will be mentioned later. The 
once-scattered beam will thus be partially polarized, and it should be possi¬ 
ble to detect this polarization by allowing a second scattering to take place 
and measuring the number of electrons scattered in various azimuths. 

Mott’s theory indicates, however, that the polarization effect to be ex¬ 
pected for electron waves will differ in a fundamental respect from the effect 
which exists for light-waves. For an electron the spin axis has a definite 
direction and also a definite “sense” along this direction, whereas plane- 
polarized light has a definite direction or azimuth of polarization but not a 
sense of direction along this azimuth. One sense of direction along this azi¬ 
muth is not distinguishable from the opposite sense. Because of this differ¬ 
ence, an electron beam polarized by double scattering will show only one 
maximum and one minimum per revolution in azimuth, and not two maxi¬ 
ma and two minima per revolution, as is the case with plane-polarized light. 
An electron stream which has been twice scattered by isolated atomic nu¬ 
clei should have a maximum of intensity in the azimuth which we have 
designated by 180° and a minimum in the azimuth 0°, and the azimuths 
90° and 270° should have intermediate values. 

Theory further indicates that the polarization effect should increase with 
the square of the atomic number of the scattering nuclei and should increase 
with rise in velocity of the incident stream of electrons until a velocity of 
about .7 of the velocity of light has been reached. Then, passing through a 
maximum, the effect should again become smaller. 

The amount of polarization which is to be expected may be numerically 
evaluated, and such evaluation shows that when velocities of the incident 
stream are used as low as those used by Davisson and Germer, up to only 
120 volts, the amount of polarization would be indetectable even with the 
heaviest possible scattering nuclei. There is consequently now good reason 
to comprehend why the attempt of Davisson and Germer to detect polariza¬ 
tion effects led to negative results. 

Obviously one should work with scattering atoms of high atomic number 
and use high voltages for accelerating the electrons. But even when these 
conditions are fulfilled, the existence of a polarizing effect is difficult to 
establish, and it is still more difficult to make any quantitative comparison 
between theory and experiment. It is necessary to use accelerating poten¬ 
tials of 50,000 volts or more, and when such voltages are used, stray effects 
are likely to mask the effect sought for. Furthermore, the most reliable 
theoretical treatment—namely, that of Mott—calls for isolated stripped 
nuclei, whereas actually the scattering atoms are surrounded by electrons 
and the atoms form crystalline aggregates instead of being isolated. Theo¬ 
retical treatments based upon crystals used as targets have also been given, 
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but they lead to less definite and reliable conclusions than the case treated 
by Mott. 

As for the experimental results when high-voltage electrons or high-speed 
/ 3 -particles are used, several investigators believe that they have now found 
an effect of polarization. Among these are to be mentioned especially C. T. 
Chase, and Rupp and Szilard, and E. G. Dymond. But conclusions must be 
drawn with some reserve, as the experimenters themselves for the most part 
realize. 

It is still an open question whether or not electron beams show polariza¬ 
tion effects under given realizable experimental conditions. We shall conse¬ 
quently not enter into further details; suffice it to refer to two articles where 
summarized discussion and complete references to the existing literature 
may be found.* 

Experiments with Atoms, Molecules, and Positive Ions 

(Secs. 17-21) 

Following the discovery of the wave nature of electrons, several in¬ 
vestigators sought experimental evidence for the wave nature of atoms, or 
molecules, or positive ions, by bombarding crystals with one kind or an¬ 
other of these particles. 

17. General Considerations and Technique.—With positive ions the elec¬ 
trical methods which were in use for producing and receiving streams of 
electrons were available to be so modified as might be necessary. Moreover, 
positive ions having speeds which obtain in a discharge tube produce an 
effect upon a photographic plate. From these circumstances one might infer 
that success would have come first with positive ions rather than with neu¬ 
tral atoms or molecules. With the latter, electrical methods are not applica¬ 
ble, and, also, streams of these particles do not affect the photographic 
plate. Hence entirely new technique needed to be developed. Nevertheless, 
real success was first had by bombarding crystals with neutral particles. 

Marvelous technique was developed by 0. Stem and his collaborators, 
F. Knauer, I. Estermann, and R. Frisch, for producing and receiving 
streams of helium atoms and hydrogen molecules and then using streams of 
these light gases in experiments on the diffraction of material particles. This 
technique we shall now outline :f 

The atom or molecule “gun,” G (Fig. 251), consists simply of a small 
chamber provided with a slit Si. Gas particles issue from the chamber 

* G. 0. Langstroth, Proc. Roy. Soc., 136, 558, 1932; E. G. Dymond, ibid., p. 638. 

t For further details than can be here given see Knauer and Stern, Zeit. f. Phys., 53, 
766 and 779, 1929; Estermann and Stem, ibid., 61, 95, 1930; Estermann, Frisch, and 
Stern, ibid., 73, 348, 1932. 
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through the slit Si into a surrounding inclosure which is evacuated by con¬ 
tinuous rapid pumping. A fresh supply of gas is continually fed from a large 
reservoir through the tube t. The particles leaving the gun have the veloci¬ 
ties of the Maxwell temperature distribu¬ 
tion appropriate to the temperature of 
the gun, which may, by suitable arrange¬ 
ments, be given a wide range of values. 
The stream of particles is heterogeneous 
in velocity and is hence equivalent to 
“white radiation.” The stream which 
issues from the slit Si is, moreover, di¬ 
vergent. A second slit S 2 selects a nearly 
parallel beam out of the original one, and 
this nearly parallel stream is then inci¬ 
dent upon the under surface of the crystal C. Speaking from a general stand¬ 
point, we must now suppose that beams emerge from the crystal in various 
directions. The crystal may be rotated about the axis A for the purpose of 
presenting various azimuths of the face under bombardment to the incident 
beam. A slight universal tilting of the crystal is provided, moreover, for the 
purpose of adjustment and for another purpose which will appear later. 

The slits Si and S 2 , and also S 3 , as yet to be spoken of, all lie in the plane 
of the diagram. That is, the apertures shown in the diagram represent in 
each case the length of the slit, and not the width . 

Those particles which leave the point of bombardment of the crystal in 
the appropriate direction pass through the slit S 3 into the receptor R. The 
principle upon which the receptor operates will be explained shortly. 

A second inclosure surrounds the crystal and receptor, and this inclosure 
is also kept highly evacuated by continuous and rapid pumping. This inclo¬ 
sure can be, and must moreover be, maintained at a higher vacuum than 
can well be attained in the inclosure surrounding the gun. The vacuum 
which can be attained in the inclosure surrounding the gun is evidently lim¬ 
ited by the fact that the entire divergent stream issuing from the slit Si 
feeds into this inclosure, whereas the vacuum which can be attained in the 
inclosure surrounding the crystal and receptor is limited only by the much 
lesser stream which passes through the slit $ 2 . 

We shall now explain the principle upon which the receptor operates: 
The chamber of the receptor R connects through a tube t' to a small glass 
vessel which is entirely closed except where the communicating tube t' 
enters. This closed vessel contains the essential element of an extremely 
sensitive pressure-measuring device which we shall describe presently. The 
entire receptor system—that is, chamber R, communicating tube t r , and the 
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vessel containing the sensitive pressure-measuring device—thus constitutes 
a system which is closed everywhere except for the slit S 8 . The stream of 
particles coming from the point of bombardment of the crystal enters the 
slit S 3 and builds up a pressure in the receptor system until particles escape 
out through the slit S 3 at a rate equal to that at which particles are entering 
this slit. The maximum pressure built up in the receptor system is thus a 
measure of the rate at which particles are entering through the slit S 3 or is, 
in other words, a measure of the intensity of the beam coming from the 
bombarded area of the crystal. 

The essential element of the delicate pressure-measuring device or 
“manometer” is a fine sealed-in wire which is heated by a constant electric 
current. The temperature attained by this wire, and hence its electrical re¬ 
sistance, is a function of the number of particles in the vessel which conduct 
’ heat away from the wire, or is, in other words, a function of the pressure. 
The intensity of the beam coming from the crystal is thus measured by 
measuring the pressure which is built up in the receptor system, which is 
measured by determining the amount by which the resistance of the fine 
heated wire changes. The amount of this change is registered by the deflec¬ 
tion of a galvanometer in a Wheatstone bridge circuit. 

A manometer of the type above in question is known after its inventor 
as a “Pirani hot-wire gauge.” Especial designs of this form of gauge were 
developed by Knauer and Stern,* in order to attain a sensitivity sufficient 
to measure the minute changes of pressure which occur in experiments of the 
type which we are discussing. 

The entire crystal spectrometer was widely modified in various stages of 
development and for various purposes. Generally speaking, however, the 
following details apply: 

The length of arm of the spectrometer—that is, the distance from the 
center of the crystal to the slit S 3 —is 15 mm. 

The highest pressure which obtains in the entire apparatus is that in the 
gun, and this is considerably below 1 mm of mercury. The pressure in the 
gun must be maintained at a low value, otherwise the mean free path of the 
gas particles would be small and frequent collisions would occur just outside 
of the slit Si . These collisions would result in the formation of a “gas 
cloud” hovering about the slit, and this cloud would act as a virtual source 
much broader than the slit itself. In this case the definition of the beam 
beyond the slit S 2 would be impaired. The mean free path of the particles, 
while within the gun, must be at least of the order of magnitude of the 
width of the slit Si. Rather widely differing slit dimensions have been used 
from occasion to occasion, but in those experiments which are to be particu- 


* Loc. cit. 
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larly discussed later, the slits Si and S 2 are to be thought of as being .2 mm 
wide and .5 mm long, and the slit S 3 somewhat wider and 1.5 mm long. 

An important feature of the slit S 3 is that it has considerable “depth.” 
Because of this depth it offers marked additional impedance to the escape of 
particles out through the slit, but offers no additional impedance to the en¬ 
tering stream in which the particles move straight down through the slit 
The particles which start to escape have, on the other hand, random direc¬ 
tions, and most of them strike the wall of the slit one or more times and may 
be turned back into the receptor. Accordingly, by having a slit of several 
millimeters depth, the pressure in the receptor is caused to build up to some 
ten or more times the value which would be attained if the slit were in a 
thin wall. 

In the inclosure surrounding the gun the gas pressure is of the order of 
10~ 4 mm, and in the inclosure surrounding the crystal and receptor it is 
about 1X 10“ 5 . When the crystal is withdrawn and the apparatus is ar¬ 
ranged, by suitable modification, so that the direct beam enters the receptor, 
the pressure within the receptor attains values of over 2X10~ 5 mm. The 
sensitive Pirani gauge is capable of detecting a pressure variation of 10“ 8 
mm. Thus an intensity of one-one-thousandth of the direct beam may be 
measured. 

The first achievement of various investigators in bombarding crystals 
with atoms or molecules consisted in showing that under proper conditions 
the streams were specularly reflected. The occurrence of specular beams 
constituted strong evidence for the wave nature of the bombarding parti¬ 
cles, because incident atoms or molecules having merely the nature of parti¬ 
cles would not be reflected in any well-defined direction any more than a 
stream of balls projected at a regular pile of balls would largely rebound in 
one direction; the direction in which each ball would rebound would depend 
upon the particular point at which it had made contact with a ball of the 
pile. Accordingly, the specular beams constituted evidence for the wave na¬ 
ture of the bombarding particles. But evidently the mere occurrence of 
specular beams does not give any information regarding the nature of the 
reflection or diffraction which is taking place, or lead to any method of de¬ 
termining the wave-length associated with the particles. 

In the year 1928 T. H. Johnson succeeded in reflecting a beam of atomic 
hydrogen specularly from a cleavage face of natural rocksalt, and Ellett and 
Olson did the same for beams of cadmium and of mercury atoms. The work 
of these investigators will be more particularly described in sections 19 and 
20. They used a technique differing from that above outlined. 

In the year 1929 Knauer and Stern, * reflected beams of helium and molec* 

* Ibid, 
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ular hydrogen specularly from natural rocksalt at various glancing angles, 
up to 50°, and also obtained meager indications of the existence of diffracted 
beams; but their technique was at that time insufficiently developed to re¬ 
veal these beams definitely. They also searched, in vain, for the diffracted 
beams from a ruled grating. 

With all particles other than electrons, the relatively large mass means 
that at a given velocity, the associated wave-length will be correspondingly 
smaller. It will be recalled that according to the De Broglie relation any 
particle should have a wave-length given by the equation \=h/mv. Even 
for the lightest of other particles, namely, the hydrogen atom, the wave¬ 
length will be only the 1/1850 part of that for an electron having the same 
speed, and all ensuing angles of diffraction will then be too small to resolve. 
However, the difficulty which thus arises because of larger mass is to a great 
extent offset by the fact that atomic and molecular streams produced in the 
general manner above outlined have much lower velocities than even the 
slowest electron streams which it is feasible to use. From the Maxwell dis¬ 
tribution of velocities at room temperature, about 290° K, the associated 
De Broglie wave-length of maximum intensity, Xm, is calculated to be .57 
A for helium and .80 k for molecular hydrogen, or, in other words, the same 
respectively as for 460- and 235-volt electrons (cf. eq. [10']). 

18. The Diffraction of Helium Atoms and Hydrogen Molecules.—In the 
year 1930 Estermannand Stern* for the first time conclusively demonstrated 
the occurrence of diffracted beams of particles other than electrons. They 
bombarded crystals of rocksalt and of lithium fluoride, LiF, with beams of 
helium and molecular hydrogen. Synthetic crystals of lithium fluoride gave 
by far the best results and were therefore principally used. Lithium fluoride 
has the further advantage of having a smaller lattice constant than rock 
salt. It crystallizes in the same manner as rocksalt. The diffracted beams 
are, with either crystal, of the plane or crossed grating type. No space-lat¬ 
tice effect is evident; the layers of atoms, or rather ions, below the surface 
layer of the crystal, apparently play no r61e in the diffraction. Moreover, 
for some reason not thoroughly understood, the surface lattice behaves as 
though only ions of one kind—let us say the positive ones were effective as 
diffracting centers. Figure 252 is a view looking down diagonally upon a 
cubic crystal. The circles represent, let us say, Li-ions of the bombarded 
face, and the crosses represent F-ions. Rows of ions parallel to the diagonals 
of the crystal face, or parallel to the X- and Y-axes indicated, contain only 
ions of one kind, only Li or only F. Suppose that two sets of wide grooves 
were cut into a plane surface, one set parallel to the X-axis and the other 
parallel to the Y-axis, the grooves being cut along the lines formed by the 

* Loc. cit. 
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crosses. There would then result a rectangularly cross-ruled grating having 
elevations centering about the points occupied by the circles. The grating 
constant of this grating would be d f — d/V 2. Experiment shows that the 
crystals behave like such a cross-ruled grating. The directions of ruling of 
the equivalent grating, or the principal directions of the lattice formed by 
like ions, are parallel to the diagonals of the crystal face. For LiF the length 
of edge of the unit cell is d=4.023A, and consequently d' = d/i/2=2.8451. 
We have then the problem of determining the nature of the diffraction pat¬ 
tern from a plane net of lattice points arrayed in squares of this dimension, 




the edges of the squares making angles of 45° with the edges of the crystal 
face. 

For the purpose of discussion the incident beam will be considered as 
homogeneous, or monochromatic, instead of heterogeneous, or “white,” as 
it actually is. Moreover, the cross-section of the beam will be considered as 
minutely circular instead of rectangular. Each diffracted image is thus to be 
thought of as a “spectrum dot.” 

Let us consider first the case when the incident beam represented by the 
arrow i (Fig. 252) lies over one of the diagonals of the crystal face. Call the 
angle made by the incident beam with the X-axis a 0 . When the beam is in¬ 
cident in the manner supposed, a Q is also the glancing angle made by the 
beam upon the crystal surface. Consider the row of lattice particles lying 
along the X-axis. The direction of diffraction from this row of particles 
generates a circular cone of angle a about the X-axis. There will be a cone 
for each spectral order, determined by the equation: 


(17) 


m x \ = d'{ cos a —cos a 0 ), 
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where m x is the spectral order with regard to the X-axis. In Figure 253 
R represents the contour of an arbitrary portion of a reference sphere taken 
about the point of bombardment of the crystal as center. The cones inter¬ 
sect the reference sphere in circles. The circle a 0 represents the intersection 
of the cone of order m x = 0, for which a = a 0 , and the circle a_i represents the 
intersection of the cone of order m x = — 1 with this sphere. For the row of 
lattice particles lying along the Y-axis, the direction of diffraction generates 
circular cones, one for each order, about the Y-axis. These cones are deter¬ 
mined by the equation: 

( 18 ) m v X = d / (cos /3 — cos jSo), 

where m y is the spectral order with reference to the Y-axis, and /3 0 and 0 are 
respectively the angles made by the directions of incidence and diffraction 
with this axis. These cones also intersect the reference sphere in circles, but 
the circles, when viewed as in the figure, appear as straight vertical lines. 
The central fine, /3 0 , is the line of zero spectral order. The broken lines to the 
right and left represent the circles of order +1 and —1. The diffracted 
“spectral dots” appear at the intersections of the a-circles and the j8-circles. 
At the intersection of the a 0 -circle and the jSo-circle lies the spectrum dot of 
0, 0 order, that is, the central image, or specularly reflected beam. To the 
right and left and somewhat lower lie the diffracted images of order 0,1 and 
0,-1. These are the images which are explored when the beam is incident, 
as supposed, over the diagonal of the crystal face. Other images—namely, 
-1, 0, -1, 1, and —1, -1—are also indicated in the drawing, but none of 
these is accessible to exploration when the appara¬ 
tus is used according to the general plan which has 
thus far been outlined. 

Owing to the fact that the beam is in reality 
heterogeneous, or, as we say, “white,” each dif¬ 
fracted image spreads out into a continuous spec¬ 
trum extending toward and away from the central 
image. The resultant pattern is represented dia- 
grammatically in Figure 254. In this drawing the 
appreciable height which the incident beam in 
reality has is taken into consideration. The cen¬ 
tral rectangle, S , represents the specular beam, 
the central image. To the right and left are the 
spectra of order 0, 1 and 0, —1, which are the 
ones explored. In accordance with optical terminology, the short wave¬ 
length end of each spectrum is lettered V , violet, and the long wave-length 
end, R, red; the wave-length of maximum intensity lies, roughly speaking, 
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midway between the ends. As was previously stated, when measurements 
are made, the receptor is rotated step by step about a vertical axis. When 
it is so rotated and all else remains fixed, it passes through the specular 
beam but misses the diffracted spectra for the most part. In order to make 
an exploration of both the specular and the diffracted beams, the crystal is 

______slightly tilted about the 7-axis. At 

^ each setting of the receptor the angle 

of tilt of the crystal is adjusted to the 





O 


o 


A 



optimum value, to yield maximum in¬ 
tensity. To be sure, the angle of inci¬ 
dence is slightly altered in doing this, 
but this does not matter; the diffrac¬ 
tion pattern simply moves higher on 
the reference sphere. By proper tilting 
of the crystal the diffracted spectrum 
is always made to cross the slit of the 
receptor. In this way the pattern lying 
on the ao-circle is explored in its en¬ 


tirety. Figure 255 shows the result of 
such an exploration. The beam is 
Vip.linm at room temperature, 290° K, 
\ incident at a glancing angle of 18§°. 
The high central peak is the specular 
beam; the lateral peaks are the dif- 
fracted spectra. The arrows under 
the curve represent the positions at 
Receptor Setting which the maxima are theoretically 

Fig. 255.—Diffraction of a beam of expected. The De Broglie wave-length 
helium, at 290° K, incident diagonally on 0 f maximum intensity for a stream oi 
the face of a crystal of IAF at a glancing helium at room temperature is, as has 
angle of 18*° (Estermann and Stern). preyiously s t a ted, .57 A. Apply- 

ing equation (18) by inserting for d' its value 2.845 A, and remembenng 
that j3 0 = 90° and therefore cos /3o=0, we have Xiir/d' — .57/2.84 
cos 0, whence 90—j3 = lli°. This is the position at which the arrows axe 
placed. The agreement between theory and experiment is all that can be 
desired. Similar curves have been obtained at other temperatures as we , 
at 100° K, at 180° K, and 580° K, for both helium and molecular hydrogen. 
Some minor discrepancies occur, but these can be plausibly accounte 
The same apparatus was used by Estermann and Stem* for explonng 
another, different pair of diffracted images. The gun and receptor were 



* Ibid. 
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made to point horizontally and the incident beam struck a side face of the 
crystal. Figure 256 represents the situation in perspective. The incident 
beam i makes a glancing angle h with the crystal surface. The plane of in¬ 
cidence is parallel to one pair of edges of the bombarded face. The diffracted 
images which lie in the plane of incidence are explored. They may be con¬ 
sidered as arising from a vertically 
ruled grating of which the lines are 
formed by the vertical rows of like 
ions of the surface lattice. The grating 
constant of the equivalent grating is 
equal to the separation of the rows of 
like ions, namely, to d/2 = 2.01 A. The 
specular beam is represented by #S. 

To the right and left lie the diffracted 
spectra of order —1 and -1-1, respec¬ 
tively. Curves analogous to the one of 



Figure 255 were obtained. The theo¬ 
retical positions of the maxima are readily computed by applying the plane¬ 
grating relation: mX = (d/2) (cos 0 2 -cos 0i), where 6 , is the glancing angle 
of the diffracted beam. The diffracted image on the right lies closer to the 
specular beam than does the one on the left. In fact, the image on the left 
can exist only when the glancing angle of the incident beam is sufficiently 

great. 

Each diffracted image may be considered as occurring at the intersection 
of an a-cone and a /3-cone generated about the X- and 7-axes. The axes are 
to be taken as shown, along the diagonals of the crystal face, as was done in 
previous discussion. The diffracted images in question are then designated 

by the double indices +1, +1 and —1, —1. 

Observations were made,using beams of helium at temperatures of 100 Ji 
and 290° K, at various glancing angles of incidence up to 70°. Theory and 
experiment are again in substantial agreement. But experimenta con 
tions are on the whole less favorable than when the first-describe arrange 
ment (that of Fig. 251) is employed. The reason for this is that with the 
second arrangement either the glancing angle of incidence or t e g ancing 
angle of the diffracted beam, or both angles, must be large, over 4 , w ereas 
in the first arrangement small glancing angles could be used an were ex 
clusively used. Imperfection of the crystal surface that is, roug ess as 
a more damaging effect toward atom waves at large glancing angles than at 
small ones, just as it has toward light-waves. Moreover, roug es ® 
the long wave-length end of the spectrum relatively to t e s o en . 
waves are more highly reflected or diffracted. It is consequen y no sur 
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prising that some of the observed maxima should have been found at 
angles of diffraction which exceed the calculated angles by several degrees. 

In a subsequent and concluding investigation Estermann, Frisch, and 
Stern* succeeded in procuring a homogeneous, or “monochromatic,” inci¬ 
dent beam, and with this performed diffraction experiments similar to those 
above described. The homogeneous beam was procured by two different 
methods in succession: 

By one method the original heterogeneous beam from the gun was dif¬ 
fracted by a first crystal and a homogeneous beam was selected out of a por¬ 
tion of one of the diffracted spectra. This beam was then used as the inci¬ 
dent beam in the final diffraction experiment involving a second crystal. 

By the other method the original heterogeneous beam from the gun was 
passed through a so-called “velocity analyzer” before it was incident upon 
the crystal in the final diffraction experiment. 

A “velocity analyzer” is an apparatus consisting of two parallel disks 
mounted upon one and the same axis at a distance of several centimeters 
from each other. Each disk has a large number of radial slots spaced at 
equal intervals along its periphery. The whole system is rotated at a high 
constant speed. An atom or molecule passing through a given slot of the 
first disk will in general be stopped by a tang at the periphery of the second 
disk. But if the velocity of the particle falls within a given fairly narrow 
range, the particle will pass through the next following slot of the second 
disk. A stream of particles which is approximately homogeneous in velocity 
thus energes from the analyzer. And this stream constituted the incident 
beam of the final diffraction experiment. 

The velocity analyzer, as an instrument, had been originated a decade 
earlier by Stern and had in the meantime been employed also by other in¬ 
vestigators. t 

By way of concluding the present section be it mentioned that R. M. 
ZabelJ has carried out experiments involving the diffraction of helium atoms 
by rocksalt, studying in particular the effect of exposing the crystal to 
moisture before use. He also experimented somewhat with beams of neon 
and argon. An ionization gauge was used as a detector. 

19. The Diffraction of Hydrogen Atoms.—In the experiments which 
were discussed in the previous section, the hydrogen which was used was or¬ 
dinary molecular hydrogen, H 2 —the stable gas. T. H. Johnson§ has worked 

* Loc. cit. 

fO. Stern, Zeit. f. Phys., 2, 49, 1920; Costa, Smyth, and Compton, Phys. Rev., 30, 
347,1927; J. A. Eldridge, ibid., p. 931; and Ellett, Olson, and Zahl, ibid., 34,493,1929. 

t Phys. Rev., 42, 218, 1932. 

§Jour. Franklin Inst., 206, 301, 1928; 207, 629 and 639, 1929; 210, 135, 1930; and 
Phys. Rev., 37, 847, 1931. 
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with atomic hydrogen, H, which is transiently formed when molecular hy¬ 
drogen dissociates due to collision in an electric discharge. A discharge tube 
of the Wood type* was used as the “gun”; tubes of this type are commonly 
some 5 or 10 mm in diameter and about 2 mm in length. They operate at a 
pressure of a few tenths of a millimeter and are constantly supplied with 
fresh hydrogen from an electrolytic generator through a capillary connected 
near one of the electrodes. Atomic hydrogen is copiously produced in the 
middle portion of the tube. When, as in Johnson's experiments, the tube 
serves as an atom gun, a slit is provided in the glass wall of the tube. A 
stream of particles issues from this slit into an inclosure which is rapidly and 
continuously evacuated. The stream consists mostly of hydrogen atoms but 
may include other particles, especially molecules and positive ions. The ions 
are drawn aside by a suitable electric field. A portion of the stream of neu¬ 
tral particles passes through a second slit and then strikes a crystal. The re¬ 
flected and diffracted beams are received upon a plate of glass upon which 
a coating of molybdenum trioxide has been previously deposited by smoking 
the plate over a strip of metallic molybdenum burning in an oxygen-gas 
flame. Molybdenum trioxide is white. Where a beam of atomic hydrogen 
strikes the plate, the coating of Mo0 3 is reduced to M 0 O 2 , which is blue. 
Molecular hydrogen does not affect the original coating and hence such mo¬ 
lecular hydrogen as may be present does not enter into the final result. A 
permanent record of the effects produced by the atomic hydrogen may be 
procured by photographing the oxide-coated plate through a suitable color 
filter. 

H. Kerschbaumf has shown that beams of atomic hydrogen affect Schu¬ 
mann plates and that by using these plates the beams may be photographed 
directly. Kerschbaum succeeded in obtaining specularly reflected beams but 
did not develop his method sufficiently to find evidence of diffraction. 

Johnson, when using LiF crystals, and having the beam incident normal¬ 
ly, obtained the complete pattern of first-order spectra which would be ex¬ 
pected from a crossed grating formed by like ions of the surface layer of the 
crystal. When working at a glancing angle of either 30° or 45°, he obtained 
diffraction patterns with streamers radiating out from the central image 
somewhat as shown diagrammatically in our Figure 254. Each streamer rep¬ 
resents a diffracted continuous spectrum. Thus the investigations of John¬ 
son, like those of Stem and his collaborators, give conclusive evidence of the 
wave nature of atoms. 

Johnson, through the use of his indirect photographic method, also dis¬ 
covered diffraction effects attributed by him to the secondary or mosaic 
structure of the LiF crystal. 

* R. W. Wood, Phil. Mag., 42 , 729, 1921. f Ann. d. Phys 2 , 201 and 213, 1929. 
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20. The Reflection or Diffraction of Metallic Atoms.—A. Ellett and his 
students, H. F. Olson, H. A. Zahl, and R. R. Hancox, have carried out nu¬ 
merous interesting investigations upon beams of metallic atoms.* We shall 
next give an outline of these. Be it stated in advance, however, that with 
metallic atoms, which have relatively large mass and correspondingly small 
associated wave-length, direct diffraction effects are difficult to detect. 
However, the occurrence of specular reflection has been well established by 
the foregoing investigators, although certain apparent deviations from the 

ordinary law are observed. And specular reflection of 
atoms by a crystal, as distinguished from diffuse reflec¬ 
tion, must be regarded as diffraction of zero order, and 
constitutes evidence for the wave nature of the atom. 

Figure 257 shows the apparatus used in the first in¬ 
vestigation of the series, by Ellett and Olson, f who 
experimented chiefly with the reflection of cadmium 
atoms by rocksalt. The atom gun, G, was a “boiler” in 
which cadmium was melted and vaporized. A stream of 
atoms issued from the aperture a, of .5 mm diameter, 
which was located in a diaphragm at the top of the 
boiler. The stream then passed through a second aper* 
ture, bj of the same diameter, in another diaphragm. 
The diaphragms were cooled by liquid air to. prevent 
scattering of atoms at the edges of the apertures. The 
stream of atoms was incident upon the cleavage face 
of a rocksalt crystal, C . The angle of incidence was 
varied from trial to trial. The atoms after leaving the 
crystal struck the inner surface of the glass bulb B, which was surrounded by 
liquid air. The atoms stuck to the cooled glass surface and formed an opaque, 
or partially opaque, deposit. The formation of this could be observed from 
the outside. A slightly modified form of the apparatus permitted more con¬ 
venient determination of angles. The crystal was heated in vacuum before 
a run in order to free the surface from adsorbed gas. When the surface was 
“clean,” a considerable portion of the incident beam of atoms was found to 
be specularly reflected; the angle of reflection equaled the angle of incidence 
as nearly as they could then determine, and a sharply definied spot .8 mm in 
diameter was formed at 8. Diffuse scattering also occurred, as revealed by a 

* Ellett and Olson, Phys. Rev., 31 , 643, 1928; Ellett, Olson, and Zahl, ibid., 34,493, 
1929; H. A. Zahl, ibid., 36 , 893,1930; Zahl and Ellett, ibid., 38 , 977, 1931; R. R. Hancox, 
ibid., 42 , 864, 1932. 

f Loc. czt. 
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Fig. 257. —Re¬ 
flection of metal 
atoms (Ellett and 
Olson). 
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light deposit extending over all of that half of the bulb which faced the 
bombarded surface of the crystal. 

Experiments with mercury placed in the boiler showed that specular re¬ 
flection of mercury atoms also occurs. With sodium, on the other hand, only 
diffuse reflection was found. This is probably because sodium atoms are 
adsorbed by the surface and subsequently re-emitted, and is in line with the 
findings of J. B. Taylor to be mentioned at the end of the section. 

In a continuation of the reflection experiments with cadmium, Ellett, 
Olson, and Zahl* found that when the original beam was incident at 45°, 
about 17 per cent of it went into the small specular spot. To ascertain the 
density of the deposits the deposits were run through a densitometer or 
were photographed. 

In one set of experiments a velocity analyzer was introduced to ascertain 
the distribution in velocity of the atoms of the specular beam. The investi¬ 
gators concluded from their observations, at the time, that in the process of 
reflection there were selected out of the original incident beam, for specular 
reflection, only atoms having velocities falling within a given range. This 
conclusion appeared, moreover, to be borne out by the fact that in certain 
other, double-reflection experiments, which they likewise performed, a 
specular beam from the first crystal appeared to be specularly reflected by 
the second crystal only when the angle of incidence was the same upon both 
crystals. A later investigation by H. A. Zahl,t who worked in addition with 
beams of zinc atoms, however, led to the conclusion that the various phe¬ 
nomena which are involved are more complicated than had at first been 
supposed. 

In subsequent investigations Ellett and Zahl, and R. R. Hancox,J have 
resorted to an ionization gauge for measuring intensities of the reflected 
beams, in place of the deposit method, and have reflected beams of mercury 
and cadmium, from crystals of NaCI, KC1, KBr, KI, LiF, LiCl, and NaF, 
varying the temperature both of the beam and of the crystal, from run to 
run. They find that the reflected beam usually lies several degrees nearer the 
normal to the crystal surface than the incident beam. Their hypotheses as 
to the possible explanations of their findings we cannot here enter into. 

J. B. Taylor§ has investigated the reflection of the alkali atoms lithium, 
potassium, and caesium from crystals of sodium chloride and lithium fluor¬ 
ide. Alkail atoms are subject to ready adsorption, therefore, in order to 
avoid, if possible, momentary adsorption of the atoms upon the crystal sur¬ 
face, the crystals were held at various temperatures up to 500° C. No trace 
of specular reflection or diffraction was found, however. The number of 

* Loc. cit. t Loc. cit. 

t Loc. cit. § Phys. Rev. s 35, 375, 1930. 
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atoms leaving the crystal surface in any direction was found to follow the 
law of Knudsen, that is, the number is proportional to the cosine of the 
angle between the normal to the surface and the given direction, to a very 
high degree of accuracy, .1 per cent. It is probable that momentary adsorp¬ 
tion accounts for the failure of the alkali atoms to be specularly reflected. 
For measuring the intensity of the beams, an electrical method was em¬ 
ployed. The method employed is one which is based on an observation of 
Langmuir and Kingdoms and is uniquely applicable to streams of alkali 
metal atoms. The atoms after reflection enter a hollow metal cylinder 
through a slot and strike an incandescent tungsten filament within the 
cylinder. Each atom which strikes the filament gives up an electron. The 
residual positive ion, impelled by a low electric field which is applied be¬ 
tween the filament and the cylinder, then travels to the cylinder. An ion 
current results and the strength of this current is measured. 

21. Experiments with Positive Ions.—We shall speak first of the experi¬ 
ments of A. J. Dempster* upon the reflection or diffraction of hydrogen ions: 

When a discharge tube has a perforated cathode, rays of positive ions, 
which are known as “canal rays,” appear behind the cathode. When, as 
in Dempster’s experiments, a discharge tube is filled with hydrogen, the 
positive rays which are formed include hydrogen atom ions, or protons, and 
hydrogen molecule ions, and also triatomic hydrogen ions. Dempster al¬ 
lowed a stream of hydrogen canal rays to fall at nearly grazing incidence 
upon single crystals, especially calcite. A maximum potential of 40,000 
volts was applied to the tube, and there were ions present in the stream 
ranging from 40,000 volts down to 15,000 volts and lower. The charging-up 
of the crystal which would naturally be expected to occur when, as in these 
experiments, a target is used which is an insulator was supposedly obviated 
by placing a wire over the crystal and in contact with it except in a small 
region where the beam was incident. Secondary electron emission from the 
wire was depended upon to dissipate the charge. A photographic plate was 
placed in the path of the beams leaving the crystal, and the photographs 
thus obtained showed streamers which were interpreted as indicating that 
some type of diffraction was taking place. It was at first believed that the 
photographic effects arose entirely from the protons which were present in 
the streams leaving the crystal, but later a positive-ray analysis showed 
that other positive ions present also produced effects. The results did not 
permit of drawing definite conclusions of any sort. 

Y. Sugiuraf also undertook to diffract protons. He obtained his stream 
as follows: Hydrogen from an electrolytic generator was allowed to diffuse 

* Phys. Rev., 34, 1493, 1929, and 36, 1405, 1930; Nature, 126, 51 and 741, 1930. 

t Sci. Papers of the Inst, for Phys. and Chem. Res. (Tokyo), 16, 29, 1931. 
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through the heated end-wall of a small tube made of palladium. Hydrogen 
. passes through hot palladium rather freely. A ring-shaped filament situated 
beyond the end of the palladium tube furnished electrons which by bom¬ 
bardment accomplished the double purpose of heating the end-wall of the 
palladium tube and of ionizing the hydrogen after it had passed through this 
end-wall. The ionizing process yielded mostly H+ ions, but Sugiura found 
that there were also some H 2 + ions present. Both types of ions were accel¬ 
erated by an electric field, and after passing down a collimating tube were 
separated from each other by the well-known magnetic deflection method. 
The H + ions then passed through two collimating slits and thereupon fell 
at grazing incidence upon a polycrystalline deposit of platinum or of tung¬ 
sten upon glass. The beams which emerged from this surface in nearly graz¬ 
ing directions were then examined by passing across them a receptor con¬ 
sisting of a Faraday box, connected to a Compton electrometer. Rather 
faint maxima superposed upon a broad background were recorded. 

Sugiura gave an interpretation to his results to which exception must be 
taken. The incident beam is homogeneous and the platinum or tungsten de¬ 
posit is polycrystalline with the microcrystals presumably oriented at ran¬ 
dom. Sugiura believed that he hence had the conditions of Thomson’s 
method of electron diffraction except that instead of having the rays pass 
through the metal film placed perpendicularly he had the rays grazing the 
film and then emerging from it on the same side on which they were inci¬ 
dent. That is, he supposed that Bragg reflection took place in each micro¬ 
crystal. The accelerating potentials which he used were low, however, rang¬ 
ing from 290 to 450 volts. At these voltages the penetrating power of pro¬ 
tons is probably too low to yield space-lattice diffraction effects. 

The effects must be rather those arising from diffraction by the surface 
lattices of the microcrystals. Consider a monochromatic beam grazing a 
plane grating and consider the direction of the first-order spectrum. If the 
grating is rotated, the first-order spectrum moves to larger angles of devia¬ 
tion. Thus when there are minute surface lattices effective having all possi¬ 
ble orientations, there will be discontinuities in the intensity plotted as a 
function of angle. It is probably these discontinuities which Sugiura ob¬ 
served. The case has been treated mathematically by M. von Laue.* 

Subsequently, E. Rupp,f and then Meibom and Rupp,J successfully ap¬ 
plied Thomson’s method of electron diffraction in its original form to the 
diffraction of protons. They used accelerating potentials ranging from 180 to 
250 kilovolts and caused the protons to pass through a very thin gold film 

* Zeit f. KristaUog., 82, 127, 1932; a preliminary discussion was given in Die Natur - 
ws, 19, 951, 1931. 

t Zeit.f. Phys., 78, 722, 1932. 


% Annalen , 17, 221, 1933. 
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placed perpendicularly to the beam. At a distance of 3.5 m beyond the film 
they erected a photographic plate and obtained a system of am al l 
having diameters up to about 5 mm. They found agreement with the De 
Broglie relation to within 2 or 3 per cent. The De Broglie wave-length of 
200 kilovolt protons is only 6.4X10 -12 cm! Thin films of mica, in place of 
gold, were also tried. Rupp, in his first work, also undertook to maVo a t om . 
form factor determinations for protons from his photographs. 

G. E. Read,* R. W. Gurney,f R. B. Sawyer ,t and A. Longacre § have 
performed reflection experiments with the positive ions of several metals 
A suitable compound containing the metal was placed as a coating upon a 
wire and the compound was then brought to incandescence by heating the 
wire electrically. Under these conditions positive ions of the metal are given 
off. The ions were accelerated by applying a potential difference between 
the wire and the wall of the gun. Beams of positive ions so obtained were re¬ 
flected or scattered from platinum foil used as a target. Platinum foil is 
polycrystalline with the microcrystals arranged at random. Lithium ions 
have also been reflected in this manner from a deposit of nickel evaporated 
on to a tungsten foil. Such a deposit is polycrystalline, but in the case of 
this evaporated deposit the microcrystals are presumably arranged with 
their (1 1 1 ) planes parallel to the tungsten backing foil. 

The streams of positive ions which emerge from the target are received 
into a Faraday box or simply upon a flat, not very clean, metal surface, to 

which they stick. The receptor is connected to a galvanometer or electrome¬ 
ter. 

Some of the scattering curves which have been recorded show marked 
lobes. The reason for the occurrence of these lobes is not known. 

* Phys. Rev., 31, 629, 1928. 

t Ibid., 32, 467,1928. 


t Ibid., 35, 1090, 1930. 
§ Ibid., 42, 906, 1933. 
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THE METHOD OF LUNES AND THE CORNU SPIRAL 

(Continuation of Chap. 3) 

We shall begin by explaining in detail why it is permissible to regard the 
disturbance from each elementary lune as originating from the correspond¬ 
ing minute element of the horizontal arc drawn across the wave front. 

As previously stated, it is never necessary to make use of more than, let 
us say, twenty convolutions of the vibration curve. The first twenty con¬ 
volutions are contributed by the first forty half-period lunes and these all 
lie close to the pole of the wave. Looking from the field point toward the 
wave front, let Mo (Fig. 258) be the pole of the wave and let F mark the 


A , C 



B D 


Fig. 258 

position of the outer edge of the fortieth half-period lune. Let AB and CD 
be two elementary lunes which both fall between the pole of the wave and 
F . (These elementary lunes are of necessity represented in greatly exag¬ 
gerated proportion.) 

Beginning at M on the central horizontal arc, proceed vertically along 
the elementary lune AB ) dividing this into half-period sections as indicated 
by Mi, M 2 . . . . M(, Mi, etc., and then subdivide these sections into minute 
sections as indicated. With these minute sections as a basis, construct a 
vibration polygon for this elementary lune, and then, passing to the limit, 
construct a vibration curve. The entire curve will be minute because the 
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width of the lune is minute. Let a disturbance originating from M be repre¬ 
sented by a vector drawn horizontally to the right. Then the vibration 
curve will evidently have the general form of the curve shown to the right 
of AB . The closing vector drawn from the lower asymptotic point to the 
upper one represents the resultant disturbance arising from the entire ele¬ 
mentary lune. 

Now, in the same way, construct a vibration curve for the elementary 
lune CD. Let a disturbance originating from N be represented by a vector 
drawn horizontally to the right. Then the vibration curve will have the 
general form shown by the curve to the right of CD. The closing vector 
joining the two asymptotic points of this curve represents the resultant 
disturbance from the elementary lune CD. 

The second curve is smaller than the first in the proportion in which the 
width of CD is less than that of AB. 

Moreover, the curves will be practically similar in form, and hence the 
angle indicated by ^i in each curve, which the closing vector drawn between 
the asymptotic points makes with the horizontal direction, will be prac¬ 
tically the same for both curves. Hence when we consider the resultant 
disturbance from each elementary lune as originating from the correspond¬ 
ing element of the horizontal arc drawn across the wave front, we will be 
omitting throughout a constant phase angle \p i, and the omission of this 
constant angle will not affect the final result. If the angle were taken ac¬ 
count of, the vibration diagram for the complete 
wave front would be simply rotated through an 
angle i/'i with reference to the orientation which we 
have previously considered the curve to have (see 
Fig. 259). 

The vibration curves for the elementary lunes 
will each be practically Cornu spirals, and hence 
the angle \pi will have practically the value ir/4, 
this being the angle which the vector joining the 
asymptotic points of the Cornu spiral makes with 
the horizontal. 

Let us now evaluate the previously introduced 
“equivalent height,” h } of an elementary lune: Con¬ 
sider the vibration curve for an elementary lune 
to be a minute Cornu spiral. The vector joining the asymptotic points of 
this spiral has a half-length equal to ?V2. About the origin of co-ordinates 
as center and with a radius of length §l/2, extending to, let us say, the 
upper asymptotic point, describe an arc until this intersects the first semi¬ 
convolution of the spiral. The intersection will occur at a point which 
measured along the curve lies a little beyond the point v = Jy / 2 = .707, 
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whereas the first semiconvolution ends at v = V2 = 1.41, and to this length 
of arc 1.41 corresponds the first half-period section of the lune measured 
vertically. Therefore a section of the lune extending just a little beyond half 
of the first half-period section above the central horizontal arc and an-equal 
distance below the central horizontal arc will contribute an effect of the 
same magnitude as the effect contributed by the entire lune. 

Fixing our attention on the first half-period section of each elementary 
lune near the pole, this section will have practically the same height 
throughout. Therefore we may consider that the effect of the entire wave 
may be replaced by a horizontal strip of uniform height taken across the 
wave front. If we proceed far from the pole horizontally, the half-period 
sections of the elementary lunes increase slightly but appreciably.in length, 
because, as the radius vector r from the field point to the horizontal arc in¬ 
creases in length, we must go a greater distance vertically before attaining 
the length r -f (X/2). Hence it is sometimes alternatively stated that the hori¬ 
zontal strip should be thought of as widening slightly in passing from the pole 
of the wave outward. There is, however, no real distinction to be drawn be¬ 
tween the two points of view thus represented. It is a basic feature of the 
theory upon which the use of the Fresnel integrals and the Cornu spiral rests 
that we do not need to concern ourselves in all detail with what happens far 
from the pole of the wave, and it is immaterial whether we consider the 
horizontal strip to be uniform or to widen slightly far from the pole. 

The scheme of considering the wave front by lunes was originated by 
Fresnel.* 

When the incident wave front is plane or cylindrical, each lune becomes a 
vertical strip. The term “laminar zones” has been introduced by A. 
Schusterf to denote such strips. 

The Fresnel integrals and the Cornu spiral apply also to plane waves and 
to cylindrical waves. Furthermore, it is sometimes erroneously stated that 
they apply only to plane or cylindrical waves. The additional statement 
sometimes made in the same connection that when a slit is used as a source 
this gives rise to cylindrical waves is also false, or at least misleading. When 
a slit is illuminated in the usual manner, each point of the slit is an inde¬ 
pendent source of spherical waves. 

We shall conclude by deducing from a somewhat different point of view 
than the one taken previously that equation (7) of chapter 3, when used as a 
basis for constructing a vibration curve, leads to a Cornu spiral. 

* CEuvres comply 1,196. Fresnel used the word fuseau, which means a “spindle,” i.e., 
something which is thick in the middle and tapering toward both ends. 

t See, e.g., Schuster and Nicholson, Introduction to the Theory of Optics (3d ed.; Arnold 
& Co.), pp. 92 ff. 
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The amplitude term of equation (7), when taking account of equation 
( 8 ), may be written: 



k A hdq_k A h dv 
ab abC 


= E dv 


) 


where E is a constant introduced by way of abbreviation. In the phase term 
of equation (7) write for 27r5/X its equal, namely, 7 ry 2 / 2 , as given by equa¬ 
tion ( 11 ). Equation (7) thus becomes: 


(2) ds = E'dv -cos 2t - —• 

\ r x / 2 

Here E dv is the amplitude of an elementary simple harmonic motion which 
is to be laid off as a vector of length dv. Applying the formula for the cosine 
of the difference of two angles, the foregoing equation becomes: 


(3 )ds= E cos^~ 




dv cos 2tt - — 
\T 


a+b' 


+ E sin 


7Tt/ 


dv 


. 0 'i a-f-o 

sin 2tt -!— 

\T x , 


Each of the two terms on the right is a simple harmonic motion. The square 
brackets are the amplitudes of the two simple harmonic motions. The 
phases of the two motions differ by tt/2 because of the occurrence of re¬ 
spectively the cosine and sine of the same function of the time, t. The sum 
is a vector sum. The trigonometric factors which contain the time contain 
this as the only variable. In particular, they do not contain any variable 
depending on distance measured across the wave front. Hence in integrat¬ 
ing across the effective portion of the wave front we may take these factors 
outside of the integral sign. Accordingly, integrating across the wave front, 
the resultant disturbance becomes: 


Cm TV 2 (t 

$= E cos dv cos 2t - 

- j vi " \ T 



Cm 

+ E sin 

- J VI 



sin 2t 


r t q+ 6 N 
x j 


Each term of this equation is again one of two simple harmonic motions 
which differ in phase by t/2. Each term contains one of the Fresnel inte¬ 
grals and when these are plotted at right angles to each other they yield 
the Cornu spiral. 
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THE PATTERN DUE TO A SINGLE STRAIGHT 
EDGE; LABORATORY DIRECTIONS 

(Submitted in Connection with Chap. 4, Sec. 1 ) 

The directions given below are, except for necessary minor changes, those which 
the author has for several years given his students. Following the directions proper, 
supplementary remarks will be made, these relating especially to alternative meth¬ 
ods of carrying out the experiment. 


Directions 


This experiment falls into three parts: 

I. Determination of the wave-length of the light which is to be used in the ex¬ 
periment proper. 

II. Photography of the pattern due to a single straight edge, and measurement 
of the photographic plate. 

III. Comparison of the results of experiment with theory, by applying the Cornu 
spiral. 

PART I 


Obtain a coarse transmission grating—for example, a replica having 
about 1000 lines per centimeter—and determine the grating constant of 


this under a traveling microscope or under a micro¬ 
scope provided with an eyepiece micrometer. Then 
employ the grating for determining the wave-length of 
the source of light in the manner about to be described. 

Referring to Figure 260, S is the primary source of 
light—an incandescent lamp with a spiral filament —C 
is a condensing lens, and 0 a slit, perpendicular to the 
plane of the paper, or vertical. Focus the image of the 
lamp filament upon the slit. 

Making use of a mounting furnished you, place the 
.grating (G in the figure) between the two lenses Li and 
1/2, adjusting the distance indicated by F i to be equal 
to that of the focal length of the lens L\. At the dis¬ 
tance P 2 equal to the focal length of the lens Li erect 
the diffusing screen, PP', which has been furnished 
(a piece of white paper pasted onto an old photo- 
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graphic plate, the whole fitting into a plate-holder for which a mounting is 
provided at PP', this plate-holder being the same which will later hold the 
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photographic plate). Your apparatus now constitutes a spectrograph 
though, to be sure, a somewhat crude one. The central image should be 
plainly visible at the center of the diffusing screen (or photographic plate) 
and the first- and second-order continuous spectra should be visible to the 
right and left. Try the focus and set at the best position. 

Insert the Noviol (no violet) glass filter furnished you, somewhere between 
the primary source S and the slit 0, and observe the effect which the inser¬ 
tion of this filter has upon the spectra seen upon the diffusing screen (the 
filter cuts out all of the violet and a part of the blue). The photographic 
plates which you have, ordinary ones, not panchromatic or orthochromatic 
or the like, are not sensitive to the green, yellow, or red, but are sensitive to 
the remaining portion of the blue—and this falls into a sufficiently narrow 
spectral region so that for the purpose of the present experiment, which does 
not require highly monochromatic light, the light which is photographically 
effective may be considered monochromatic. Insert a photographic plate 
in the plate-holder and expose for several seconds, and then develop, fix, 
and dry the plate. 

Measure upon the plate the distance from the central image to each 
spectral image. This distance, divided by the distance F 2 , gives the tangent 
of the angle of diffraction. Having deduced the tangent, look up the sine in 
tables, and obtain for each spectral image a value of the wave-length by 
applying the grating law, which, in the present case, takes the simple form 
m\ = a sin 0. Why? Average the values so obtained. Finally, make a rough 
estimate of how much your measurements may be in error and by how 
much in consequence your wave-length determination may be in error. 

PART II 

Use the same source of light, condensing lens, and slit as before, and have 
the Noviol filter again in place. Referring to Figure 261, erect vertically at 
the position B the small bar furnished you, which has a cross-section in the 
form of a keystone. Place the sheet of metal, M , which is supported by a 
rod from the wall, so that this sheet extends in front- of the bar about half¬ 
way, as indicated in the figure; but the sheet must not touch the bar. The 
right-hand edge of the bar now acts as a single straight edge. 

Eventually the position of the edge of the geometrical shadow must be 
ascertained. Steps must therefore be taken now which will make it possible 
to locate this position in the pattern later. It is the position where a straight 
line drawn from the slit, 0, touching the free edge of the bar, B } strikes 
the photographic plate. This point is represented by E in the figure. By 
sliding the sheet of metal M on the slide arranged for the purpose, over to 
a corresponding position M f , the left-hand edge of the bar can be made to 
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serve as a single straight edge and E' will then be the edge of the geometrical 
shadow. Calling W the width of the bar, we have: 

a 

( 1 ) EE' = W^, 

where a and b are the distances indicated. By making one exposure when 
the sheet of metal is in the position M } and another when it is in the position 
j|f', the edge of the geometrical shadow can 
eventually be located in each of the two diffrac¬ 
tion patterns which are to be photographed— 
in a manner which will appear as we proceed. 

Measure the distances a (ca. 120 cm) and b 
(ca. 140 cm) with a meter stick, and measure 
the width of the bar (ca. 5 mm) carefully upon 
a traveling microscope or comparator. 

Expose for about ten minutes with the metal 
sheet in the M position. Then cut off the light 
by interposing some opaque object at some 
convenient point in the beam, shift the metal 
sheet to the M f position, and expose again 
for an equal length of time. Having begun 
the first exposure, avoid even touching the 
bar or the plate-holder, for fear of displacing 
them, until the second exposure has been com¬ 
pleted. Develop, fix, and dry the photograph¬ 
ic plate. 

The two diffraction patterns, each for a single straight edge, which your 
photograph has upon it, are located with reference to each other as illus¬ 
trated in Figure 262. The region between the two patterns is a region of 
shadow for both patterns. This region is, of course, light upon the photo¬ 
graph, since this is a negative. Further, the region to the right of the right- 
hand pattern is a region of uniform illumination for the right-hand pattern, 
and the region to the left of the left-hand pattern is a region of uniform il¬ 
lumination for the left-hand pattern. Place the photographic plate upon the 
comparator, orient it properly, and focus the microscope until the parallax 
has been removed. Now turn the comparator screw until the field of vision 
of the microscope falls into the uniformly illuminated region to the right 
of the right-hand pattern. You are now ready to begin making measure¬ 
ments. Turn the comparator screw so that the field of vision moves toward 
the left, and, as you proceed, make several settings upon each maximum 
and each minimum of the right-hand pattern which is distinct enough to 
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make settings upon. Having completed your measurements in the right-hand 
pattern, continue, through the middle region of shadow, and make settings 
in the left-hand pattern, measuring straight across the entire plate from 
right to left. When you have finished, return to the right-hand pattern, and, 
by way of check, to make sure that nothing has been disturbed during the 
course of your measurements, make several settings upon some one maxi¬ 
mum or minimum which permits of having accurate settings made upon 
it—for example, the second maximum. 

Tabulate your data as shown in Table IX. Having completed column 4, 
which gives the distance between the two maxima of the same number or 

TABLE IX 


1 


2 3 4 5 


Designation of Fringe 


Individual 

Settings 


Mean 


Difference, Left 
minus Right 


Distance from 
Edge of Geomet¬ 
rical Shadow, 
i.e., Column 4 
minus BE', and 
then divide the 
difference by 2 


5th max. 


4th min. 


4th max. 


/ left.. 
\ right 


/left . 

\ right.. 


left. . . 
right.. 


Etc 


the two minima of the same number, in the two patterns, subtract from 
column 4 the distance EE f as calculated by applying equation (1). The 
difference obtained is obviously double the distance of the given maximum, 
or given minimum, from the edge of the geometrical shadow. Therefore 
divide this difference by 2, thus obtaining the distance itself, and enter the 
various distances in column 5. Lay off the distances, as given by column 5, 
to as large a scale as convenient upon a sheet of co-ordinate paper, drawing 
a figure which resembles one-half of Figure 262, let us say the right-hand 
half, that is, placing the edge of the geometrical shadow, E , at the left in 
your figure. 

You have now completed your experimental work and recorded the 
result. 

part in 

Obtain a graph of the Cornu spiral to a reasonably large scale (a blue¬ 
print is usually furnished). You are to measure with a meter stick the 
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length of the closing vector drawn from certain points of the spiral to the 
asymptotic point J in the upper right-hand quadrant of the graph. Begin 
with the point marked 3 in the upper branch of the spiral, measure to J, and 
record the length; then from 2.5 to J; then from 2 to J; etc., procee ding 
by intervals of .5 until you reach the point 1 in the lower branch of the 
spiral. Thereafter proceed by intervals of .2 until you reach the point 3 in 
the lower branch, and thereafter proceed by intervals of .1 until you reach 
the point 4. Tabulate your data in two columns: column 1, giving the 
point of origin of the closing vector, that is, the number on the spiral, or 
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rvalue; and column 2, giving the length of the corresponding closing vector 


to the point J representing amplitude of illumination. 

Plot your data on co-ordinate paper, column 1 as abscissae and column 2 
as ordinates, but omit the first five values, noting, however, that these in¬ 
crease successively; the exact shape of the curve over this portion is not of 
interest and by omitting these points the remainder of the curve may be 
plotted to a larger scale. Begin on the left of your sheet of co-ordinate paper. 
You should now obtain a curve like that given in chapter 4, Figure 52, curve 
A. Mark the position on your curve which corresponds to the edge of the 
geometrical shadow. Further, mark on your curve the abscissa, v- value, at 
which each maximum and each minimum occurs. 


The Cornu spiral is designed to be of general utility, that is, its use is not 
limited to a set-up of particular dimensions or to light of a particular wave¬ 
length. The units of the spiral are u-units, which are proportional to dis¬ 
tances measured across the wave front, ^-distances, as shown by equation 
(2) of chapter 4, which is: 


(2) 


2(a+6) 
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The factor of proportionality, the radical, is of the dimension length -1 , 
Moreover, distances measured across the diffraction pattern, 2-distances, 
are proportional to g'-distances; we have the relation based upon simple geo¬ 
metrical considerations which is given by equation (1) of chapter 4, namely, 
q=za/(a+b). Eliminating <?, we have equation (3) of chapter 4, namely: 



z = v 


A 


(<z-b&)&X 
2 a 


By means of this equation, substituting the values of a, b, and X which ob¬ 
tain in your experimental work, convert the abscissa, v- value, of each maxi¬ 
mum and of each minimum of your theoretical curve into a corresponding 
2-value, expressed in millimeters, then draw a figure from your theoretical 
data which corresponds to the figure which you previously drew upon the 
basis of your observational data (like the right-hand half of Fig. 262). Draw 
the new figure to the same scale as the old one. Then place one drawing 
below the other, making the two coincide at one arbitrarily chosen point, let 
us say at the second maximum. Paste the two drawings together in this 
position. The other maxima and minima should also very nearly coincide 
with each other as should likewise the position of the edge of the geometri¬ 
cal shadow as marked upon the two drawings. If the agreement is satis¬ 
factory, your work is now complete. 

Supplementary Remarks 

A mercury arc provided with a filter which passes only the Hg blue lines, 
or only the Hg violet lines, yields more highly monochromatic light than 
the incandescent source described above, and such an arc should be used if, 
or when, it is desired to photograph more than the first five or six fringes. 
However, with a mercury arc the required exposure time is greater—even 
with the usual type of quartz mercury arc. (The author has not tried the 
capillary type of arc.) 

The question of exposure time is one of importance in the experiment, 
since the inexperience of those who commonly perform it often leads to 
failure and consequent necessity of repetition. 

The use of a carbon arc in place of the incandescent lamp would no doubt 
further shorten the exposure time considerably. The small carbon arcs fur¬ 
nished by microscope-makers for dark-field work bum steadily for a rela¬ 
tively long time, and one of these would probably serve very well. 

The work is carried out photographically, partly for the purpose of im¬ 
parting experience in photographic technique. Also, when the experiment 
is carried out visually each pair of workers ties up the apparatus for a longer 
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period of time. And since, in working visually, manipulation of the ap¬ 
paratus during the course of taking observations is necessary, all parts of 
the apparatus require to be very solidly mounted. In working photographi¬ 
cally, on the other hand, the apparatus proper need not be touched at all, 
and hence great solidity of mounting is not required. 

Instead of making two exposures in succession (corresponding to the posi¬ 
tions M and M' of the metal sheet), one may alternatively arrange an ob¬ 
servation to demonstrate the well-known fact that the external fringes which 
appear simultaneously upon both sides of a bar are, even when the bar is 
quite narrow, for all intents and purposes identical with the fringes due to a 
sin gle straight edge. And having demonstrated this, one is justified in 
photographing the two sets of fringes simultaneously. But in doing this, 
while one claims to be determining the positions of the fringes due to a 
single straight edge, one actually works with a narrow bar. 
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THE FRAUNHOFER PATTERN DUE TO A 
CIRCULAR APERTURE (AIRY) 

(Continuation of Chap. 5, Sec. 3) 

Referring to Figure 263, suppose MN' is the portion of- the actual wave 
front which passes through the circular aperture, and P is a field point at 
which we wish to determine the illumination. It will be convenient, for 
reasons of symmetry, to choose the diffracted wave front as passing through 
the center of the aperture. Accordingly, consider DE' as the diffracted wave 
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Fig. 263 Fig. 265 


front with reference to the field point P. Denote the radius of the aperture 
by r, and the path increment N'E' by A, this being the path increment at 
the edge of the aperture taken with reference to the center. The path incre¬ 
ment 8—NE which obtains at the point N located at a distance q from the 
center of the aperture is 5 = (g/r)A — q(z/f) } where z denotes the distance 
PPo and / denotes the focal length of the lens L2. 

If we consider the actual wave front to be divided into vertical strips of 
equal width (see Fig. 264), we may construct a vibration polygon, or, 
passing to the limit, we may construct a vibration curve. This vibration 
curve will have some such form as shown in Figure 265, and the closing 
vector S of this curve represents the amplitude of illumination which obtains 
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at the field point P. Denote the length of an infinitesimal element of arc 
of this curve by dv and the angle which this element makes with the hori¬ 
zontal by \p. The angle 1 p is the retardation in phase of a disturbance travel¬ 
ing by way of a vertical strip located at N with reference to a disturbance 
traveling by way of a vertical strip through the center of the aperture. We 
have t/, = 27t5/\= (27tA/X)« (q/r). The horizontal projection of the element 
of arc dv is dv cos \pj and the integral of dv cos i p extended over the vibration 
curve equals the closing vector S, that is: 

( 1 ) S=fcos \p-dv. 


The element dv is contributed by a vertical strip taken on the wave front 
and the length of dv is proportional to the area of the strip. Denote the 
width of the strip by dq and the half-height by h. We are interes ted on ly in 
relative values and hence we may write dv = hdq. Since h = Vr 2 —q 2 and 
i^= (27 tA/X)* (q/r), as above noted, equation (1) becomes: 

a r+r f /!> - 2 '27rA 

(2) S= < Vr 2 — q 2 ■ cos -r-• - \dq. 

^ -r l \ K r j J 


This integral may be expressed as an infinite series. The details of the 
operation will be given later. The result is: 


( 3 ) 

( 3 ') 





/ 2'7rA 

rr 



'2ttA n2 '2ttA N4 '2ttA N6 


1 _ V ^ * J_ v ^ * _ * ^ J _ 

tT 1 2 2 -4 z 2 • 4 2 • 6 2 2 -4 2 -6 2 -8 ’ 



By assigning a succession of values to A in equation (3 ; )> OL better, 
assigning a succession of values to A/X—let us say A/\=0, .1, .2, etc. we 
may tabulate the corresponding values of $, the amplitude of illumination, 
or of S 2 j the intensity. (The series [3'] is convergent for all finite values of A 
or A/X.) The tabulated values when plotted yield respectively the curves 
for amplitude and intensity shown in Figure 86 of chapter 5. The scale of 
abscissae of this figure is, however, in terms of the path increment at one 
edge of the aperture taken with reference to the other edge, and our present 
A equals one-half of this. Thus, for example, the first minimum in the 

pattern is shown as occurring at 1.22X, or when A = .61X. 

The positions of the maxima and minima of the pattern may be ascer- 
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tained directly from the plotted curve, or we may locate these points by 
differentiating series (3'). This operation leads to a related series.* 

Since the radius of the aperture, r, does not appear in the series (3'), it 
is obvious that the patterns for apertures of various radii are all similar. 
However, the radius, r, and the focal length, /, of the lens enter in de¬ 
termining the scale of abscissae of the graph when this scale is given in terms 
of 2 , the distance of a given field point from the center of the pattern. We 
have the relation: 


Thus, for example, the first minimum will lie at the distance z=/A/V= 
.61X//r from the center of the pattern. 

The series (3') was first arrived at by G. B. Airyf in 1834. He tabulated 
its value for successive values of 2 tA/X which he designated by the symbol 
n. He tabulated the series for values of n = 27rA/X = 0, .2, .4, etc., to n=12. 
Since Airy’s time the problem has been attacked anew several times.J The 
series derived by Airy is closely related to the Bessel function known as Ji, 
which when n is used as the argument is written symbollicaly as Ji(n ). The 
part of Airy’s series which is contained in the bracket of our equation (3') 
is equal to 2J i(n)/n. Extensive tabulations of Bessel functions exist today 
which were not available in Airy’s time. 

We shall now show how the series (3') is derived from the integral (3). 
We have: 



Cr _ 

S=2 l/r 2 — q 2 cos 

_/0 


'2ttA 


- dq=2r 2 * 1—^ cos 
rj ^0 \ r 2 


/ 27rA 



C w=l 

(5') =2 r 2 VI — w 2 cos (nw) • dw , 

u w=0 


where for abbreviation we have written w for q/r and n for 27rA/X. We now 
introduce the well-known series expansion for the cosine term, obtaining: 


( 6 ) 


r 1 


£=2r 2 Vl— w* 

^0 


( [nw) 2 , (nwY ( nw) { 

n [6~ 


dw 


See, e.g., Gray, Mathews, and MacRobert, A Treatise on Bessel Functions (Macmil¬ 
lan, 1931), p. 191. 

t Trans. Camb. Phil Soc., 5, 283, 1834. 

t Notably by E. Lommel, Abhand. d. Bayer. Akad., 15, 233, 1886. Lommel’s treat¬ 
ment is in the main followed by Gray, Mathews, and MacRobert, op. cit.> chap. 14. 
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Each term may now be integrated separately. The fourth term, for ex¬ 
ample, becomes: 



-2r 2 V\-v? 


jo 



If we write w =sin x and then extend the integral from x=0 to x=t/ 2, 
this term assumes a form which permits of evaluation—and the same ap¬ 
plies to the other terms. Introducing the aforementioned substitution, the 
term above becomes: 



2 rW 

.6 ^ x =0 


cos 2 x sin 6 x dx= — 


2 r 2 n Q " < r,r/2 . , j 
sm 6 x ax 

U> _jo 


f* 7 t /2 

sin 8 x dx . 
j o 


We now apply a well-established formula of integration concerning which 
more will be said presently. The formula in question is: 



r tt /2 

sin m x dx — 

^0 


1-3*5 .... (m-1) 
2*4*6- . , . .m 


X 


2 


) 


where m is an even integer. Applying this formula to the right-hand side 
of (8), we have: 


/1M 2r 2 n 6 1-3-5 x 1-3-5-7 x“ _ xr 2 n 6 

(1U ' [6 >4-6’ 2 2-4*6-8 * 2_ 2 2 -4 2 -6 2 -8 * 

Remembering that n = 2xA/\, we see that the right-hand side of this equa¬ 
tion is identical with the fourth term of the series (3'). The other terms of 
the series may be evaluated by a similar process. 

The formula of integration (9) is given, for example, in B. 0. Peirce’s 
Short Table of Integrals (2d ed.), page 62, No. 483, and is not difficult to 
verify. It may be verified by applying formula No. 263, page 38, of the 
same table of integrals, namely: 



r 

sin 771 





gin TW-l X QQg X 

m 


m—1 


r 

sin” 1-2 x dx . 


m 


j 


This formula may in turn be verified by differentiating the right-hand side, 
this process giving the clue to the manner of derivation of the formula. 
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THE ABERRATION OF THE CONCAVE GRATING 

(Continuation of Chap. 6 } Sec. 25) 


We shall discuss the two most important special cases: 

Case A. Field point at the center of curvature. —When the field point lies 
at C (Fig. 266), the optical paths from various points of the grating to the 
field point are all equal—there are no path differences and no path errors 
introduced upon leaving the grating. The path differences and path errors 
are limited to those which occur at incidence, and it is necessary to discuss 
these only. The condition in question is practically fulfilled in the Rowland 


GM 




Fig. 267 


mounting and in the Abney mounting.* Let us evaluate the aberration 
which exists when the grating is ruled in the usual manner with equal 
spaces along the chord. The notation of chapter 6, sections 23-25, will be 
used. The present Figure 266 is the same as Figure 131 of chapter 6. 
Equation (12) of chapter 6 may be written: 





AM' 
CAj ’ 


This equation holds accurately—there are no approximations involved. 

The theoretically correct grating spacing, as measured along the arc, will 
be designated by the symbol a". The value of a" at a given point of the 
grating surface is determined by the fact that it must satisfy the equation 

* Concave-grating mountings are described in chap. 6, secs. 28-33. 
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o" sin 8 [=a sin 61 . Remembering that the angle OAC equals 61 and OMC 
equals 6 [, we now have: 




a sin 6 \ 

- — fl 

sin 


OM 
OA a 


1 + 


(OM-OA)' 

OA 


It was shown in section 24 of chapter 6 that the small term ( OM—OA) /OA 
is approximately equal to AM/CA . In order to evaluate the aberration we 
must seek a higher approximation for this small term. 

We have the identity OA = OG+[OA — 0G\. Referring to Figure 267, the 
distance [OA - OG\ = y sin 0 i very nearly, therefore OA = OG+y sin 0 i. This 
value of OA is evidently a much closer approximation than the value 
OA = CA cos 0 i previously used (see top of page 152); the previously used 
approximation amounted, practically, to saying OA = OGj because 0G = 
CG cos 0 i accurately, and CG = CA very nearly. The new approximation 
is thus much closer. 

Fortunately our previous approximation for the difference (OM—OA), 
see Figure 132, page 151, namely ( OM—OA)=AM cos 0 i, is still amply 
accurate and requires no correction. 

In accordance with the foregoing: 

(OM—OA) _ AM cos 0 i AM cos 0 i 
^ OA ~OG+y sin 0 X ~R cos 6 \+y sin 0 i' 


The term R cos 0 i is much greater than either AM cos 0 i or y sin 0 i. In this 
circumstance the right-hand side of this equation may be written approxi¬ 
mately: 



AM cos 0 i 
R cos 0 i 


AM cos 0 i Xy sin 0 i _ AM AM y 
(R cos 0 i ) 2 R R 2 

_AM AM y 
~CA 


tan 

tan 


0i 



The last is the desired evaluation of the term (OM—OA)/OA. Inserting it 
inequation ( 2 ), we have: 



a" = a H 


AM AM y 
CA R 2 


tan 0 i . 


Subtracting this equation from equation (1): 




R 2 


(5) 
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The distance AM may be evaluated in terms of y by. applying the sagittal 
relation in succession to the reference circle and to the grating surface. 
This relation yields AM = y i /2 (R/ 2 ) - y 2 / 2 R = y 2 / 2 R. Therefore: 

(6) 0, -° ,,= i|*tan0i. 


The presence of 81 in this equation shows that a given grating can be theo¬ 
retically correct for only a given position of the slit. The error of the actual 
grating is small, however, except when 0i is large. For example, when the 
angle of incidence is less than 60°, the tangent has a value less than 2, and 
we have a' —a" < ( ay 3 /R 3 ) = axp 3 . Thus at the edge of the grating where = 
.01, the difference between a' and a" is less than one one-millionth of a 
grating space. We previously learned that the variation in a' in passing 
from the center of the grating to the edge is one-twenty-thousandth of a 
grating space. Thus, by ruling with equal spacing along the chord, the 
theoretically required variation of the grating space along the arc is taken 
care of with an error of less than (lXl0“ 6 )/(l/20,000) = .02 of the total 
variation. When the grating space is constant along the chord, the varia¬ 
tion along the arc is slightly greater than it should be for theoretically cor¬ 
rect ruling. This is shown by the fact that a'—a” is a positive quantity. 

We sha.11 now determine the difference between the position of a given 
line of the grating as determined by ruling with constant spacing along 
the chord and the position of the same line according to theoretically 
correct ruling. This “position error” is equal to the sum of the differences 
(o'—a”) taken from the center of the grating to the point in question, oris, 
in other words, the integral of (a'—a") with reference to the running num¬ 
ber of the line which we shall designate by v. We thus have according to 

4 

equation (6) : 


( 7 ) 


V tan -■ 


8K' 


Employing this expression, let us evaluate the position error for a line 
near the edge of the grating, y = 6.40 cm, for a chosen angle of incidence, 
namely, 0i=26°34', this being the angle for which the tangent has a value 
of 1/2. Then: 


y 4 tan 6 1 
M 3 


(6.40) 4 6.40X10 -6 

16X(640) 3 16 


=4X10 -7 cm. 


Expressed in the fraction of a grating space of a grating having 20,000 lines 
per inch, this error is (4Xl0 -7 )/(1.27X10~ 4 ) = .003. This shows to what de- 
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gree equal spacing along the chord approximates to the theoretically correct 
ruling so long as the angle of incidence is not all too large. The angle 9 i = 
26°34' corresponds to a wave-length of 5700 A in the first order. In this 
order the allowable position error is .25 grating space. There is thus a factor 
of safety of about 80. 

In passing to greater wave-lengths and higher spectral orders the initially 
large factor of safety becomes progressively smaller. The position error in¬ 
creases with increasing angle of incidence, and at the same time the per¬ 
mitted error decreases with increasing spectral order. The permitted error 
is a/im, where m is the order. If we wish to have the third order of the 
middle violet, \ = 4100 A, diffracted to our field point at the center of curva¬ 
ture, the required angle of incidence is about 75.5° and tan 75.5° = 3.87. The 
position error at the edge of the grating is then [(6.40) 4 X3.87]/[8(640) 3 ] = 
3X10~ 6 cm, or (3X10“ 6 )/(1.27X10“ 4 ) = .024 grating space. The permitted 
error in the third order is one-twelfth of a grating space—the factor of safety 
is now less than 4. 

The permitted width of a grating under given conditions may be readily 
computed. It decreases with increasing wave-length and spectral order. 
The position error is, by equation (7), equal to t/ 4 tan 0i/8fl 3 and the per¬ 
mitted error at the edge of the grating is a/4m. Therefore, if y is the per¬ 
mitted half-width of the grating: 

?/ 4 tan 0i _ a 
SR 3 4m ’ 


or 

( 8 ) 


= 4 2 aR 3 

y \ m tan 0i ’ 


From this equation the following permitted widths may be deduced for a 
21-foot concave grating of 20,000 lines per inch.* For X = 5000 A in the 
first order 0 1 is 23° and the permitted width is 40 cm. By way of comparison 
the actual width is usually between 12 and 14 cm. For \=5000 A in the 
second order 6 i is 52° and the permitted width is 25.5 cm. When observa¬ 
tions are made near the center of curvature, as we are here supposing, the 
third order of 5000 A cannot be reached with a 20,000-line-per-inch grating, 
but for the third order of the above mentioned wave-length of 4100 A the 
angle 0i=75.5° and the permitted width is 17.5 cm. 

Case B. Field point coinciding with slit .—In the Eagle mounting the 
photographic plate is situated just above or just below the slit. From our 

*12=640 cm; a=1.27XlO -4 cm. 
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present point of view we may say that the field point coincides with the slit 
and that the angle of diffraction is equal to the angle of incidence. In this 
case the grating law becomes m\=2a sin @i- The errors in optical path 
which occur at incidence are the same for a given angle 0i as those which 
occur under Case A, when the field point lies at the center of curvature, but 
now, equal path errors are added upon leaving the grating. However, both 
path errors would be corrected simultaneously by a given shift in the posi¬ 
tions of the fines of the grating, consequently the position errors computed 
under Case A hold identically in Case B for a given angle di. The difference 
is that for a given angle either the observed wave-length is doubled or the 
spectral order is doubled in Case B. For a given wave-length and spectral 
order the angle is less than half as great in Case B and thus the position 
error is less than half as great. The permitted width is the same in Case B 
as in Case A when the angle and spectral order are the same. In other words, 
the permitted width is the same for double the wave-length. The Eagle 
mounting thus has a distinct advantage in regard to aberration because it in¬ 
volves the use of smaller angles for a given wave-length and spectral order. 

For work in the extreme ultra-violet, angles of incidence and diffraction 
approaching the grazing angle are now frequently used. The spectrum is ob¬ 
served, not as in the Eagle mounting on the same side of the normal as the 
incident beam, but on the opposite side of the normal. When, as in such 
work, nearly grazing angles are involved, the optimum width of the grating 
may be much less than the actual width. This case has recently been dis¬ 
cussed by Mack, Stehn, and Edlen, * and by I. S. Bowen, f The optimum 
width of the grating may be but little more than 1 cm. 

* JOSA, 22, 245, 1932. t Ibid., 23, 313, 1933. 
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THE ASTIGMATISM OF THE CONCAVE GRATING 

('Continuation of Chap. 6, Sec . 27) 

Let us suppose that a ray of light OM (Fig. 268) is incident upon a single 
groove, GH , in a reflecting surface. This surface, through GH, may or may 
not be perpendicular to the plane of our figure. Erect 
a plane MC perpendicular to the groove at the point 
of incidence, M, and denote the angle which the ray, 
indicated as being incident from below, makes with this 
plane, by a. Light will be diffracted or scattered in all 
directions which make an angle a above the plane MC. 

The direction of diffraction generates a circular cone as 
illustrated. The elements of the cone make an angle a 
with the plane MC. That this is true may be shown by applying Huygens’ 
construction, every point along the groove being considered as the center 
of a Huygens wavelet of appropriate radius. 

When a beam is incident upon a grating, the diffracted beam of order ?i 
and wave-length X leaves each point of the grating along a particular ek 
ment of the aforementioned cone erected at that point—along the eleme 
along which the grating law is satisfied. The diffracted beam thus makes , 
angle a with the plane which is perpendicular to the grooves at the poin J 
incidence. 

We shall now consider a vortical fan of rays originating from 0 (Fig#; 
incident upon the grating G. The rays diffracted by the grating cp' /f e , ^ 

another vertical fan. This fan 
lies in a different vertical plan; 

(7, but if we may be permitte ^ ^ er \ 
look this fact for just a mome;/^ 
suppose that a given spectrr^ * 
cated at the distance GP froi^„ vra ^ ‘ 

If the point M be considered f/' a 
upper end of the ruled lines of ’ 

the diffracted fan will have a height P$P n which will be the ^ ^ ^ ^ 
vertical astigmatic focal line. Alternatively, we may say tha^ i^^th 
sents the half-length of the focal line. Let us now evaluate th ", 
taking due account of the fact that the incident vertical it an( * e 
fracted one in general lie in different vertical planes throu- 1 

435 




436 


APPENDIX E 


Referring to Figure 270, the upper portion of this figure represents a see- 
tion in the XT-plane, a horizontal section in the plane of the Rowland 
circle.* The lower portion represents a section in the XZ-plane, that is, a 
vertical section through the center of the grating, (7, and the center of 
curvature, C. The point source, 0, and the field point, P, lie on the Row¬ 
land circle and these points project into the XZ-plane at the positions indi¬ 
cated. Suppose that M is a point at a height z above the center of the grating 



Z R 


I 



w » 

Fig. 270 

Sl ce. The plane which is perpendicular to the surface at M , and also per- 
mlar to the ruled line, is MC. The ray from 0 which is incident at M 
>*ihak an angle a with this plane (not indicated in this figure). If this ray 
were ojected into the XZ-plane, the angle which the projection makes 
with t plane MC would differ from a, the angle would be greater, and for 
this ret „ u the ray and the angle are not indicated in the lower part of the 
figure, diffracted ray leaves the grating above the plane MC at the 
angle a v jh tins plane. This angle would also be altered by projection and 
is theref^ not indicated. The diffracted ray passes above the point P 
through a* * nt indicated by P". The length PP" projects into the vertical 
plane with: alteration. Moreover, if M is considered to lie at the upper 
end of the i - \d lines of the grating, the length PP" will be the half-length 

* Axes of co- ^linates being taken as stated in chap. 6, sec. 27. 
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of the vertical astigmatic focal line, that is, the half-length of the spectrum 
line, which we shall denote* by L. Wo now have: 

(1) PP' f =L=PP'+P'P". 

The two parts on the right will be separately evaluated. 

The distance PP f is the distance from the field point on the Rowland 
circle to the plane MC. Similarly, the distance 00' is the distance from the 
source point to this plane. These two distances play similar roles in our 
theory. Let us obtain an evaluation for OO', which we shall also need, and 
we shall then be able to write an expression for PP' by analogy. The sub¬ 
script 1 will refer to the source and the subscript 2 will refer to the field 
point. The distance Ti equals R cos 0i, and the A"-coordinatc of the source 
isxi-ri cos 9i = R cos 2 0i. Referring to the figure for the explanation of the 
meanings of other symbols and introducing evident approximations for the 
vertical angles, which are small, we have: 

( 2 ) £ = , °0' ^ 00' ^ OQ' GO' 

R Wi lt — x i /il — R cos 2 0i R sin 2 0i ’ 


* The term at the left and the term at the right yield: 



OO f = s sin 2 9 1 


and by analogy: 

(4) PP'=z sin 2 8,. 


Furthermore, 00'/r 1 -a — P'P' , /i- il whence, remembering that ri = R cr, 
and ri=R cos 0 2 , and employing equation (3): ( 



P'P"= r - ()()’ = 

n 


COS 0 2 
COS 01 


(z sin 2 0i) 


* 


i 


> 

4 


f 

By equations (1), (4), and (5) the half-length of the spectrum line 



L=z sin 2 02+ C<>8 f 2 sin 2 0i . 

cos 0i 


This is our desired result, applying when a point source of light i ^ 
to be noted that the length of the spectrum line is independent ^ 1C rat * us 
of curvature of the grating.* 

4 

Curves giving the length of the spectrum line as a function of, c.g., e angle of inw 
aence, have recently been published by 0. H. Dieke, JOS A, 23, 274, 
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Let us now suppose that instead of using a point source of light we use a 
vertical slit which extends a distance s above the Rowland circle and an 
equal distance s below this circle, that is, s is the half-length of the slit. A 
point source at the bottom of the slit will give rise to a vertical-line image of 
which the center will lie at a height sr 2 /rx above the Rowland circle. Ac¬ 
cordingly, when a slit is used, the half-length of the spectrum line is in¬ 
creased by the amount sr./ri = s cos 0 2 /cos 8 1 . Denoting the half-length of 
the spectrum line when a slit is used by L„, we have: 



b~z sin- M-——j 

cos 6 ] 


i 


cos 6 1 


When z represents the half-length of the ruled lines of the grating, then 
L in equation (6) represents the half-length of the spectrum line. Alterna¬ 
tively, when z represents the full length of the ruled lines, then L represents 
the full length of the spectrum line. Similar conclusions apply to equation 
(7), where, however, in addition $ must in the latter case be interpreted as 
representing the full length of the slit. 

We may consider L 8 in equation (7) to be made up of two parts, the first 
part represented by the first term on the right, arising from astigmatism, 
and the second part represented by the second term, arising from slit length. 
If all of the intensity originally lost due to astigmatism is to be regained, 
then the second term must be at least equal to the first term; see again 
k chapter 6, section 27, especially the discussion apropos of Figure 136. With 
Vhis principle as a basis, the length of slit which is necessary to regain all of 
' lie lost intensity may be readily calculated. The use of a still longer slit 
\iuld add nothing further to the intensity. When, on the other hand, it is 
-xt feasible to use a slit which is sufficiently long to regain all of the lost 
i^nsity, then, introducing the value of the maximum slit length which it is 

_f ^ble to use, we may, according to the same principles, calculate how 

*a length of the ruled lines is effective. The portions of the ruled lines 
whi He above and below this central effective portion contribute nothing 
furt^to the intensity. 

' . ,, ^ 'all now consider the astigmatism proper, as given by equation (6), 
°^Vportant special cases: 

\ »■ the field point lies at the center of curvature .—The angle of dif- 
: now equals zero and the grating law becomes m\ = a sin 0i ana 


:.n 




-fra ■ 
thus 

(8) 


Tu 


. - . - ---- r-1-- ~— ' 

^\m\/a and cos 0i = V 1 — (m 2 \ 2 /a 2 ). Equation (6) thus becomes: 




L' = 


2m 2 X 2 


m 2 X 2 

a 2 


a 2 y 1 
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From this equation we may calculate the astigmatism which obtains in a 
spectrum photographed in the vicinity of the center of curvature, as in the 
Rowland mounting or the Abney mounting (see sections on concave-grating 
mountings, chap. 6, secs. 28 ff.). The foregoing equation is in a form which 
is convenient for comparing the astigmatism which obtains in a given wave¬ 
length and spectral order, when the Rowland or Abney mounting is used, 
with that which obtains when some other form of mounting is used. Such a 
comparison will be made presently. 

2. When the field point coincides with the source .—We now have 0i=0 2 
and the grating law becomes mX = 2 a sin 6 \. Substituting in equation (6) 
for sin Si and sin 82 the value m\/ 2 a, we have: 



L 202 "* 


When the Eagle mounting is used the spectrum is photographed in the 
vicinity of the source and we may use the foregoing equation to calculate 
the astigmatism. 

The right-hand side of equation (8) is always more than twice as great 
as the right-hand side of equation (9), consequently the astigmatism is more 
than twice as great, for a given wave-length and spectral order, when the 
Rowland or Abney mounting is used than when the Eagle mounting is used. 
Consequently, the Eagle mounting has a decided advantage in regard to 
intensity when it is not feasible to use a slit of sufficient length to regain all 
of the intensity lost due to astigmatism, as is so often the case. 


In conclusion we shall evaluate the distance from the center of the grat¬ 
ing to the point where a vertical fan of rays diffracted by a central vertical 
strip of the grating is brought to a focus. This distance will be denoted by 
r 2 - We shall consider two cases: 

Case A . When the source (a point source) occupies a general position on 
the Rowland circle: Referring to the 
upper portion of Figure 270, let us sup¬ 
pose that the line GP , extended, in¬ 
tersects the line CD at D; then GD = 

R/cos 0 2 . Now take a vertical section 
through G , P, and D, as represented 
in Figure 271. The plane of this figure 
intersects the plane erected at JH , 

perpendicular to the ruled lines,' along the line MD , and D is 
where this intersection meets the XF-plane. Denote the angle 



Fig. 271 
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makes with the X 7-plane by fa, and the angle which the diffracted 
ray makes with the X E-plane by fa', then: 


Now: 


-,—fa=fa — a 

*2 



_ 2 _2 COS 02 

R ’ 


and invoking Figure 270 and equation (3): 


00 ' _z sin 2 0i 
ri R cos 0i ‘ 


Therefore, finally: 


( 10 ) 


t _ 


R 


ri* 


<f) 2 —a z cos 02 3 sin 2 0i cos 0i cos 02 — sin 2 0i 




iZ cos 0i 


This is the desired expression for the distance from the grating to the point 
at which the vertical diffracted fan comes to a focus, or, what amounts to 
the same, it is the distance from the grating to the horizontal focal line 
which is formed in a given wave-length and spectral order. 

Case B . When the source (again a point source) lies in the .XT-plane at 
infinity , in a general direction: The incident rays are parallel and horizontal 
This case is realized in practice by placing the source at a finite distance and 
collimating the incident beam by means of a lens or mirror. Designate the 
angle of incidence by 0i. We shall consider only the special case in which the 
angle of diffraction, 0 2 , equals zero, that is, when the field point lies on the 
normal to the grating—on the X-axis. Referring to Figure 272, which is 
drawn in the XZ-plane, the field point in question is Q, and C is the center 
of curvature of the grating. The beam is incident horizontally at an angle 0i 
with the plane of our figure. The ray which is incident at M makes an 
angle a with the plane MC. The ray diffracted at M leaves at this same 
jkigle a below the plane MC and meets the X-axis at Q, which lies at the 
* tance r f 2 from the grating. Denote the angle made by the diffracted ray 
the X-axis by /3 2 . Now z/r f 2 =/3 2 = a+<£, or: 
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The angle a remains to be evaluated. Consider a vertical plane taken 
through the center of the grating in the direction of the source. This plane 
intersects our plane MC and this intersection makes an angle with the XY- 
plane which we shall call </>i. Since the incident ray lies above the .XT-plane 
and is parallel to it, this ray makes the same angle <£i with the plane MC. 




-/"i — 


Fig. 272 



Therefore, a = <t >i and, moreover, 4 >i = <t> cos 6 i=^(z/R) cos 0i. Hence a= 
(z/R)' cos 0i and substituting this value in equation (11): 




z 


z n L 2 
^ cos 01 +^ 


R 

COS 01+1 ' 


This is the deshed evaluation of r' 2 when the incident beam is parallel and 
the diffracted vertical fan is the one which is diffracted at an angle 02 = 0, 
or along the normal to the grating. Now it will be shown presently that this 
value of r 2} or the distance at which a diffracted vertical fan comes to a 
focus, is equal to the distance ?*2 at which a diffracted horizontal fan comes 
to a focus under the same condition of incidence and for the same urigle of 
diffraction 02=0. The field point at which a horizontal fan comes to a focus 
we have previously designated by P , and this is the point at which the 
spectral image is observed or photographed. Thus, in the present case the 
points P and Q coincide, or, in other words, a point source of light gives rise 
to a point image—there is no astigmatism—the concave grating in this case 
yields stigmatic spectral images. Practically speaking, the spectrum i^ 
stigmatic over an appreciable range on either side of the normal and it j 
within this range that the spectrum is photographed when the so-call/ 
stigmatic mounting of the concave grating is used (see chap. 6, sec. 

It remains to prove the fact stated above that in the case under con^JpT^ 
tion t 2 *=t 2 . This follows immediately from the general focal relat & 
veloped in chapter 6, section 26, in particular from equation (19). DiY*J|' 
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both the numerator and the denominator of this equation by n and then 
place ri=oo and cos 02 = 1. Then r 2 =R/{ cos 0i+l)=r£. 

The treatments of the astigmatism of the concave grating which have 
come to the author’s notice are as follows: C. Runge, in Ivayser’s Hanib, 
der Spekt., 1, 460; Runge and Mannkopf, Zeit. f. Phys., 45, 13, 1927; J. L. 
Sirks, Astron. and Astrophys., 13, 863, 1894; A. Eagle, Astrophys. Jour., 31, 
121,1910, in particular pp. 130 ff.; and S. A. Mitchell, Johns Hopkins Unit. 
Circulars, 17, 56,1898; the last is marred by typographical errors and other 
faults. 

Since writing the foregoing, an article by G. H. Dieke has appeared (see 
JOS A, 23, 274, 1933). 



APPENDIX F 

ROWLAND GHOSTS 
('Continuation of Chap. 6, Sec . 37 ) 

We shall begin by showing that when the periodic error is a pure simple 
harmonic one having the period of the screw, the ghosts of the third order 
will vanish. Our previous Figure 151 is here repeated as Figure 273. The 
vector A' is for a groove of the actual grating, the vector A is for the same 
groove of the ideal grating, and v is the effect of the error of position of the 
groove. Small vectors such as v are to be erected perpendicularly along the 




Fig. 273 Fig. 274 

vibration polygon. When the polygon makes three convolutions per turn 
of the screw, the small vectors v, much exaggerated in length for purposes 
of representation, will appear as shown in Figure 274. Our problem is to 
show that the sum of these perpendicular vectors is zero. Let us consider 
in turn the sum of the vertical components and the sum of the horizontal - 
components. 

That the sum of the vertical components is zero follows from symmetry 
considerations, as is evident from Figure 274. For every vector pointing 
upward at a certain angle there is a vector of equal length pointing down¬ 
ward at the same angle. The fact can also be proved by steps analogous fro 
those which we shall carry through in detail for the horizontal expo¬ 
nents. 
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In regard to the horizontal components: Referring to Figure 275, the 
horizontal component of any small vector v is: 

(1) v h = v sin t, 

where ^ is the angle which the tangent to the vibration curve for the ideal 
grating makes with the horizontal. If the error is simple harmonic, the value 
of v will be given by the equation: 

(2) fl = fl 0 sin <j>, 

where y 0> a constant, is the maximum length which any of the small vectors 
v may have and this is directly proportional to the amplitude of the error of 

position of the grooves, and is the angle through 
which the spacing head of the ruling machine had 
rotated when ruling the line in question, this angle 
being measured from the position where the lines of the 
actual grating are correctly located. If there are 
N lines ruled per turn of the spacing head, we have 
<t> = 2ir(v/N), where v is the running number of the line in question, counted 
from the same zero from which <t> is measured. Now, when we have three 
convolutions of the vibration polygon per turn of the screw, the value 
of ^ for the groove of number v is 3(2irv/N ). In other words, $ = 3<£. The 
sum of the horizontal components of the small vectors is therefore according 
to equations (1) and (2): 




0=67r 


4 > =2 tt 


sin \p = v 0 ^^sin <j> sin 3</>. 

\p =o 0=0 


The number of lines ruled per turn of the screw is large, and under this cir¬ 
cumstance the foregoing summation will be equal to zero. This follows from 

T2t r 

the fact that the corresponding integral, namely, sin sin 3 <j> d(j>, is 



^ o 


C2v 


t equal to zero. This integral is a special case of the integral sin j<j> sin 




dcj), where j and k are integers. This integral is zero whenever j differs 
1 ' Dm fc, as it does in the present case. * Accordingly, we may conclude that 


\ e We have sin j<f> sin hf>= cos (j+k)<f>+i cos The first term integrated 

fi ^0 to 2ir is zero at both limits in any case, i.e., both when,/ equals k and when it differs 
fro. \ The second term is zero at both limits only when j differs from k. 

* C2 IT 

W j equals k } cos (j— fc)<£ = l, and hence £ cos ( j—k)<t>d<f> = ir . 

. j o 




ROWLAND GHOSTS 


445 


the sum of the horizontal components of the small vectors is zero, and hence 
the third-order ghosts vanish. 

It may be shown in the same way that the ghosts of all orders higher than 
the first will vanish when the error is simple harmonic. 

We shall now derive an equation for the intensity of the first-order ghosts: 
If the periodic error is simple harmonic with the period of the screw—that 
is, with a period of N lines—the error of position e , measured as a fraction of 
a centimeter or inch, of the line of running number v will be: 

(4) e = b sin <j>~b sin -~ , 


where b is a constant—the amplitude of the error. The disturbance con¬ 
tributed by the line v arrives, in the spectrum of order m, with an error of 
phase angle of 2irm(e/a)j where a is the grating space. The angle in ques¬ 
tion is the one between the vectors A and A f (Fig. 273). When this angle is 
small we may write: 



0 e v 
2wm -=~r 
a A 


2tt mA 

or v— - e . 

a 


The intensity of the first-order ghosts, in the spectrum of order m, is 
(n'msi) 2 , where as before n' is the number of turns of the screw involved in 
ruling the grating and Si is the error of closure for one convolution of the 
vibration polygon when it makes one convolution for each turn of the screw, 
in the first-order spectrum. We must evaluate Si in suitable terms. In the 
first-order spectrum, \p is equal to <£, hence: 





$= 2ir 


Si= sin sin <j> . 

^=0 <f >=o 


We now substitute the value of v from equation (5), remembering that m= 1, 
since Si is for the first-order spectrum. We then in turn substitute the value 
of e from equation (4). Thus: 

2irA ■ , 27rAo^ . 2 

(7) Si=—— sin <j>= 2^ sut ^ • 

0 o 

The increment of angle of rotation of the screw, between ruling success^ 
lines, is A</> =2t/N, or (N/2ir)A<t> =1. We may thus multiply the right-bajEit 
side of the foregoing equation, outside of the summation sign by N/ 2ir^nd 
inside of it by without destroying the equality, and, since the numb": .f 







446 


APPENDIX F 


lines ruled per turn of the screw is large, we may express the summation as 
an integral. Hence: 



NAb 



2t 

^%in 2 <j> A<j) 
o 


f 2ir 

i sin 2 6 d6 
“ Jo 



The value of the integral is t, as shown in the previous footnote. Hence: 



wNAb 


Therefore the intensity of the ghosts in the spectrum of order m becomes: 



I g = (n'msi) 2 = 


f n'm 7 r NAb N 2 
^ a ) 


Now (n / NA) 2 —(nA) 2 = I Pj the intensity which the parent-line would have 
if the grating were an ideal one. Actually the intensity of the parent-line 
will differ only inappreciably from this. Therefore equation ( 10 ) becomes: 



Wp 


1 irmb N 2 
v a i 


This is the desired expression for the intensity of the first-order ghosts 
The intensity increases with the square of the amplitude of the error. 

If the error is not simple harmonic we may express it as a Fourier series; 
that is, we may write for the error of position of any ruled line: 

( 12 ) e = b sin <£+c sin 2 <j>+d sin 30 + • • • •, 

where as before (t> = 2wv/N . If we introduce this value of e into equation (7) 
and then proceed in the same manner as previously, we will again arrive at 
■ equation ( 11 ) for the intensity of the first-order ghosts, because the new 
% terms for e, as given by equation ( 12 ), give rise to definite integrals of which 
\ the value taken between the limits 0 and 2w is equal to zero. Hence the 
ynew terms drop out. 

\ The intensities of the second- and third-order ghosts may be shown to be 
* spectively: 

+mc N 2 

/ ’ 

2 
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That is, the intensity of the ghost of each order is determined by the 
amplitude of the corresponding term of the Fourier series, equation (12). 
Thus the intensities of the ghosts provide an analysis of the nature of the 

periodic error. 

We sh a -H now show that the periodic displacement of any line from its 
correct position should not exceed a maximum value of about a/100: The 
intensity of the ghosts should not be more than 2 or 3 per cent, in the highest 
spectral order which is to be used. For the sake of definiteness, suppose the 
ghosts may have an intensity of 2.5 per cent in the fifth order, which means 
that in the first order they may have an intensity of only one-twenty-fifth 
of this, or one-one-thousandth. Applying equation (11), which is for the 
first-order ghosts, we have: 


, _ I t _ T 2 

lu ~mo '\a, ■ 

Taking tt 2 equal to 10, this yields b = a/100. In the same way equations 
(13) lead to c=a/100 and d = a/100. If we allowed an error twice as great 
as this, the ghosts would be four times as intense and would be troublesome, 
especially in the higher spectral orders. The fundamental component of the 
error usually dominates, and hence aj 100 will be, practically, about the 
upper limit for the permissible maximum error of position. 

The value a/100 allows for a grating of 20,000 lines per inch, only one- 
two-millionth inch as the maximum error of position. Moreover, the maxi¬ 
mum error is an accumulated error. It is the error which accumulates dur¬ 
ing one-quarter of a turn of the screw, in ruling 250 lines—and it must not 
exceed one-two-millionth inch! 

The amount Aa, by which any one grating space differs from the correct 
spacing a, is much smaller still. This is obtained by differentiating the error 
of position e with reference to the line number, v. Supposing that the error 
is simple harmonic, we have by equation (4): 



d<j> 2 %b 
* dv = N 


COS </> 


and for the maximum permitted value of Aa: 



( Aa)max “ 


2 irb 

N * 
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When N = 1000 and a = 1/20,000 inch, this yields 


" 100_ a 1 . , 

lAaW- 100 Q 16 000 320,000,000 m 

That is, the grating space must not be permitted to vary periodically , with 
the period of the screw, by much more than this amount, and even this 
amount of variation can be readily detected by the resulting ghosts. It is 
thus not surprising that the effects of periodic error cannot be gotten rid of. 

Corresponding to the terms c sin 2<j>, d sin 30, etc., of equation (12), the 
values of (Aa) m ax, are 2a/16,000, 3a/16,000, etc. That is, the permitted 
values are greater. But since b is as a rule decidedly greater than c, d, etc., 
these larger permitted values for the harmonics are less likely to be reached 
than is the value (Aa)max = a/16,000 for the fundamental, and thus a/16,000 
is, practically, the upper limit for the permitted periodic variation of the 
grating space, for a grating of 20,000 lines per inch. 



APPENDIX G 

THE DIFFRACTION OF X-RAYS 

(Continuation of Chap. 8) 

Intercept ratios and Miller indices .—Every complete set of net planes of a 
primary lattice includes all of the points of the lattice—no point is omitted; 
this follows because all points of the lattice are alike and have neighbors in 
the same relative positions, and all points must play similar r61es in the 
lattice. 

While intercept ratios are sometimes designated by fractions, for ex¬ 
ample, #: 1: — 8, the middle number being then always taken as unity, it 
is more common practice to express them by integers, thus 10:15: -9 — 
and it is always possible to express them by integers. A given plane of a 
parallel set does not necessarily intersect each of the co-ordinate axes at an 
integral number of times the lattice constant, but some plane of the set of 
necessity does so. In fact, for one plane of the set, the intercepts, each ex¬ 
pressed in terms of the corresponding lattice constant, will be numbers 
which are prime to each other; another plane will make double these inter¬ 
cepts; a third plane will make three times these intercepts, etc. The planes 
in question are not usually consecutive planes of the set, however. 

Since the intercept ratios of any crystal plane are always expressible by 
integers and the Miller indices are related to the intercept ratios by the 
reciprocal relation explained in chapter 8, section 4, the Miller indices will 
also be expressible by integers. For planes having physical importance the 
indices are small integers, that is, they are “simple.” The same is true of the 
numbers giving the intercept ratios; however, an infinite intercept, denoting 
parallelism to a corresponding co-ordinate axis, must also be regarded as 
simple. The net planes of all sets for which the indices involve large integers 
lie close together, as will appear later. These planes are sparsely occupied 
by lattice points and are unimportant physically, for reasons which were 
explained in chapter 8, section 5. The fact that the Miller indices of planes 
having physical importance are expressible by small integers is called “the 
law of rational indices. ’ ’ This law was discovered as the result of a multitude 
of measurements upon crystal faces, made many years before t_ie discover*, 
of the diffraction of X-rays by crystals, and the conception c “ wspsm 
lattice arose also many years before the discovery of X-n y ^jrractioz^«^s 
the simplest means of interpreting the law of rational m-- , ^ t ' 

If p, q, and r are the integers which represent the int-'' J 
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of net planes of a cubic crystal having a lattice constant a, one of these 
planes makes intercepts upon the co-ordinate axes equal to pa, qa, and ra¬ 
the equation of this plane is: 



pa~ga~ra 



By putting the left side of this equation equal to zero, we obtain the equa¬ 
tion of a parallel plane through the origin. In the resulting equation the co¬ 
efficients of x, y, and z may be multiplied or divided by any common factor. 
Let us multiply by pqra. Thus, for the parallel plane through the origin: 

(2) qr>x+rp*y+pq*z = 0 . 


The Miller indices are defined by the equations: 



h=? r -, 

m 




where m is the greatest common divisor of the products qr, rp , and pq. 
Hence the equation of a plane through the origin in terms of its Miller 
indices is: 

(4) hx+ky+lz = 0. 


The direction cosines of a normal to this plane are: 



h k l 

VhF+k*+P ’ Vh 2 +k 2 +P ’ Vh?+k 2 +l* ’ 


and a normal erected at the origin passes through the lattice point having 
co-ordinates (ha, ka, la ). This is the first lattice point through which the 
normal passes. It passes also through the lattice points having co-ordinates 
(2 ha, 2ka, 2la ), (3 ha, 3 ka, 3 la), etc. 

Distance between planes, in terms of indices .—The minimal or perpendicu¬ 
lar distance between the successive net planes of a given set may be ex¬ 
pressed as a function of the lattice constant a, and of the Miller indices 
k l ) of the set of planes in question. This distance is the one for which the 
pbol D was used in giving Bragg’s law, equation (3) of chapter 8. This 
s 3^ol will be retained to denote the distance in question. The normal to 
^h% anes, erected at the origin, passes through the lattice point having co- 
ord%^es (ha, ka, la). Figures 276 and 277 represent the set of net planes 
havi^indices h=* 3, fc = 2, and Z = — 2. Figure 276 shows the traces of the 
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planes in the XF-planc; the pianos themselves are not perpendicular to the 
17-plane. However, their intercepts on the X- and F-axes are in the ratio 
of the reciprocals of the first two of the Miller indices. Thus (1 fh) /(I /k) = 
(l/3)/(l/2) = 2/3. Passing a plane through P 3 and the Z-axis we obtain 
Figure 277. This plane in which Figure 277 is drawn contains the 
normal to the net planes through the origin, ON, which passes through 


Y 



* 

Fi«. 276 



z 

Fig. 277 


the lattice point N. The distance from the ori gin to th e first lattice 
point, N, through which the normal passes, is aVh 2 +k 2 +l 2 —because the 
co-ordinates of N are (ha, ka, la), as above pointed out. It will presently 
be shown that there are net planes to the number of (7i 2 +/c 2 -H 2 ) intercept¬ 
ing the length a\ // hF+k 1J \-'P along the normal; the minimal distance be¬ 
tween successive planes accordingly is: 


( 6 ) 


D- 


aVW+W+V 


a 


A*+fc*+P VW+W+l 2 


The number of net planes (/t 2 +fc 2 -H 2 ) is arrived at as follows: There are 
h of these planes cutting every line segment of length a parallel to the X- 
axis; this may be understood from Figure 276, for there are h= 3 net planes 
corresponding to the distance OPi=a. Corresponding to the distance OP: 
ha=Za, there are consequently ft 2 =3 2 net planes. Similarly, there are 
planes cutting every line segment of length a parallel to the F-axis. o 
sponding to the distance PiP 3 =ka=2a, there are fc 2 =2 2 net planes. 1. 
are l net planes cutting every line segment of length a parallel to the -& 
and, corresponding to the distance PzN (Fig. 277), there are - ( -) 
planes. The total number of net planes corresponding to t e s ancej 
is therefore 3 2 +2 2 -)-2 2 =17 in the illustration, or in the general casej 

as above stated. 




452 


APPENDIX G 


The Laue equations .—The Laue equations for the special case when the 
beam is incident along the positive Z-axis of a simple cubic lattice were de¬ 
rived in chapter 8 , section 17. We shall now derive corresponding equations 
for the more general case in which the beam has any direction of incidence 
whatever. 

Denote the direction angles of the incident beam by ao, (3q } and 70 , and the 
direction angles of the diffracted beam by a, 0, and 7. Suppose in Figure 
278 the circles represent a row of particles along one of the axes of co¬ 
ordinates—the X-axis, for example. The 
condition that disturbances from these 
particles shall reinforce each other is: 

( 7 ) < 5 ~< 5 o = a cos a —a cos a 0 = m a: X . 

The direction of diffraction generates a 
circular cone of angle a about the X-axis. 
The lower portion of the diagram is to be 
rotated about the row of particles as axis, 
the two halves of the diagram not being 
in general co-planar. The state of affairs is much the same as when the 
beam is incident along the Z-axis, but the angle of the cone will be differ¬ 
ent, and the cones for corresponding positive and negative orders will no 
longer be mirror images of each other in the FZ-plane. The previous state 
of symmetry has disappeared. 

For rows of scattering particles along the F- and Z-axes, figures similar 
to Figure 278 may be drawn and equations similar to equation (7) may be 
arrived at. The Z-axis no longer bears any especial distinction. The three 
fundamental equations thus become: 

' m x \ = a (cos a— cos a 0 ), 

( 8 ) < m^X — a (cos 0 —cos /3 0 ) , 

, m z \ = a (cos 7 —cos 70) . 



In order that a principal maximum of diffraction may exist, the three cones 
.about the three axes must all intersect in one line. For the direction of inci¬ 
dence the following equation applies: 

: \ COS 2 ao+cos 2 ftj+COS 2 7o=l . 

f' 


-^G^-he direction of diffraction the corresponding equation holds. By form- 
values of cos a, cos /3, and cos 7 from equations ( 8 ), and squaring 
&ud ^|ling these values, one finds an expression for the wave-length. This 
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expression is related to the one previously found in chapter 8 , equation (7), 
but is more general, applying for any direction of incidence. The expression 

is: 

0 m x cos ap-fm,, cos fto+w, cos 70 
^ ~ 0 ml+ml+ml 


Equivalence of Bragg’s and Lane’s theories .—Denote by 6 the angle made 
by the incident beam i (Fig. 279) with the plane OB which bisects the angle 
between the incident beam and the diffracted beam 

m 

d and passes through the lattice point 0 . The angle 2 

between i and d is 20 , and by a familiar geometric 
relation: 

( 11 ) cos 20 =cos a cos a 0 +cos p cos po 

+cos y cos 70 ■ 

By squaring and adding equations ( 8 ): 

(12) (ml+ml+ml) X 2 = a 2 [(cos a — cos ao) 2 

+ (C0S P~ COS jffo) 2 +(cos 7“ COS 7o) 2 ] • 

Making use of equation (9) and the similar equation (5) of chapter 8 and 

also of equation ( 11 ), we have: 

» 

(13) (m|+mJ+m*)X 2 =2a s (l-cos29)=4a s sin s e. , 



Extracting the square root: 


(14) Vml+ml+ml - X = 2a sin 0. 

If m x , rriy , and m x have a common divisor m, we may write. 

(15) m z - mM x 


and equation (14) becomes: 

(16) 

The numbers M m M v , and M, are integer which ha-. ^ 
divisor, or are prime to one another. It will now. es o "" 
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Miller indices of a set of net planes which bisect the angle between the inci¬ 
dent and diffracted beams: Referring to Figure 280, OB is the bisecting 
plane which passes through the lattice point 0 lying at the origin of co¬ 
ordinates. Let e denote another point in the plane OB. The broken lines 

ab and cd represent wave fronts in the inci¬ 
dent and diffracted beams, respectively. 
The lengths of the optical paths aOc and 
bed are equal since OB is a bisecting plane. 
Conversely, when various paths between 
two wave fronts by way of a plane are all 
equal, this equality of paths insures that the 
plane bisects the angle between the incident 
and diffracted beams. Denote the length 
of the path aOc by A. Then the length of 
path between the wave fronts ab and cd 
by way of the nth lattice point on the posi¬ 
tive X-axis (not shown in the figure) is: 
A -n-m x \ for in considering the individual lattice particles along the 
X-axis in succession the length of optical path by way of these particles is 
each time shortened by m x \ or mM x \. Now let us take n=M v M z . Then: 

(17) A—n ■ m x \ = A — (M y M z ) mM x \ == A'. 

Similarly, the length of path between the same wave fronts ab and cd by 
way of the n'th lattice point on the F-axis, when n f — M Z M X is A -(M Z M X )- 
mikf 1/ X = A'. By way of the n" th lattice point on the Z-axis, when n" = 
M x M y , the length of path is A — (M x M v )mM z \= A'. It is thus possible to 
find three lattice points, one on each of the three axes of co-ordinates, by 
way of which the length of the optical path between the wave fronts ab 
and cd is the same, being equal in each case to A— mM x M y M z \ = A'. These 
three lattice points determine a plane which bisects the angle between the 
incident and diffracted beams. The plane must be occupied by other lattice 
points arrayed as shown in chapter 8, Figure 197, and must be a net plane. 
Furthermore, it may now be seen that OB must be a net plane, for 
it is parallel to the aforementioned plane, and, having one lattice point 
jon it, must be occupied by other lattice points in regular array. The two 
anes belong to a parallel set of net planes which bisect the angle between 
K incident and diffracted beams, and the planes of this set may hence be 
re rded as “reflecting” planes. Their intercept ratios are n:n':n"= 

: M Z M X : M x M y and their Miller indices are in the ratio of the recip¬ 
rocal of the intercept ratios and are therefore (M x , M y , M z ). Introducing 



$ 
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these values of the indices into equation (6), we have for the minimal sepa . 
ration between successive net planes: 

(18) D=-r . - 

VM%+M 3 v +Ml 

Thus equation (16) becomes: 

(19) m\ — 2 D sin 6. 

This will be recognized as Bragg’s law. It has been deduced from the Laue 
equations. It is seen that m , the greatest common divisor of m x , nty, and 
represents the spectral order in the Bragg theory. The numbers m XJ m yj 
and m ZJ cleared of their common divisor, yield M x , M V} M Z} and (M x , 
M V) M z ) prove to be the Miller indices of a set of net planes which may be 
regarded as “reflecting” planes. The equivalence of the Bragg theory and 
the Laue theory is thus established. 
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THE REFRACTION OF ELECTRON WAVES 


0 Continuation of Chap. 9 , Secs. 9 and 10) 


We shall first deduce the directions of those Laue X-ray beams which are 
diffracted backward and fall into an A-azimuth of the nickel crystal, when 
the beam is incident normally. (These are also the directions of the cor¬ 
responding electron beams within the crystal.) 

Referring to Figure 281, consider the plane of the figure to be that of an 
A-azimuth (and 5-azimuth). Let the small circles each represent the pro- 


2 



o o o T> *— 



Fig. 281.—Reflecting net planes 


jection of a row of atoms into this plane. 
The orientation and separation of the 
reflecting net planes which give rise to 
the beams previously referred to as A, 
B , C, etc., are indicated in the present 
figure by the pairs of broken lines A, 
Bj C , etc., respectively. Denote the 
angles which these reflecting net planes 
make with the horizontal by , f 0', 
etc. These angles may be comput¬ 
ed from the geometry of the crystal, 
for example, tan = $/(16/3)a= 
2.03/(16/3) X2.15 = .177, or |0i = lO°. 
The colatitude angles of the X-ray 
beams are then 0^, 0^, etc. Computing 
in this manner, one obtains the data 
given in Table X. The values of sin 0' of 


this table are the values of the abscissae for the X-ray beams of Figure 240 
of chapter 9. The manner of evaluating these abscissae was there left to be 
explained later. Having now determined the abscissae, the values of the 
ordinates follow at once from the plane-grating relation. Or the ordinates 
may be deduced from Bragg’s law after computing the separation of the net 
planes of each set, A, 5, etc., from the geometry of the crystal; but this is 
more cumbersome. 


Let us now see why the electron beams, when plotted as in Figure 240 of 
chapter 9, fall upon the same straight fine through the origin as the X-ray 
beams: Referring to Figure 282, let the electron beam be incident from 
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above and let the solid circles each represent a row of atoms projected into 
a vertical plane which contains an A-azimuth. Consider the scattering of 
successive incident wave fronts by atoms of the second layer. This scatter¬ 
ing will give rise to Huygens wavelets, and if the wave-length of the inci¬ 
dent beam is the appropriate one, it 
will give rise to a Laue beam within 
the crystal which has the direction 
of the arrow D z . Now the corre¬ 
sponding X-ray beam would have 
this same direction D x and would 
continue in this direction after leav¬ 
ing the crystal, but for an electron 
beam the wave-length changes as 
the electrons pass into or out of the crystal, and, accordingly, the orthog- 
onals to the wave fronts, the “rays,” for the emerging beam, will be 
curved near the crystal surface, as illus¬ 
trated. However, at some distance from 
the crystal the rays will again be straight 
and will have a direction D e which makes 
an angle 0 with the normal to the crystal 
surface such that sin 0 = X/a, for the first 
order (m = 1). Accordingly, even though 
refraction occurs, the plane-grating rela¬ 
tion is satisfied and the electron beam 
falls on the same straight line through 
the origin as the X-ray beam. Thus, tak¬ 
ing account of various spectral orders, m, 
we have: 

n x sin 0 m sin 0' 

Fig. 282 

The more general expression for Bragg's law, referred to in section 10 of 
chapter 9, which takes into account an index differing markedly from unity, 
will now be derived: 

In Figure 283 let the arrow i, on the left, represent the incident beam, 
and let the broken line represent a wave front. In the lower part of the 
figure the first two layers of atoms of the crystal are represented by circles. 
The location of the atoms within these layers is really immaterial for our 
present purpose. A disturbance traveling to the second layer traverses a 
linear distance 2 c within the crystal or an optical path 2 p.c within it. The 



TABLE X 




6' 

Bin 6 f 

Ax . ■ ■ 


20!0 

.342 

Bx . 

■ ■ ■ ■ ■ • 

24 5 

.415 

Cx . 

■ • « ■ • . 

31 6 

524 

Dx . 

. . 

44.0 

.695 

Ex . 

. 

70.5 

.943 
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incident wave front will be reflected by the first layer of atoms to an 
instantaneous position Wi f and by the second layer to W 2 . The retardation 
of W 2 relative to Wi, expressed in length of optical path, is: 



' 5 = 2jLLC—a 


2/jlD 
cos 0' 


—2 b sin 0 . 


But 6 = D tan 0' and sin 0 = /x sin 0', hence we arrive at the following equa¬ 
tion, which is well known in the treatment of optical interference due to a 
plane-parallel plate, namely: 

(3) 8= (1-sin 2 6') = 2»Dcos8'. 

cos 0 


The disturbance from the third layer of atoms is retarded by an equal 
amount with reference to that from the second layer, etc. In order to have 


VVn 
/ \ 




Fig. 283.—Bragg reflection of electron waves 


constructive interference the path difference 8 must equal a whole number 
of wave-lengths, m\. Moreover, we may write 


whence: 


or: 


ri • 0 am \ sin 2 0" * 
= [1 — sin 2 0']* = 1-5— 

a. 


h — m\ — 2fiD cos 0' = 2/i D 1 — 


sin 2 0” * 


(4) 


m\=2D [jLt 2 —sin 2 0]*, 
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which is the desired more general expression of Bragg’s law and reduces to 
the law in its simple form when m = 1- (The symbol 0 here represents the 
angle of incidence, and not the glancing angle, whereas the law in its simple 
form is usually given in terms of the glancing angle.) 

For X-rays Bragg’s law can be used for determining wave-lengths. For 
electron waves the modified expression, equation (4), cannot be so used, for 
it involves m, which is itself a function of the wave-length. The expression is 
useful, however, for other purposes. We have learned that electron wave¬ 
lengths are correctly given by the De Broglie relation, in particular by the 
equation X = 12.25/7*. Inserting this value of X in equation (4) and ex¬ 
pressing the result in terms of m as the unknown: 

. v "150m 2 . ~ * 

(5) M— 47£)2+ sm ^ 


From this equation the index of refraction can be calculated in terms of the 
bombarding potential, and also, by invoking equation (13) of chapter 9, 
evaluations of the inner potential can be made. These values, however, do 
not all turn out to be equal, and this fact reveals the insufficiency of the 
simple conception of the cause of the refraction of electron waves. 


Finally, we shall show how the positions of the arrows in Figure 241 of 
chapter 9 were arrived at. The reader will recall that these positions indi¬ 
cate the bombarding potentials at which the beams would have developed 
if there had been no refraction. In the nickel crystal the distance D be- 

o 

tween successive layers of atoms parallel to a (111) face is 2.03 A, and in the 
experiments in question 6 was made equal to 10°. Hence applying Bragg’s 
law in its simple form and then inserting for X its equal 12.25/7*, we have: 


m\ = 2 D cos 0=2X2.O3Xcos 10° , 
12.25 


m- 


7* 


=2X2.03X.985, 


or 


Vi = 


12.25 


2 X2.03 X.985 


rzr—771 — 3.06m . 


Accordingly, the arrows occupy the positions 7* =3.06; 2X3.06; 3X3.06, 
etc. 




INDEX 


(The references are to pages; 

Abbe, 211 

theory of microscopic vision, 212 
Aberration, of concave grating, 152,154 n., 
480 

permitted, 193 

Abney mounting of grating, 162, 430 
Abrupt error of ruling, of grating, 191 
Absence of back wave, 266 
Absent spectra, 133 
Absorption spectra, of X-rays, 285 
Accidental error of ruling, 190 

Action, cross-section, of atoms, 395 
of grating, on single pulses, 255 
of prism, on single pulses, 259 

Actual wave front, 85 

Agitation, thermal, of atoms, 291, 296, 299 

Airy, circular aperture, 90, 426, 428 
theory of rainbow, 243 

Alkali atoms, reflection of, 411 

Allison, S. K., 348 n., 351, 358 
notation of, 357 

Amorphous solids, diffraction of X-rays 
by, 359 

Amplitude error, of ruling, 171 
Analysis of crystals, methods of, 310 

Anderson, J. A., elastic deformation of 
ruling machine, 173 
finishing of screw, 130 n. 

Lyman -hosts, 184 
ruling O- gratings, 128, 130 

Andrade, X-ray spectrograph, 308, 338 

An le, Brag -, 331, 339 
g-ancing, ,-94 
of tolerance, 294, 338 

Angular dispersion, of grating, 140 

Aperture, circular, 31, 42, 77 
Airy's treatment, 426 
Fraunhofer pattern, 90 
graphical method, 83 
numerical, 208 
rectangular, 86, 96 
triangular, 107 

Aplanatic surface, 200 

Application, of Huygens’ principle, 266 
of principle of interference, 268 

Arago, 10, 20 
circular disk, 46 


the letter n signifies footnote.) 

Areas of Fresnel zones, 30, 44 
Arkadiew, 77, 81 

Amot, scattering of electrons, 395 n. 

Astigmatism, concave grating, 157, 435 
caused by, curvature of grooves, 170 
error of run, 186 

Asymptotic points, of Cornu spiral, 57 

Atom, diffraction of, 399^411 
effective cross-section of, 395 
electron shells of, 283 
gun, 399 

structure factor, 291, 298 
thermal agitation of, 291, 296, 299 

Atomic spectra, X-ray, 282, 284 
Avogadro’s number, 333 n. 

Axis, zone, 328 

Azimuth, curves, 372 
rotation in, 370 

Babinet, 237 
principle of, 233 

Back wave, absence of, 266 
Backlin, 346, 348 
Badger, laminary grating, 138 n. 

Bailey, action cross-section, 396 
Baily, concave grating, 157 n. 

Bands, of Talbot, 253 
Banerji, colors of mixed plates, 255 n. 

Bar, pattern formed by, 3, 73 
spacing of internal fringes, 75 

Barker, E. F., ruling of gratings, 128 

Barkla, characteristic X-rays, 284 
polarization of X-rays, 231 

Bartholinus, double refraction, 18 

Basu, N., 277 

Beams, electron, -as, 374 
plane- Tat_ng, 373 
space-.attice, 374 

Bearden, X-rays, by grating, 346 
Beets, value of D for calcite, 337 
Berek, on Abbe’s theory, 216 
Bernal, rotation photographs, 313 n. 
Bessel functions, 428 
Bethe, inner or grating potential, 379 
Bmgun jserscheinungm, Die , by Schwerd, 

n:. 
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Biot, 20 

Blood corpuscles, diameter of, 240 
Blue color of sky, 244, 250 
Body-centered lattice, 290 
Bouasse et Carriere, Diffraction, 78, 82, 254 

Bowen, extreme ultra-violet, 168 
optimum width of grating, 170, 434 

Box, Faraday, collector, 369 
Bradley, velocity of light, 22 

Brag ’, W. H., evaluation of D, 336 
extjaction of diffracted beam, 309 

Brag :, W. H. and W. L., crystal analysis, 

ao 

focusing condition, 304 
X-ray spectrometer, 304 

Brag *, W. L., on Kikuchi’s experiment, 
389 

Brag ■, W. L., James, and Bosanquet, 
348 n., 358 

Bragg angle, 331, 339 

Bragg reflection, of electrons, 381, 458 
o_ X-rays, 292 ff. 

Bragg wave-length, 331, 340 

Bragg’s law, 294 
correction of, 329 
generalized form, 458 

Bragg’s view, equivalence to Laue’s, 453 
Brewster, 20, 131 
Bridge, theorems of, 107 
Brockway and Pauling, 394 n. 

Brode, scattering of electrons, 395 n. 
Broese and Saayman, 396 n. 

Bro ;lie, L. de, 364 
pnase waves, 365 
wave-length, 364, 368 

Broglie, M. de, X-ray spectra, 305 
Brougham, 5 n. 

antagonism of, toward Young, 10 
Buchwald, error of ruling, 191 
Buehl and Rupp, electron scattering, 396 
Buisson, mounting of grating, 165 n. 
Burns, mounting of grating, 165 n. 

Cabannes, Rayleigh scattering, 245 n. 
Calcite, value of D of Bragg’s law, 336 - 

Camera, pinhole, 80 
Carrara, X-rays, by grating, 343 
Cartwright, laminary grating, 138 n. 
Cauchois, curved crystal, 306 n. 

Cauchy, Fresnel integrals, 58 n. 
Characteristic X-rays, 284 
Chase, polarization, electron wave, 399 
Chinmayan, 277 


Circle, Rowland, 146 

with curved crystal, 306 

Circular aperture, 31, 42, 77 
Airy’s treatment, 426 
Fraunhofer pattern, 90 
graphical method for, 83 
and irregular obstacle, 51, 232 

Circular obstacle, 45, 80 
graphical method for, 83 

“Cis” form of dichloro-ethylene, 361, 393 
Clark and Amber, 360 n. 

Classification of X-rays, according to 
hardness, 284 
in series, 282 

Coefficient of reflection, 354 

Colatitude, 370 
curves, 372 

Collector, Faraday, 369 
Color of sky, 244, 250 
Colors of mixed plates, 254 
Common spectrometer, 139 
Comparetti, 5 n. 

Compensating for aberration by refocus- 
_ng, 186, 194 

Complementary screens, 233 
Complete wave front, 43, 56 

Compton, A. H., double crystal spectrome¬ 
ter, 348 n., 358 

grating at grazing incidence, 169 
polarization of X-rays, 281 
specular reflection of X-rays, 341 

Compton, Beets, and De Foe, 337 
Compton and Doan, 342 

Concave Tating, 127, 146 
aberrat.on of, 152, 154 n., 4$0 
astigmatism, 157, 435 
for extreme-ultra-violet, 167, 434 
general focal relation, 155 
mountings for, 160 
numerical evaluations for, 152 
optimum width of, 170, 433, 434 
permitted aberration, 153 
permitted width, 433 
for soft X-rays, 170 

Continuous X-ray spectrum, 282 
Contribution from elementary area, 35 
Coolidge, X-ray tube, 301 

Cork, X-ray spectrograph, 309 
X-ray wave-lengths, by grating, 346 

Cornu, 27, 59 

focal peculiarities of gratings, 190 
spiral, 56 ff. 

as vibration curve, 60, 415 
Coronas, atmospheric, 240 
Corpuscles, of blood, diameter, 240 
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Correction of Bragg’s law, 329 
Costa, Smyth, and Compton, 408 n. 

Coster and Veldkamp, 286 n. 

Crested fringes, 3 
Critical angle, for X-rays, 341 
Critique of Fresnel’s theory, 264 
Cross-section, effective, of atoms, 395 
Crossed gratings, 132, 319 
Crystal, analysis, methods of, 310 
curved, spectrograph, 306 
diffraction, of X-rays, 286 ff. 
of electrons, 362 if. 
of atoms, 399 ff. 
liquid, 360 
of nickel, 370 

Crystal, rotation of, 302 
rotation photographs, 311 

Crystal, thin, diffraction of electrons by, 
386 

Crystal plane, 291 
Crystal spectrometer, double, 348 
Crystal structure, 288 
Crystals, range of wave-lengths diffracted 
by, 299 

Cubic lattice, 288 

Curvature of grooves of grating, 170 

Curve, azimuth, 372 
colatitude, 372 

dispersion, for electron waves, 380 
roceinj, 351 
vibrat.on, 38 
voltage, 372 

Curved crystal spectrograph, 306 
Cybotaxis, 359 

Darwin, 309, 310 n., 335, 338 

Datta, on Quetelet’s rings, 244 n. 

Dauvillier, 170 

Davis, B., 348 n., 358 

Davis, H. T., circular aperture, 79 

Davisson and Germer, 362 ff. 

Bra 'g reflection of electrons, 381 

gas beams, 374 n. 

polarization of electron waves, 397 

de Broglie; see Broglie 

Debye, powder spectro Taph, 315 
diffraction of X-rays by gases, 361 

Definition, loss of, 172, 188 
Deflected wave, loss of phase, 229 
Deflection of light, 5 
De Foe, 337 

Deformation, elastic, of ruling machine, 
173 

De la Hire, 47 n. 


Delisle, 5, 12 n., 47 n. 

De lumine, by Grimaldi, 1, 3, 82 
Dempster, 412 

Depth and form of grooves, 125, 144 
Dershem, reflection of X-rays, 344 
Descartes, theory of rainbow, 243 
Development of wave theory of light, 17 
Diagram, vibration, 38 
of Laue spots, 327 

Diameters, of particles, measurement of, 
221, 238 

of stars, measurement of, 216 
Dichloro-ethylene, 361, 393 
Dieke, astigmatism of grating, 437, 442 

Diffracted light and law of extreme path, 
224 

Diffracted wave front, 85 ff., 225 ff. 
Diffracting edge, luminosity of, 46, 222 ff. 
observation close to, 264, 276 

Diffracting system regarded simply as a 
barrier, 14, 264, 270 ff. 

Diffraction by apertures or obstacles of 
various types or by other diffracting 
systems, see under type of diffracting 
system in question 

Diffraction, of atoms and molecules, 399- 
412 

dynamical theory, 26, 269 
of electrons, 362-99, 456 
by gases and lie uids, 393 
by mica, Kikucii’s method, 386 
by ruled rating, 383 
by Thomson’s method, 383 
Fraunhofer, 85 ff. 

Fresnel, 65 ff. 
kinematical theory of, 26 
at lar ;e angles, 275 
of material particles, 362 
of protons, 412 
and the quantum theory, 277 
of X-rays, 279 ff449 
by gratinj, 341 
Laue, 28t, 315, 452 
by liquids, amorphous solids and 

gases, 359 
by slit, 346 

, Young’s theory, 7, 230 
Diffraction , Bouasse et Camdre, 78, 82, 
254 

Diffraction grating, 112 
action on single pulses, 255 
and Babinet’s principle, 234 
for diffraction of, electrons, 383 
X-rays, 341 

resolving power of, 197 
Diffraction patterns, virtual, 32 ,104 
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Diffraction phenomena, of Fraunhofer 
class, 85 

of Fresnel class, 65 
Diffusion rings, of Newton, 244 
Dimensions of zones, 30, 44 
Disk, circular, 45, 80, 83 
Dispersion, of double crystal spectrometer, 
357 

of electron waves, 380 
of grating, 114, 140 
theory, applied to X-rays, 332 

Dispersive power, 204 

Distance between net planes in terms of 
Miller indices, 450 

Distinctions between Fraunhofer and Fres¬ 
nel diffraction, 65, 101 

Doan, X-rays, by grating, 342 
Domini, De, theory of rainbow, 243 
Double crystal spectrometer, 348 
Double refraction of calcite, 18 
Double slit, Fraunhofer pattern, 94, 116 
Fresnel pattern, 76 

Drucker, 360 n. 

Dry objective, 207 

Du Bois and Rubens, 133, 137 n. 

Du Mond and Hoyt, 348 n., 358 
Du Sejour, 5 n. 

Dutour, 5 n. 

Dymond, 395, 399 

Dynamical theory of diffraction, 26, 269 

Eagle, concave gratin *, astigmatism, 442 
mounting for, 164, 433 

Echelette, 144 

Eckart, refraction of electrons, 379 n. 

Ed -e, luminosity of, 46, 888 ff. 
of geometrical shadow, 1, 66 ff,, 421 
observation close to, 276 
straight, 2, 66 } 222, 419 

Edges, absorption, for X-rays, 286 
Edl6n, optimum width of grating, 170, 434 

Effect, Townsend-Ramsauer, 396 
volume, with X-rays, 306 

Effective cross-sections of atoms, 395 
Ehrenberg and Mark, 348 n., 358 
Ehrenberg and Susich, 348 n., 358 
Einstein, 251, 366 

Elastic deformation of ruling machine, 173 
Elastic solid theory of ether, 21 
Eldridge, velocity analyzer, 408 n. 
Electromagnetic theory of light, advent of, 


Electron beam, total reflection of, 379 
Electron gun, 367 
Electron shells of atom, 283 

Electron waves, Bragz; reflection, 381, 458 
index of refraction for, 380, 459 
polarization of, 396 
refraction of, 377, 456 
wave-length of, 364, 368 

Electrons, diffraction of, 362-99 
by jrating, 383 
by ~jhin crystal, 386 
Thomson's method, 383 

Electrons, fast, 383 
full speed, 369 
scattering, by gases, 393 
by liquids, 396 
slow, 367 

Elementary area, contribution from, 35 

Elementary lune, 54, 415 

Elementary zone, 38 

Elements, periodic table of, 285 

Ellett and Olson, 402 

Ellett, Olson, and Zahl, 408 n., 410 

Elsasser, electron diffraction, 366 

Equations, of Lauc, 322, 452 

Equidistant slits, 112, 116 

Equivalence of Bragg's and Laue’s theo 
ries, 300, 453 

Eriomcter, of Young, 238 

Error of ruling of gratings, 170, 443 
abrupt, 191 
accidental, 190 
curvature of ,-rooves, 171 
error of run, _85 
error of spacin ;, 172, 443 
lack of paralle sm of grooves, 171 
periodic, 172, 443 
permissible periodic, 447 
variation of groove form, 192 

Estermann and Stem, 399 ff. 

Etching of glass gratings, 169 

Ether, elastic solid theory of, 21 

Ewald, 309, 310 n., 338 

Examples in Laue diffraction, 323 

External fringes, 2, 70 
attributed “o interference, 9, 230 
at square comer, 82 

External total reflection, 170, 341 

Extinction lines, of Kikuchi, 391 
of Rutheford and Andrade, 309 

Extreme path, law of, 199, 224 
Extreme ultra-violet, 167' 434 
Eyepiece, use of, for viewing fringes, 11 
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Fabry and Buisson, grating mounting, 
165 n. 

Face-centered lattice, 289 
Factor, atom structure, 291, 298 
Fagerberg, examination of grating, ISO 
False spectrum lines, 172, 174, 180, 185 
Fan of rays, 435 

Faraday, 23 
box collector, 369 

Farnsworth, 374 n., 876 , 377 n., 382 
Fast electrons, diffraction of, 383 
by thick single crystals, 391 

Fermat, principle of least time, 199, 224 
Fizeau, 22, 216 

Focal peculiarities of gratings, 171, 186, 
190 

Focal relation, for concave grating, 155 
Focusing condition, for X-rays, 303 
Focusing along Rowland circle, 149 
Form factor, 291, 298 
Form of grooves of grating, 125 
Formation of spectrum, by grating, 113 
Foucault, 22, 193, 194 
Fraunhofer, 21, 108 
class of diffraction phenomena, 21, 85 
diffraction, distinguishing features of, 
101 

general principles of, 92 
optical system for, 85 
discovery of grating, 21, 111, 126 
Gesammelte JSchriften , 111 
life and work of, 108 
lines, of solar spectrum, 21, 110 
pattern, circular aperture, 90, 426 
double slit, 94, '116 
rectangular aperture, 86, 96 
patterns, symmetry of, 106 
polarization, by grating, 136, 137 n. 

Fresnel, 3, 5, 6 ,10 ff, 
application of Huygens’ principle, 15, 
266 

class of diffraction patterns, 65 
critique of his theory, 264 
diffraction, distinguishin; features, 101 
division of wave front in~o lunes, 417 
integrals, 58, 63, 418 
investi -ations and writings, 10, 13 
life of, _6 

Mimoire couroni , 12 
objections to Newton’s views, 6 
(Euvres commutes , 17, 29 n., 417 n. 
principles of his theory, 14 
use of lens for viewing fringes, 11 
zones, 28 

Friedrich, Knipping, and Laue, 286,287 n., 
315 


Fringes, crested, 3 
external, 2, 9, 66, 74, 80 
hyperbolic loci of, 8, 69 
internal, 2, 9, 74, 80 
regarded as arising from interference, 9, 
74, 230 

Frisch, 399, 408 
Full-speed electrons, 369 

Gajewski, 361 n. 

Gas beams, in electron diffraction, 374 

Gases, scattering of electrons by, 393 
scattering of X-rays by, 359 

Gauge, hot-wire, Pirani, 401 

General principles of Fraunhofer diffrac¬ 
tion, 92 

Generalized form of Bragg’s law, 458 

Geometrical shadow, 2 
width of, 421 

Geometrically illuminated region, 86, 104 
Geometry of Cornu spiral, 56 
Gerhardt, 221 
Germer, 362 ff. 

Bra -g reflection of electrons, 381 

gas Deams, 374 n. 

polarization of electron waves, 397 

Gesammelte Schriften , Fraunhofer, 111 

Ghosts, formed by grating, 172 
Lyman, 180 
Rowland, 174, 443 
intensities of, 446 
very close to parent-line, 185 

Gilbert, Fresnel integrals, 58 n. 

Glancing angle, 294 
Glaser, microphotographs, 126 
Glasser, book concerning Roentgen, 279 n. 
Glazebrook, on concave grating, 157 n. 
Gleason, extreme ultra-violet, 170 n. 

Glory, atmospheric, 242 
Gouy, 267, 275 

Graphical methods for circular aperture 
and obstacle, 83 
Grating, 112 

action on single pulses, 255 
and Babinet’s principle, 234 
concave, 127, -45 
aberration, 430 
astigmatism, 157, 435 
mountin 'S for, 160 
crossed, 13., 319 
deoth and form of grooves, 125 
diffraction of electrons by, 383 
diffraction of X-rays by, 341 
discovery of, 111, 126 
dispersion of, 114, 140 
echelette, 144 
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error of ruling, 170, 443 
false snectrum lines from, 172, 174, 180, 
185 

focal peculiarities of, 171, 186, 190 
formation of spectrum, 113 
jrazing incidence, 169 
naving few lines, 116 
having many lines, 120 
ideal, 170 

intensifying by etching, 169 
laminary, '_37 
law, 113, 115 
modified forms, 143, 343 
machines for ruling, 128, 345 
microphotographs of, 126 
periodic structure as prime requisite, 124 
plane, in practice, 138 
polarization caused by, 136 
reflection, 125 
replicas, 130 
resolvin • power of, 197 
ruled, historical, 126 
ruled through silver film, 132 
spectra, intensity ratios, 133 
spectrometer, 139 
for infra-red, 142 
spectrographs, 141, 160 
wire, 132 

Grating potential of crystal, 379 

Grimaldi, discovery of diffraction, 1 
crested fringes, 3 
fringes at square comer, 82 

Groove form, of grating, 125, 145 
variation of, 192 

Group period, 258 

Group velocity, 256, 366 

Gun, atom or molecule, 399, 409, 410 
electron, 367 

Gurney, reflection of positive ions, 414 

Haga and Wind, 346 

Hagenow, polarization of X-rays, 281 

Half-period, lunes, 53 
zones, 28 ff. 

Halos, 237 ff. 

Hamos, curved crystal, 306 n. 

Hanawalt, absorption edges, 286 n. 

Hancox, beams of metal atoms, 410 

Hard X-rays, 284 
spectrographs for, 306 

Hardy, infra-red spectrometer, 144 n. 

Heisenberg, wave mechanics, 366 

Helium atoms, diffraction of, 403 

Helmholtz, resolving power, 211 

Hendricks, on Kikuchi’s experiment, 390 

Hertz, 23, 137 

Hjahnar, correction of Bragg’s law, 335 


Hooke, 4 

Hopkinson, discovery of grating, 5 n. 
Hot-wire gauge, Pirani, 401 
Hoyt, double spectrometer, 348 n., 358 
Hufford, circular aperture, 79 
Hughes, McMillen, and Webb, 395 n. 
Hull, powder spectrograph, 315 
Huygens, 15 ff., 266 

Hydrogen, atomic, diffraction of, 408 
molecular, diffraction of, 403 

Hyperbolic loci of fringes, 9, 69 

Ice crystals, atmospheric, 240 
Ideal grating, 170 

Illumination, normal, definition of, 43 

Illustrative examples of Laue diffraction 
323 

Immersion objective, 206 
Incidence, grazing, with grating, 169 
Inclination factor, 40 

Inconsistency regarding phase, in Fres¬ 
nel’s theory, 44, 270, 273 

Increment of path, 29 

Index of refraction, for electrons, 380, 459 
for X-rays, 293, 330, 334, 341, 343 

Indices, Miller, 291, 449 
and Laue order, 325, 328, 454 
rational, law of, 449 

Inflected wave, loss of phase, 225, 228 
Inflection, 5 
Inflexion, 4 

Infra-red grating spectrometer, 142 
Inner potential of crystal, 379, 382 
Integrals, Fresnel, 58, 63, 418 
Intensifying gratings by etching, 169 
Intensities of ghosts, 175, 177, 446 
Intensity ratios of grating spectra, 133 
Intercept ratios, 291, 449 

Internal fringes, 2, 80 
attributed to interference, 9, 75 

Ionization method, for X-rays, 304, 351 
Irregular obstacle and circular aperture, 51 
Ives, grating replicas, 131 

Jentsch, diffraction at large angles, 275 
Johann, curved cyrstal, 306 n. 

Johannson, curved crystal, 306 n. 
Johnson, B. K., microscope, 210 n. 
Johnson, T. H., diffraction of atoms, 402, 
408 

Jordan, 5 n. 

Jordan and Brode, 395 n. 
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Kalaschnikow, 275 

Kayser, concave grating, 140 n. 

Kellstrom, X-rays, by slit, 348 
Kelvin, elastic solid theory, 21 
Kerschbaum, atomic hydrogen, 409 
Kiess, on Lyman ghosts, 184 

Kievit and Lindsay, absorption edges, 
286 n. 

Kikuchi, electron diffraction, 386 
Kinematical theory of diffraction, 26 
Kirchhoff, dynamical theory, 271 

Kirchner, electron diffraction, 382 n., 
393 n. 

evaporation on to celluloid, 386 
on Kikuchi’s experiment, 389 

Kirkpatrick and Ross, 348 n. 

Knauer and Stern, 399, 402 
Knipping, 286, 315 

Knochenhauer, Fresnel integrals, 58 n. 
Knudsen, law of, 412 
Koch, X-rays, by slit, 347 
Kollath, 395 n., 396 
Krishnamurti, 360 n. 

Krypton, action cross-section, 396 
Kulenkampff, 348 n., 358 

Laboratory directions, for pattern formed 
by straight edge, 419 
Lack of parallelism of grooves, 170 
Lamina, thin, transparent, 252 
Laminar zones, 417 
Laminary grating, 137 
Langmuir and Kingdon, 412 
Langstroth, polarization, electron, 399 n. 
Laplace, 20 

Large angles, diffraction to, 275 

Larsson, 333, 348 

Lattice, body-centered, 290 
constant, for rocksalt, 289, 336 
constants for mica, 387 
face-centered, 289 
nickel, numerical data for, 372 
particles, row of, 316, 320 
potassium chloride, 288 
simple cubic, 290 
sod-um chloride, 288 

Laue, diagram, 327 

discovery of X-ray diffraction by crys¬ 
tals, 286 

equations, 322, 452 
on inner potential, 382 n. 
order, and Miller indices, 454 
spots, 287 


on Sugiura’s experiment, 413 
theory, 315, 45- 
equivalence with Bragg’s 453 

Law of, extreme path, 199, 224 
gratin -, 113, 1L5 
mooified forms, 143, 343 
rational indices, 449 

Least time, principle of, 199, 224 
Le Cat, 5 n. 

Lens, permitted aberration, 194 
use of, for viewing fringes, 11 

Leonardo da Vinci, 4 

Life of, Fraunhofer, 108 
Fresnel, 16 
Young, 7 n. 

Lindsay, absorption edges, 286 n. 

Linear dispersion, of grating, 140 
Linnik, 348, 389 
Liquid crystals, 360 

Liquids, scattering of electrons by, 398 
scattering of X-rays by, 359 

Lithium fluoride, 403 
Littrow spectrograph, 142 
Lloyd’s mirror, 277, 348 
Lommel, circular aperture, 78, 428 n. 
Longacre, reflection of ions, 414 

Loss of phase, of deflected wave, 229 
of inflected wave, 225, 228 

Luminosity of diffracting edge, 222 ff. 
of disk or sphere, 46 

Lummer, 99, 211 n. 

Lunes, method of, 53, 415 
equivalent height of, 416 

Lycopodium, diameter of particles, 240 

Lyman, etching of ratings, 169 n. 
extreme ultra-vio et, 167 
ghosts, 180 

Machines for ruling gratings, 128 
Mack, Stehn, and Edl6n, 170, 434 
McMillen, scattering of electrons, 395 n. 
Maey, revival of Young’s theory, 273 n., 
275 

Mairan, 5 

Malus, polarization by reflection, 20 
Mannkopf, astigmatism, 442 
Many lines, gratings of, 120 
Mascart, concave grating, 157 
Massey and Mohr, 395 n. 

Material particles, diffraction of, 362 
Matter, wave theory of, 364 
Maxwell, Clerk, 23 

Maxwell, L. R., electron scattering, 396 
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Measurement of, diameters of particles, 
221, 239 

star diameters, 216 

Meggers and Burns, concave grating, 
165 n. 

Meggers and Kiess, on Lyman ghosts, 1S4 
Meibom and Rupp, protons, 413 
Memoire couronne, of Fresnel, 12 
Metal atoms, reflection of, 410 
Metals, positive ions of, reflection, 414 
- Meteorological phenomena, 240 

Method of, lunes, 53, 415 
rotating crystal, 302 
Thomson, of electron diffraction, 383 
zones, 28 

Methods of crystal analysis, 310 

Mica, diffraction of electrons by, 386 
lattice constants for, 387 

Michelson, abrupt error of grating, 191 
ghosts formed by grating, 177 
microscopic diameters, 221 
star diameters, 216 

Microphotographs of gratings, 126, 345 
Microscope, resolving power of, 205, 212 
Microscopic particles, measurement, 221 
Microscopic vision, Abbe’s theory, 212 

Miller indices, 291, 449 
and Laue order, 328, 454 

Millikan, extreme ultra-violet, 168 
Minkowski and Sponer, 396 n. 

Mirror, permitted aberration, 194 
Mitchell, astigmatism, 442 
Mixed plates, colors of, 254 
Modified forms of grating law, 143, 343 
Mohr, scattering of electrons, 395 n. 
Molecule gun, 399 

Molecules, action cross-section of, 395 
diffraction of, 399-408 

Molybdenum trioxide coated plate, 409 
Moore, on Abbe’s theory, 216 
Morse, inner potential, 382 n. 

Moseley, law of, 283 
method of diverging beam, 302 

Mott, polarization of electron beam, 397 
scattering of electrons, 395 n. 

Mountings for concave grating, 160 
Abney, 162, 430 
Eagle, 164, 433 
extreme ultra-violet, 167 
parallel li fit, or stigmatic, 165 
Paschen, _61 
Rowland, 163, 430 

Mueller, X-rays, organic crystals, 298 n. 


Natural widths, of X-ray lines, 351 
Nature of X-rays, 280 
Net, 316, 318 
Net plane, 291 

Newton, diffusion rings, 244 
on polarization, 19 
views concerning diffraction, 5 
Nickel crystal, 370 
numerical data concerning, 372 

Nishikawa, electron diffraction, 386 

Nobert, ruling of gratings, 127 

Normal illumination, definition of, 43 

Notation of Allison, 357 

Numerical aperture of microscope, 208 

Numerical evaluations for concave grating 
152 

Objective, dry, 207 
immersion, 206 

Obliquity factor, 40 

Observation close to diffracting edge, 265, 
276 

Obstacle, circular, 45, 80 
graphical method for, 83 

Oersted, electromagnetic discovery, 23 
(Euvres complbtes, of Fresnel, 13, 29, 417 
Oil-immersion objective, 206 
Olson, reflection of atoms, 402, 408, 410 

Optical system for Fraunhofer diffraction, 
85 

Optimum width of grating, 170, 434 

Order of diffraction and Miller indices. 325, 
328, 454 

Osgood, concave grating, 167 n., 169, 346 
Overlapping of spectra, 115, 144 

Palmer, scattering of electrons, 395 n. 
Parallel-light mounting, 165 
Parmelee, Clark, and Badger, 360 n. 

Parratt, double crystal spectrometer, 
348 n. 

Particles, material, diffraction of, 362 
small, diffraction by, 237 ff. 

Paschen mounting, concave grating, 161 
Path increment, 29 

Pattern formed by-; see under type 

of diffracting system in question 

Patterns, Fraunhofer class, 86 ff. 
symmetry of, 106 
Fresnel class, 65 
Kikuchi, 387 
Laue, 287, 327 
virtual, 104 

Pauling, scattering of electrons, 394 n. 
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Pease, star diameters, 216 n., 221 
Peirce, on Rowland ghosts, 177 
Percentage of reflection, of X-rays, 354 
Periodic error of spacing, 172 ff., 443 
permissible, 447 

Periodic structure as prime requisite for 
existence of grating, 124 

Periodic table of the elements, 285 

Permitted aberration, 193 
for concave grating, 153, 432 

Pernter and Exncr, 240 n. 

Pfund, infra-red grating spectrometer, 144 
Phase error, in ruling grating, 171 
Phase inconsistency in Fresnel's theory, 
44, 270, 273 

Phase loss, deflected wave, 229 
inflected wave, 225, 228 

Phase velocity, 258, 366 
Phase waves of de Broglie, 365 
Phenomena, of Fraunhofer class, 85, 112 
of Fresnel class, 65 

Physico-mathesis de luminej of Grimaldi, 1, 
82 

Pinhole camera, SO 
Pirani hot-wire gauge, 401 
Planck, quantum theory, 25 

Plane grating, in practice, 138 
infra-red spectrometer, 142 
spectrographs, 141 

Plane-grating electron beams, 373 
Plane- Tating relation for electron beams, 
313, 457 

Plane net, diffraction by, 316, 318 

Plane of polarization, 19 
and Rayleigh scattering, 247 

Planes, spacing of, in terms of Miller in¬ 
dices, 450 

Plates, mixed, colors of, 254 

Fohl, X-rays, by slit, 347 

Points, asymptotic, of Cornu spiral, 57 

Poisson, 20 
circular disk, 46 

Polanyi, Schiebold and Weissenberg, 
313 n. 

Polarization, 18 
of electron beam, 396 
by Tating, 136 
and Raylei, h scattering, 247 
of X-rays, ^81 

Polygon, vibration, 38 
Porter, on Abbe's theory of vision, 215 
Positive ions, diffraction or reflection of, 
412, 414 


Potassium chloride lattice, 288 
Potential, inner or grating, 379, 382 
Powder spectrograph for X-rays, 313 
Priestly, on Grimaldi’s experiments, 4 n. 

Principle, Babinet's, 233 
Huy ’ens', application of, 15, 266, 272 
of interference, 16, 268 
of least time, Fermat’s, 199, 224 

Principles, of Fraunhofer diffraction, 92, 

111 ff. 

of Fresnel diffraction, 28 ff., 53 ff., 
101 ff. 

of Fresnel’s theory, 14, 264 

Prins, X-rays, dynamical theory of, 309, 
310 n., 341 

diffracted, by grating, 344 
by liquids, 360 n. 

Prism, action on single pulses, 259 
refraction of X-rays by, 331 
resolving power of, 202 

Propagation, rectilinear, 47, 70 
Protons, diffraction of, 412 
Pulse hypothesis, of X-rays, 280 

Pulses, isolated, action of grating on, *255 
action of prism on, 259 

Purks, double crystal spectrometer, 348 n. 

Quantum, relation, and X-rays, 282 
theory, advent of, 25 
and diffraction, 277 

Quet, Fresnel integrals, 58 n. 

Quetelet, rings, 244 

Quincke, ghosts formed by grating, 177 
Tatin ■ replicas, 131 
.ntens-ty of gratin; spectra, 136 n. 
laminary grating, ‘.37 n. 


abinov, X-rays, by slit, 347 

aether, electron diffraction, 382 n., 393 n. 

ainbow, 243 

aman, and Banerji, and Rao, 255 n. 
aman and Datta, 244 n. 
aman and Ramanathan, 359 n. 
amsauer, 395 n., 396 
andall, Rooksby, and Cooper, 360 n. 

ange, or angle, of tolerance, 338 
of wave-lengths, diffracted by crystals, 
299 

comprised in X-ray region, 284 
ational indices, law of, 449 
atios, intercept, 291, 449 
ayleigh, grating replicas, 131 
intensity of grating spectra, lob n. 
permitted aberration, 193 
phase reversal zone plate, 33 
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poliarization by gratings, 137 n. 
resolving oower of, microscope, 211 
prism, ^05 

-elescope, 194, 196 n. 
scattering, 244 

Read, reflection of positive ions, 414 
Rectangular aperture, 86, 96 
Rectilinear propagation, 47, 70 
Reference circle, Rowland, 146 

Reflecting planes, Miller indices of, and 
Laue order, 325, 328, 454 

Reflection, Bragg, 292 

of electron waves, 381, 458 
coefficient of, for X-rays, 354 
critical an ;le of, 341 
of metal adorns, 410 
percentage of, for X-rays, 354 
of positive ions, 414 
specular, of X-rays, 341 
total, external, 170 

Reflection grating, 125 

Refocusing to compensate for error, 186 

Refraction, of electron waves, 377, 456 
of X-rays by a prism, 331 

Refractive index, for electrons, 380, 459 
for X-rays, 293, 330, 334, 341, 343 

Regular plane net, 316, 318 
Reiche, 99, 211 n. 

Reid, electron diffraction, 383, 386 
Replicas, of gratings, 130 

Resolving power, grating, 197 
microscope, 205, 212 
prism, 2C2 

spectroscopic, definition of, 198 
telescope, 194 

X-ray, with double spectrometer, 350 
Retardation, 29 

of phase, of deflected wave, 229 
of inflected wave, 225, 228 

Rin *s, diffusion, of Newton, 244 
o_ Quetelet, 244 

Rittenhouse, 5 n. 
discovery of grating, 111 n,, 126 

Rocking curve, 351 

Rocksalt, lattice, 288 
value of D of Bragg’s law, 336 

Rod, pattern formed by, 3, 73 
spacing of internal fringes, 75 

Roentgen, discovery of X-rays, 279 
Rohr, von, on work of Fraunhofer, 111 
' Romer, velocity of light, 22 
Ross, double crystal spectrometer, 348 n. 
Rotating crystal, method of, 302 
Rotation in azimuth, 370 
Rotation photographs, from crystals, 311 


Row of particles, diffraction by, 316, 320 
Rowland, 127 
cont‘.avc grating, 127, 146 
focal peculiarities of gratings, 190 
ghosts, formed by grating, 174, 443 
intensities of, 175, 446 
machines for ruling gratin $s, 128 
mounting for concave pra~ing, 163, 430 
scale of wave-lengths, Jl5 

Rowland circle, 146, 149 
with curved crystal, 306 

Rubens, wire gratings, 133 

Rubinowicz, revival of Young’s theory 
232 n. 

Rudolph, examination of gratings, 180 

Ruled grating, historical, 126 
for X-rays, 341, 345 

Ruling, error of, of grating, 170 

Ruling machine, 128 
elastic deformation of, 173 
Siegbahn’s, for gratings for X-rays, 345 

Run, error of, of grating, 185 

Runge, concave grating, 149 
astigmatism of, 4^=2 
on Lyman ghosts, 184 

Rupp, electron diffraction, 374 n., 382 n., 
396 

by grating, 383 
diffraction of protons, 413 
polarization o: electron beam, 399 

Rutherford and Andrade, extinction lin'es, 
309 

spectrograph, 308, 338 
Rutherfurd, gratings ruled by, 127 

Saayman, electron scattering, 396 n. 
Sandstrom, curved crystal, 306 
Sawyer, R. A., extreme ultra-violet, 168 
Sawyer, R. B., reflection of ions, 414 

Scattering, of electrons, by gases and liq¬ 
uids, 393 

of light, by small particles, 237 ff. 
Rayleigh, 244 

of X-rays, by gases liquids and amor¬ 
phous solids, 359 

Scheiner and Hirayama, 107 
Scherer, powder spectrograph, 315 
Schiebold, rotation photographs, 312 
Schrodinger, wave mechanics, 366 
Schumann, extreme ultra-violet, 167 

Schuster, 43, 264 n. 
laminar zones, 417 

Schwarzschild, K., dynamical theory, 275 

Schwarzschild, M., double crystal spec¬ 
trometer, 348 n. 
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Schwerd, Die Beugungserscheinungen, 111 
Screen, slightly transparent, 251 
Screens, complementary, 233 
Seemann, X-ray spectrographs, 307 
Selenyi, vibration plane, 248 n. 

Series classification of X-rays, 282 

Shadow, -eometrical, 2 
^ftscertaming location of edge of, 421 

Shells, electron, of atom, 283 
Shinohara, electron diffraction, 393 n. 

Siegbahn, ruling machine, 345 
spectrograph for soft X-rays, 305 
X-ray wave-length standards, 337 

Simple cubic lattice, 290 

Simple harmonic disturbances, summation 
of, 36 

Single crystal, diffraction of fast electrons 
by, 391 

Single slit, Fraunhofer pattern, 86 
Fresnel pattern, 70 

Single straight edge, 2, 66 
laboratory directions for study of pat¬ 
tern, 419 

Sirks, astigmatism of concave grating, 160, 
442 

Sky, blue color of, 244, 250 
Slightly transparent screen, 251 

Slit, double, Fraunhofer pattern, 94, 116 
Fresnel pattern, 76 
sin le, Fraunhofer pattern, 86 
1 resnel pattern, 70 
tapered, 8 l; 

Slit spectrograph, Seemann, X-ray, 307 
Slits, equidistant, diffraction by, 112 
Slow electrons, diffraction of, 367 
Small number of lines, grating of, 116 
Small particles, diffraction by, 237 ff. 
Smoluchowski, 251 

Sodium chloride lattice, 288 
value of D of Bragg’s law for, 336 

Soft X-rays, 284 
spectrographs for, 300 

Sommerfeld, dynamical theory, 274 
luminosity of diffracting ed ■e, 232 n. 
pulse breadth of X-rays, 34 ' 

Soret, zone plate, 32 

Space-lattice diffraction, 292 ff., 321 ff., 
452 ff. 

of electrons, 374 ff., 456 

Spacin ; of net planes in terms of Miller 
incices, 450 

Sparrow, theory of imperfect gratings, 
190 ff. 


Spectra, grating, absent, 133 
overlapping of, 115, 147 
X-ray, 283 

Spectral width of X-ray lines, 351 

Spectrographs, concave-gratin •, 160 
crystal, for hard X-rays, 30t 
powder, 313 
for soft X-rays, 300 
curved crystal,*306 
plane-grating, 141 

Spectrometer, crystal, Bragg, 304 
double, 348 
plane-gratin ;, 139 
infra-red, ..42 

Spectroscopic resolving power, 198 

Spectrum, continuous, X-ray, 282 
formation of, by grating, 112, 147 

Spectrum lines, false, 172, 174, 180, 185 
Specular reflection of X-rays, 341 
Speculum, alloy, 127 
Spiral, of Cornu, 56, 60, 415 
Sponer, electron scattering, 396 n. 

Spots, Laue, 287 

Sproul, electron diffraction, 377 

Square corner, external fringes, 82 
internal fringes, 3 

Standard wave-lengths, X-ray, 337 
Star diameters, measurement of, 216 
Stehn, optimum width of grating, 170,434 
Stempel, double spectrometer, 348 n., 358 
Stenstrom, refraction of X-rays, 335, 341 
Stephan, star diameters, 216 
Stephenson, X-ray wave-lengths, 309 n. 
Stem, 399 ff. 

diffraction of atoms and molecules, 403 
velocity analyzer, 408 

Stewart, X-rays, by liquids, 359 
Stigmatic mounting, concave grating, 165 

Stokes, dynamical theory, 270 
pulse hypothesis of X-rays, 280 

Straight edge, 2, 66 

laboratory directions for study of pat¬ 
tern, 419 

Stratico, 5 n. 

Straubel, symmetry of Fraunhofer pat¬ 
terns, 107 

Structure of crystals, 288 

Structure factor, 291, 298 

Strutt; see Rayleigh 

Sugiura, diffraction of protons, 412 

Surface, aplanatic, 200 

Susich, double spectrometer, 348 n., 358 

Sylvite lattice, 288 
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Symmetry of Fraunhofer patterns, 106 
Szilard, polarization, electron, 399 

Table, periodic, of the elements, 285 
Talbot’s bands, 253 
Tapered slit, 82 
Tate and Palmer, 395 n. 

Taylor, reflection of alkali atoms, 411 
Telescope, resolving power of, 194 
■ Temperature agitation of atoms, 291, 296, 
299 

Terrill, double spectrometer, 348 n. 
Theorems of Bridge, 107 
Theory of concave grating, 146 

Theory, dynamical, 26, 269 
Kirchhoff’s, 271 
Sommerfeld’s, 274 
Stokes’s, 270 

Theory, Fresnel’s, 14, 28 if., 53 ff., 264 if. 
Theory of microscopic vision, Abbe, 212 
Theory, Young’s, 7, 230 
Thibaud, X-rays, by grating, 343, 346 

Thin crystals, diffraction of electrons by, 
386 

Thin transparent lamina, 252 

Thomson, G. P., electron diffraction, 
377 n., 382 n., 393 n. 
method of, 383 
applied to, gases, 393 
licuid films, 396 

appLed for diffraction of protons, 413 

Thomson, J. J., pulse hypothesis, of X- 
rays, 280 

reflecting particle, 251 
Thorp, grating replicas, 131 
Tolerance, angle of, 294, 338 
Total Bragg reflection of X-rays, 338 
Total reflection, external, 170, 341 
internal, of electron beam, 379 

Townsend-Ramsauer effect, 396 
Traits de la lumibre, Huygens, 15, 18 

“Trans” form of dichloro-ethylene, 361, 
393 

Transmission grating, 112, 130 ff. 
Trowbridge, echelette grating, 144 
Tubes, X-fay, 301 
Tyndall, scattering, 249, 250 
Typical Fresnel patterns, 65 

Ultra-violet, extreme, mountings of con¬ 
cave grating for, 167 

Unit cell, of crystal lattice, 288 


Van Lear, irregular obstacle and circular 
aperture, 52 n. 

Variation of groove form, 171, 192 
Veldkamp, absorption edges, 286 n. 

Velocity, group, 256, 258, 366 
wave, or phase, 258, 366 

Velocity analyzer, 408 
Verdet, 47 n. 

Vibration curve, 38 ff. 

Cornu spiral as, 60 

Vibration diagram, 38 

Vibration plane, and Rayleigh scattering 
247 

Vibration polygon, 38 
based upon elementary lunes, 55 

Views of, Newton, 5 
Young, 7 

Vinci, Leonardo da, 4 
Virtual diffraction patterns, 104 
Voltage curves, electron diffraction, 372 
Volume effect, 306 
Vorlaender, 360 n. 

Wadsworth, grating mounting, 165 n., 167 
Wagner and Kulenkampff, 348 n., 358 
Wallace, grating replicas, 131 
Walter and Pohl, 347 
Watson, scattering of electrons, 395 

Wave, deflected, loss of phase, 229 
inflected, loss of phase, 225, 228 

Wave front, actual, 85 
complete, representation of effect of, 43 
5t 

diffracted, 85 

D 9 

Wave group, 256 

Wave-length, Bragg, 331, 340 
de Broglie, electron, 364, 368 
ranje, of X-ray region, 284 
diffracted by crystals, 299 
scale,'of Rowland, 115 

Wave-lengths, standard, X-ray, 337 
Wave mechanics, 366 ‘ “ ; 

Wave motion, equations of, 34 

Wave theory, of light, development of, 17 
of matter, 364 

Wave velocity, 258, 366 

Waves, electron, Bragg reflection of, 381, 
458 

dispersion curve, 380 
index of refraction, 380, 459 
polarization, 396 
refraction of, 377, 456 , 

wave-length of, 364, 368 

Webb, scattering of electrons, 395 n. 
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Wedge spectrograph, Sccmann, 307 

Whewell, 20 n., 244 

White radiation, 315, 365 

Width, permitted, or optimum, of concave 
gracing, 153, 170, 433, 434 

Wien, diffraction at large angles, 275 

Wierl, electron diffraction, 386, 394 

Williams, double crystal spectrometer, 
348 n., 351, 357 

Wind, X-rays, by slit, 346 

Wire grating, 132 

Wollan, 298 n., 310 n., 361 n. 

Wollaston, solar lines, 110 n. 

Wood, R. W., discharge tube, 409 
echelette grating, 14:4 
examining gratings, 178 n., 180 
hosts close to parent-line, 185 
intensifying gratings by etching, 169 
on Lyman ghosts, 184 
phase reversal zone plates, 33 
polarization by grat.ngs, 137 n. 
ruling of gratings, 128 

Worsnop, electrons, by grating, 383 

Wyckoff, 310 n. 

X-ray absorption spectra, 285 

X-rays, characteristic, 284 
classification, according to hardness, 284 
in scries, 282 

coefficient of reflection, 354 
continuous spectrum, 282 
critical angle of reflection, 341 
diffraction, by gratings, 341 
by-iquids, amorphous solids ai^cj* • 
gases, 359 v 

by slit, 346 i ,; 

discovery of, 279 


effects of absorption, 341, 344 
focusing condition, 303 
gratings for, 345 
nard, spectrographs for, 306 
index of refraction, 293, 330. 334, 341, 
343 

ionization method, 304 
nature of, 280 
spectra, 283 

percenta ;e of reflection, 354 
polarization, 281 
powder, spectrograph, 313 
pulse hypothesis, 230 
quantum relation for, 282 
refraction by prism, 331 
series classification of, 282 
soft, spectrographs for, 300 
specular reflection, 341 
standard wave-len ths, 337 
total Brag ; reflection, 338 
tubes, Coo_id ;e, and gas, 301 
very soft, 284 

investigation of spectra, 29^; 346 
X-unit, definition of, 284 y 

Yamaguti, electron diffraction, 393 n. 

Young, colors of mixed plates, 254 
eriometer, 238 y. 

life of, 7 n. -y * y 

theory of diffraction, 7, 230'; ' 

Zabel, diffraction of atoms, 408 
Zahl, 408 n., 410 
Zone axis, 328 
Zone plates, 32 ; 

Zones, dimensions of, 30,44 
rp' elementary, 38 

Fresnel, 23 ff., 77 ff. . 
laminar, 417 
met .10 d of, 28 
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